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HOW SUNDSTRAND FUEL UNITS BACK UP YOUR BURNERS 


Dirt can’t pass 
this strainer! 


Delivers clean oil to 
the nozzle all season 


The monel metal fine-mesh 
screen of the Sundstrand Fuel 
Unit strainer excludes all types of 
dirt, including the line filter 
fibers . . . rigid, rustproofed steel 
frame seats under spring pressure so 
dirt can’t get through to burner noz- 
zle. The plus-performance factors 
of the Sundstrand strainer are 
typical of how Sundstrand Fuel 
Unit details are designed to bring 
out and sustain performance ad- 
vantages of your oil burners... 
to help keep your product operat- 
ing ‘‘as specified.’’ Sundstrand’s 
“first in fuel units’’ means first in 
delivering clean oil to the burner, 
quietly, efficiently, under uni- 
form pressure . . . first in easy in- 
stallation and simplified servic- 
ing . . . first in long, trouble-free 
performance... and first in fuel Model J—high-pressure, single-stage 
units specified every year from for single-pipe or two-pipe installation. 


3, 6, 10, 14, 20 gph. Three basic Sund- 


Coast to coast. strand models solve all fuel unit problems. 


@ 
SUNDSTRAND 


HYDRAULIC DIVISION 


of Sundstrand Machine Tool Co., 2210 Harrison Ave., Rockford, Ill_—Eastern Sales Office: 89 Summit 
Ave., Summit, N. J. ¢ Made in Canada by John Inglis, Ltd., 14 Strachan Ave., Toronto— Made in Sweden 
by Sundstrand Hydraulic AB Stockholm, 
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Millions Listen when Cathy Climatrol 
Says, ‘This Makes it a Real Home!”’ 


HAT’s Cathy Climatrol — new sym- 
bol of success for Mueller Climatrol 


nial year . . . and we’re out to make it 
a profitable celebration for you. There’ll 


dealers. Star of our national advertising 
campaign — appealing to interested, 
able-to-buy prospects — Cathy projects 
a vital message. Dramatizes the fact 
that Mueller Climatrol comfort is one 
of today’s biggest values for healthier, 
happier family living. 

1957 is Mueller Climatrol’s Centen- 


High-Styled Comfort Twins 
Spearhead Line 


The best in year-round air conditioning. These great 
new Mueller Climatrol comfort companions with cen- 
tennial gold front forecast even bigger things to come. 
Styled by Brooks Stevens, world-famous industrial de- 
signer, they offer engineering features others can only 
copy, never equal. What's more, you can install auto- 
matic heating now — cooling later for extra profits. 


CELEBRATE YOUR BIGGEST PROFIT YEAR 


with Mueller Climatrol — today’s biggest value for 
healthier, happier living. Write for full details or see 
your man from. . . 


be national advertising to build instant 
customer-recognition of Mueller Clima- 
trol as America’s quality heating-cool- 
ing line. There’ll be hard-hitting, pre- 
tested promotional materials and sales 
programs. And, of course, there’ll be a 
host of units . . . priced right for profit. 





She. 
a 
ewe 
Som! 
wets 
Sadek 
oe 
a 
ma 
aad. 
oO 
a 
ime 
= 
all 
Nea 
inf 
Saket 
scald 
mot 
ese 
= 


_..CLIMATE CONTROL FOR HEALTHFUL LIVING 





Mueller Climatrol 


2030 W. Oklahoma Ave., Milwaukee 15, Wis. 
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Thumbing Through 
This Month's Artisan 


. . we find thousands 
of products made by hun- 
dreds of manufacturers listed 
in the completely revised an- 
nual Directory of Residential 
Air Conditioning, Warm Air 
Heating and Sheet Metal 
Products published in the 
yellow pages at the back of 
this issue. There are a large 
number of new manufactur- 
ers of components who en- 
tered this field during the 
past 12 months. You will 
find them listed.in Part IV. 
Advertisers in this issue are 
listed in Part I under the 
headings for the products ad- 
vertised. The best way to use 
the directory is to look in 
Part I for the heading for 
the product in which you are 
interested. When you find it 
turn to page 148d and under 
the manufacturer’s name you 
will find the page number for 
his advertisement. Turn to 
the ad and if the product 
meets your need, write the 
manufacturer for additional 
information and prices. 

Part II of the directory 
contains the names of all 
manufacturers of equipment 
who are classified under head- 
ings describing the product. 
Part III identifies the name 
of a manufacturer with a 
trade name of a_ product. 
Part IV contains the complete 
addresses of all nationally 
{known manufacturers of 
products uséd~in this indus- 
try. 

>" 


Data 


. and we encounter 
an eight-page Artisan Data 
File of tablesj-charts, and lists 
presenting infogmation which 
is often required in engineer- 
ing, fabricating, installing 
and servicing of heating-cool- 
ing-sheet metal products. We 
observe that a wealth of data 


INDEPENDENT 








Adjustable Vertical Front Bars 
Adjustable Horizontal Rear Bars 





Rear View — 
Showing Volume 
Control Dampers 


Write for Catalog 

No. 56 which gives 
complete details and sizes 
up to 48” x 24” 


Visit us at International Heating and 
Air Conditioning Exposition — Booth 
No. 437. 


THE INDEPENDENT 
REGISTER CO. 


3747 E. 93rd STREET - CLEVELAND, OHIO 
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| has been digested into simpli- 
| fied form for quick reference 
| in the field or in the shop 
| and we note the advisability 
of retaining this material for 


year ‘round reference on the 


job. 


Service 


. . . we find a 
useful trouble-shooting chart 


| for dealers and their sales- 


men in time for the heavy 


| service season. The fingertip 


Check List Shows Solutions 
to Oil Burning Equipment 
Troubles at a glance, locating, 
analyzing and solving oil 
heating problems. The chart 
takes us through the possible 
causes and the recommended 
corrections for each com- 
plaint of the customer. 


Ideas 


. and we find a 
reference file containing 12 
Helpful Ideas for Dealers in 
a summary article presenting 
a dozen of the best ideas 
which have been presented in 
Artisan’s monthly depart- 
ment, “Idea Exchange for 
Dealers and Contractors” 
for bringing in sales leads 
and reducing operating costs. 
We see some suggestions on 
such subjects as prospect lists, 
promotion pieces, public re- 
lations programs, storage 
racks, employee benefits, tool 
rentals, and other tested rec- 
ipes which dealers and con- 
tractors have found helpful 


| in their own businesses. 


Circuits 


. we track down 


| some wiring problems in the 
| electrical system of a cooling 


unit in The Case of the Open 
Electrical Circuit — a “mys- 
tery” which confronts the 
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ECONOMICALLY 


— 
Dealers “in the know” recognize that this sign means: SY WK ir. -- 


“Quality Heating is being installed here” 


e NIAGARA builds quality “year ’round 
air conditioning” equipment which will 
provide years of dependable service. Because 
of this quality, NIAGARA also builds profits 
for heating dealers. 


NIAGARA furnaces are gas or oil fired and 
available in many capacities and models to fit 
practically every home heating requirement. If The Sinnst aun Gved tanins Gael 
you want the “cream of the crop” there is no ee 8 en ee 


the exclusive NIAGARA cast iron heat 


oa 7 . exchanger and 3-speed blower. Com- 
finer furnace than the NIAGARA Series 50. For pletely eutematic SAAGARA seiie- 


, H : erated unit can be combined to provide 
economy purposes the quality-built NIAGARA he tie ta “peas teas alten 


Series 70 furnace “fits the bill’. ditioning.”” 

Get the facts. Find out how NIAGARA offers | 
you the opportunity to sell quality heating and - | NiAGARA 
build profits for yourself. ' til Series 70 


For complete information, write direct or con- 


‘ 5 " ; 3 The low-cost quality fur- 
tact your NIAGARA distributor. — nace line with High Boy, 


Down Flow and Basement 
Models. Completely auto- 
matic, gas or oil fired, 


NiAGARA © *) =~ 
FURNACE DIVISION 7g 3 


The Forest City Foundries Co. 
2500 West 27th St. — Cleveland 13, Ohio 
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serviceman when cooling 
equipment ceases to function 
and an open circuit is sus- 
pected. We are shown the 
step-by-step solution to sev- 
eral possible wiring problems 
through descriptions and di- 
agrams of basic electrical cir- 
cuits which pinpoint the most 
likely trouble spots and show 
how to test them for mal- 
function. We investigate the 
entire circuit testing 
apparatus which are also 
described and suggested by 
author S. W. Reid. 


using 


Titanium 


. we learn a few 
pointers about a comparative- 
ly mew factor in the sheet 
metal field as a Titanium Pi- 
oneer Gears His Shop to 
Heavy Duty Forming Tech- 
niques. We find, in this case 
history of a sheet metal con- 
tractor who has equipped his 
shop to handle the fabrication 
of specialty items from this 
durable material, a pattern 
which other contractors can 
follow in entering this profit- 
able field. We are told of 
the special precautions which 
must be taken and the equip- 
ment required, and we are 
given a glimpse of the re- 
wards to be attained from the 
ability to offer titanium spe- 
cialty products. 


Plan to Attend the 
International Exposition 


This year the International 
Heating, Ventilating and Air 
Conditioning Exposition is 
being held during the last 
week of February instead of 
January as has been the prac- 
tice in the past. Exposition 
hall and hotel accommoda- 
tions in Chicago during Janu- 
ary were not available due to 


previous commitments. The | 


Exposition will be held from | 


February 25 through March 


INCREASE FQUIPMENT GALES 


cut down delivery costs 


Sentry ODF 


drivers what they want to know 


at pomnt of delivery/ 


“A 
“THAT LITTLE 


SENTRY GAUGE SURE 
SAVES US BOTH A 
LOT OF TROUBLE!” 


Tank Gauge tells 








*Oil Dealer's Friend \ we 
Ceatas 


| Ser o 








svor rune | = | 
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Sentry ‘‘ODF'’ remote 
reading gauge 


ONLY OFFERS SUCH A COMPLETE LINE 
OF DIRECT AND REMOTE READING TANK GAUGES 


Above is SENTRY’S newest — The I 
ODF At-A-Glance tank gauge that’s 
setting new records in building sales 
and customer goodwill. Located out- 
side of building at fill pipe, this easy- 
to-read weather-proof gauge shows the 
exact oil level in the indoor tank. Saves 
costly time consuming trips to base- 
ment, unnecessary hose unreeling and 
eliminates over-flow. Permits delivery 
without disturbing customer. 


Other constant-register SENTRY 
gauges include combination tank and 
remote reading, barrel gauges, direct 
reading, and gauges for stove and space 
heater tank. Write today for full in- 
formation about these fast moving bus- 
iness getters. Advertising aids available. 


Combination At-A-Glance tank 
and remote reoding gavges 


Sentry stove and a eof 
space heater gouges ss 
Sentry At-A-Glance 
borrel gauges 


Sentry At-A-Glance 
tank gauge 


yee , On gvard— wt 


4 hours a day Sentry superior quoal- 


ity Therma-Gouge 


oe 
KRUEGER, Sendo GAUGES 


GREEN BAY WISCONSIN 
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1 in conjunction with the an- 
nual meeting of the American 
Society of Heating and Air- 
Conditioning Engineers. 

The exposition is being 
held at the International Am- 
phitheater and will cover 
more floor area than any pre- 
vious show of this kind. To 
make it convenient for visi- 
tors to the exposition, Ameri- 
can Artisan prepared a handy 
guide card showing the loca- 
tion of every aisle and booth. 
The card is arranged to be 
folded to pocket size so a 
person making a tour of the 
exposition may mark the 
booths he wants to be sure to 
visit. The handy guide card 
will be inserted at the begin- 
ning of the Show Section, 
which will give the name and 
location of each exhibitor and 
will include the names of the 
people who will be in at- 
tendance at the booths as well 
as a list of the equipment on 
display. Hope to see you at 
our booth, number 924. 


Finds Company Plane 
Profitable Investment 


THE AIR AGE is catching up 
with the warm air heating 
dealer and sheet metal con- 
tractor. Recently I learned 
that Lowell Swenson, man- 
ager of the Ray N. Welter 
Co., Minneapolis heating 
dealer, pilots his own plane 
when making the rounds of 
out-of-town jobs. (The com- 
pany serves many small 
communities throughout Min- 
nesota.) Mr. Swenson says 
it’s also the cheapest way to 
get a salesman out to see a 
prospect it would take 
hours to reach by automobile. 


| The company plane is a four 
| seater, which makes it pos- 
| sible to carry more than one 


salesman to an area. While 
one man is calling on the in- 


| terested prospect, a second 
| salesman can do some profit- 
| able cold canvassing. 
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BETTER LOCKS 


—FASTER. One man and a Lockformer makes more Pittsburgh 
Locks than sixteen men working with eight brakes. And Pittsburghs 
made on the Lockformer are perfectly uniform . . . look like the 
quality work they really are... assemble easier and faster without 
further prying open by hand. 


MULTI-PURPOSE 


Lockformers equipped with extended 
shafts for Auxiliary Rolls also make 
Double Seams, Standing Seams, 
Drive Cleats and Right Angle Flanges 
.. and, if equipped with the 
Flanging or Slitting Attachments, are 
power flangers or power slitters as 
well as lock-rolling machines. 
Lockformers can be set up for as 
many as three different jobs 
without change-over. 


PROVEN DEPENDABILITY 


There are more than 30,000 Lockformers in use today. Machines 
delivered over 19 years ago are still giving trouble-free service, day in 
and day out. Because they cut over-all fabrication costs in half, 
Lockformers pay for themselves quickly out of the “extra” 

profits they earn! 


Send for your free copy of the Lockformer Catalog A-57 





tHe LOCKFORMER co. 


4615 WEST ROOSEVELT ROAD - CHICAGO 50, ILLINOIS 


AMERICAN ARTISAN, JANUARY 1957 





the editor’s 


notebook | 





Jay Quade of the Wm. 
Schupp Co., old time Min- 
neapolis sheet metal contract- 
ing firm, has his own plane 
I'm told and uses it to get 
around to the cities served by 
his company. 


Check List for Dealer 
Helps His Business 


DURING A RECENT mecting 
George Diener, advertising 
agency man for the Peerless 
Corp., advised a dealer check 
himself on these four points: 

1) Am I properly identi- 
fied to the- public my 
place of business, my trucks, 
my employees (uniforms) ? 

2) Am I promoting the 
services I offer? 

3) Am I advertising con- 
sistently ? 

4) Am I selling? 

I believe a periodic review 
of these questions will help 
to keep a dealer's business 
growing. 


Precalculated Tables 
Save Time and Trouble 


I WAS CLEANING out a sec- 
tion of our technical file sev- 
eral months ago and came 
across two old books. One 
was entitled ‘Standard Code 
of Computing Tables for 
Warm Air Heating’ pub- 
lished in 1926 and the other 
“Furnace Capacity Tables” 
published in 1929. I know 
that Guy Voorhees, technical 
secretary of the National 
Warm Air Heating and Air 
Conditioning Association has 
been building a historic li- 
brary of the warm air heat- 
ing industry. I sent the books 


to Guy for his library and I | 


believe you'll be interested in 
what Guy had to say as he 
reminisced. Here is what he 
wrote me: 

“It’s interesting to think 
back to the attitudes of deal- 
ers when the first gravity code 


appeared in 1922. Many of | 


10 


thanks 
to you 


Yes, thanks to you, we just fin- 
ished another satisfying year in 
Nu-Way history. And we feel 
that we should now officially offer 
our thanks — to you. 


Not that we’re going to sit back 
satisfied with our 36-year record 
of building better oil burners. 
We’re constantly devoting every 
engineering and manufacturing 
effort toward building Nu-Way 
burners better than ever. Exceed- 
ing even our own rigid specifica- 
tions of the past. 


For example, we are now in the 
midst of a creative research pro- 
gram in conjunction with one of 
the nation’s large oil companies. 
And its entire purpose is to en- 
able us to build new efficiency 
and durability into every Nu-Way 
burner . . . to maintain Nu-Way’s 


leadership in the oil burner field. 


Nu-Way Corporation, Rock 
Island, Illinois 
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them said it was “too com- 
plicated.” The next year I 
ran a series of informal eve- 
ning Classes in several Indian- 
apolis shops trying to sell 
competitors on the idea that 
the entire industry and each 
of us individually would 
benefit if we would all figure 
according to the Standard 
Code. Many of them still felt 
that if you took the cubic 
content of the room and di- 
vided it by 20 to find the 
number of square inches of 
leader pipe needed, that was 
being “scientific” enough for 
any residential job. Of course 
when they came to churches 
and similar large rooms they 
might use a factor of 30, 40 
or 50 — depending on their 
own individual judgments 
and the sizes of the rooms in- 
volved. 

“In about 1926 I brought 
out a ‘simplified form’ of the 
Standard Code on a small 
vest pocket size card. I hand- 
ed these out to dealers and it 
wasn't long until I was get- 

| ting requests for them from 
many other states. Apparently 
traveling salesmen covering 
several states had seen them 
and were impressed with the 
‘simplified method.’ 

“Dealers hollered about as 
much in those days about 
complicated calculations as 
they do today. 

“The book of computing 
tables which you sent is quite 
interesting because it was 
about 1929 or 1930 when 
Mr. Allen who prepared 
these tables, dropped in to 
see me. As I recall it, he was 
a heating engineer whose 
work had been principally in 
the steam and hot water field 
and he believed that the 
Gravity Standard Code would 
result in a big increase in 
warm air heating because it 
would insure better installa- 
tions. He spent quite a lot of 
time and no small amount of 


| money preparing and pub- 
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.condensed consumer reports 
| from the files of 


SmersW alors mae! 


registers 
and grilles 


PERIMETER 
BASEBOARD REGISTER NO. 55] 


Frozen Frank was in a snit, 

found cold corners wherever he'd sit, 
But with the 551's four way diffusion 
He now has Comfort in Profusion! 


: | entertaine ; 
When Circle = «home as hot as hades 
They found rt red het aon 


STANDARD 


---first in engineering for indoor comfort 


STANDARD STAMPING @ PERFORATING co, 
3137 W. 49th Piace, Chicago 32, Illinois 


Gentlemen: Please send me your new catalog showing the complete 
line of STANDARD STAMPING REGISTERS AND GRILLES, 


faa ) Name 
MORAL: If you want to keer linn Se 
your customers happy cilia 
mail this coupon Spee ne a ee: 


. tn | 
and make it snappy! City me 
eee 


pore 
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lishing this book of tables — 
but they never sold worth a 
darn. I don’t think he came 
anywhere near recovering as 
much as half of his cost. Yet 
the tables themselves were 
good. And in 1938, thinking 
back to the helpfulness of his 
precalculated tables, I pre- 
pared a series of articles for 
the Artisan under the gen- 
eral heading of ‘Precalculated 
Engineering’ that ran 
through parts of 1938 and 
1939. Believe it or not, I still 
run into dealers here and 
there at our Indoor Comfort 
Conferences who are contin- 
uing to use those tables. 

“I'm still impressed with 
the value of precalculated 
tables because I find in our 
dealer classes so many fel- 
lows who make a lot of mis- 
takes in multiplication and 
division. In checking up on 
plans and calculations sent 
in to the association by deal- 
ers who have run into trouble 
jobs, I find that they also 
have a lot of mistakes in 
arithmetic.” 


Cites Growing Shortage 
Of Trained Management 


THIS PROBLEM of manage- 
ment is growing. Dealers 
find that more and more of 
their time is taken up with 
affairs that do not directly 
deal with managing sales, 
service and installation per- 
sonnel. The office staff and 
purchasing too are being 
crowded back for the want of 
sufficient time to sit down 
and face the various prob- 
lems or values involved. The 
progressive dealer is fast be- 
coming a director, with re 
sponsible people heading up 
the various departments. 

The problem is, who is to 
be department head and 
where can the person with 
the qualifications needed be 
found? This problem is not 
being faced by heating-cool- | 
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NOW there are 14 


OLE 


MODELS 





. @ size and type Humidifier for every furnace installation. 


EVERY MODEL TESTED AND PROVED 





Corrosion resis- 
tant, stainless steel 
vapor pan 4” x 15". Com- 
pletely assembled for quick and 
easy installation. 


New copper overflow on Model 555C. 


@ No extras to buy 
@ No extra holes to cut 


Fits any straight side 
warm air furnace. 


SERIES 555 





@ No parts to assemble 


@ No tricky mounting 


SERIES 577 


Stainless steel. Ad- 
justable fo sloping or 


straight bonnet furnaces. 
Pre-assembly cuts labor time and 
installing costs. 


EVERY MODEL WITH NEW SENSITIVE THERMO- 
STAT CONTROL TO ASSURE BALANCED HUMIDITY 


LOW COST 
FIELD-TESTED 
COUNTERFLOW STYLE 


@ Designed especially for 
basementless houses 


with perimeter heating. 


@ Complete assemblies for 
furnaces with concrete 
floor plenums or with 


crawl space plenums. 


@ Installs in minute on ex- 
terior of furnace casing. 
All parts furnished. 


' 





WRITE FOR CATALOG AA-} 





AUTOMATIC HUMIDIFIER CO, Cedar Falls 


lowa 


| 
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ing dealers or sheet metal 
contractors alone. Here is 
what Lawrence A. Appley, 
president, American Manage- 
ment Association, had to say 
in an annual report: 

“This country is facing the 
greatest shortage of trained 
management that it has ever 
experienced. The industrial 
and business expansion of the 
past ten years is minor as 
compared with what is ahead 
of us. Despite a noticeable 
increase in the number end 
capabilities of managers, 
prospects for the future do 
not indicate that any increase 
will keep pace with economic 
expansion.” 

This problem is not to be 
solved merely through pro- 
spective managers’ exposure 
or assistance to other man- 
agers, Mr. Appley warns. To 
meet the requirements of 
management, managers must 
have particular qualifications, 
skills, tools, and a continuing 
program of training. A great 
wealth of know-how is avail- 
able through the simple med- 
ium of exchange of experi- 
ence and philosophy. 


Price Freeze 
On the Way? 


IN A RECENT letter from R. 
S. Schmieder, executive secre- 
tary, Sheet Metal Contractors 
Association of Milwaukee, 
was a notice of the regular 
monthly meeting. I appreci- 
ated one of the comments 
Bob had made in the notice 
and I believe you will enjoy 
it too. The point Bob makes 
is excellent food for thought. 
He says, “Economic controls 
in the form of price freezing 
are being talked about. Are 
you willing to have your sell- 
ing prices ‘pegged’ at your 
present levels?” 


Clyde 9, Barman 


EDITOR 
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Radically new P/OMaLo- 


selected dealer program makes central 
air conditioning a good business 
proposition... 





VORNADO SELECTED DEALER 
PROGRAM ASSURES YOU: 


* Adequate Sales Area * Traffic Build- 
ing Promotions * Proven Prospect Pro- 
gram * Continous Sales Application and 
Installation Training * Powerful Mer- 


chandising and Advertising Assistance C en t al A If C on d t on n g n 1 9 5 6 
* Full Profits 





These dealers billed over 


$100,000 each with Vornado 





“Vornado certainly proved to us they 


Vornado can be attached to the heating system have the plans and the baa to sell 

A : and merchandise in volume. Vornado’s 
or installed as a complete and = m oetese complete training program enabled us 
Vornado goes anyplace, wherever it is most to start out in the right way. This valu- 
practical: attic, crawl space, basement, furred able help, along with the many ways the 
down hallway product can be adapted to all types of 


residential and semi-commercial instal- 
lations ...has made this business very 
profitable for us.” S. J. Speer and Son, 
Caldwell, New Jersey. 



















COMPLETELY PACKAGED .. . Vornado puts air con- 
ditioning in self-contained, air-cooled pack- 
age...eliminates extra plumbing...water con- 
nections...outside accessories. Everything in 
just one compact, sturdy package ! 


OUTSTANDING PERFORMANCE ...Two hermeti- 
cally-sealed, heavy-duty compressor units de- 
liver unequalled capacity. One operates con- 
tinuously — constantly removes excess humid- 
ity. Second compressor cycles on and off as 
needed for economy’s sake. 


FULLY GUARANTEED... Factory warranty as- 
sures satisfactory service. Over 7 million sat- 
isfied Vornado users. 


“Having introduced Vornado in Washington last 
year, and with over 300 jobs installed, we can 
say that since our entry into the air conditioning 
field in 1932 we have never experienced any 
ae item that has given our customers so much 

be satisfaction at so little cost, and has been such 
X é , a pleasure to sell.” A. H. Johnson, President, 

, A. S. Johnson Co., Inc., Washington, D. C. 


Vornado dealers all over the country are enjoying comparable success. 






Only System of Its Kind 


The 0. A. Sutton Corporation, Inc. 
Proved in Thousands of Homes 


1812 West Second Street, Wichita, Kansas. 


| want complete information on your new versatile low-cost Vornado 
Central Air Conditioners. It is understood there is no obligation. 














State 











No. 74 —~ The low-cost, QUALITY air 
conditioning register. 





No. 405——BASEBOARD DIFFUSER (PER- 
IMETER) has floor opening, damper 
adjustment for balancing. 


ro 
ea 





My 


2 “AT 
——all [i 
— 
No. 88— Adjustable bar type, air con- 
No. 76 — Fin type face, air condition- ditioning register with multi-shutter 


ing register with multi-shutter valve — valve. Sizes up to 30” x 24”. 
very popular 





No. 464, CONTINUOUS BASEBOARD DIFFUSER. Gives con- 
stant air pattern regardiess of volume. Installed in 
multiples of 2) (No. 462) and 4° (No. 464). Flexo-flange 
makes easier installation. Balanced at face 





- 
411 FLOOR DIFFUSER 
(PERIMETER) has opposed louvers ° . 
for perfect air pattern. Positive No. 462 BASEBOARD DIFFUSER 


balancing adjustment 


No. 401 SIDEWALL DIFFUSER (PER- 
IMETER) blankets wall of average 
room. Has volume contro! valve 





(PERIMETER) Same as No. 464 but 
supplied in 2-ft..units. May be used 
with 464 for continuous installations 





= * 
No. 16, NEW CEILING DIFFUSER 
Step-down type face. Provides 
more C.F.M. than any similar dif 


TRIPL-AIRE REGISTERS and GRILLES for 
commercial installations, provide every 
fuser at same pressure loss. No combination of deflections desirable. 


15, Flush type 


WORLD’S LARGEST AND MOST PROGRESSIVE PRODUCERS OF REGISTERS, 
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e FOR BOTH=ITS PRODUCTS 
AND ITS POLICY 


There’s a tremendous number of Jobbers and Dealers in the heating 
and air conditioning trade that prefer to purchase all of their registers, 
grilles and diffusers from H&C . . . not alone because H&C products 
are the very finest to be had for every type of installation, home and 
commercial . . . nor because they can get everything they need from this 
one source . . . but because in addition to these important factors, 
they enjoy the H&C policy of directing every effort toward making the 
customer’s relationship with the company most pleasant and profitable. To 
that end our products are designed and constructed to give you the edge 
on competition. We package them for your greatest convenience. Every 
effort is made to make prompt shipment of all standard items. And we 
extend complete cooperation on all orders, large or small. Give us a try. 
You’re bound to like both our products and our policy. 


HART & COOLEY MANUFACTURING CO. 


500 EAST EIGHTH ST., HOLLAND, MICHIGAN 
IN CANADA: HART & COOLEY MANUFACTURING CO., FORT ERIE, ONTARIO 


a Ss. us at the International Heating and Air 
rwboon COMFORT ce Conditioning Exposition. Booth No. 1132 od 
3 ‘Ne 


re 


FESTRESSLERERSRERERE se = 


4 
No. 210 ‘“*NO-FLEX"’ floor register 


Sturdy grid type. Matching COLD No. 130—Tops for gravity or con- 
FIXT-AIRE RETURN AIR REGISTERS and AIR RETURN is No. 265 


GRILLES — perfect companion items to 2 version installations. No. 330 com- 


TRIPL-AIRE line panion sidewall register 


GRILLES & DIFFUSERS FOR DOMESTIC AND COMMERCIAL INSTALLATIONS. 
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Which is the best way to air condition a house? 


wa 


That depends on the house. The size, the type of architecture, 


the kind of heating plant, and the climate can make a big difference. 
No one way is best for all houses. That’s why Carrier has such 

a wide selection of residential air conditioning and heating equipment. 
For example, the six ways shown on the opposite page are only 

a few of the many choices a Carrier dealer can offer his prospects. 

He can sell the one that best fits his prospect’s needs. Carrier dealers 
are better informed on installation techniques, too. Would you 


like to be a Carrier dealer? Call your nearest Carrier distributor. 


Or write Carrier Corporation, Syracuse, New York. ° Carrier) 
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For new construction you can recommend a 
Carrier Year-round Weathermaker. This one is 
for large homes, the one shown at the right is for 
smailer homes. They supply cooling up to 7% tons, 
heating from 84,000 to 152,000 Btu/hr output. 





To add summer cooling to warm-air heating 
systems in good condition, you can offer this 
Summer Weathermaker. It is shown below a 
downflow furnace, but there are models for all 
type furnaces. Capacities from 2.1 to 4.8 tons. 


A 
For heating only but with the opportunity to 
add cooling at a later date, you can sell the Carrier 
Winter Weathermaker—the furnace with a future. 
Thermostat, fan and cooling coil casing are all set 
for the addition of cooling. 37 models available. 
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To replace old furnaces you can convert your 
prospects to both cooling and heating with a 
single Carrier Year-round Weathermaker. It 
takes no more space than the old furnace and in 
most cases can be connected to the same ducts. 


For houses with furnaces in attic or craw! 
space you can add this special Summer Weather- 
maker to a horizontal furnace. There are also 
Summer Weathermakers for houses with steam 
heat or hot water heat or no central heat at all. 


For cooling one or two rooms, offer your pros- 
pects a Carrier Room Weathermaker. This model 
is the new Console Room Weathermaker. Doesn’t 
block light or view. 25 models of Carrier Room 
Weathermakers. for in-the-window installation. 
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“USS GALVANIZED STEEL SHEETS 
do not flake, crack or peel 
even with extreme forming ” 


says J. D. DAVIS, Shop Foreman, Harry Dougherty & Son, Inc., Freeport, Pennsylvania. 


Harry Dougherty & Son, Inc., who 
recently fabricated the ductwork for a 
new building for the Allegheny County, 
Pa., Institutional District, are pioneers 
in sheet metal work and have intro- 
duced many of the present-day fabri- 
cating practices. Mr. Davis, shop fore- 
man, has been in the metal-working 
business for 52 years. “We use the 
Pittsburgh Lock—the strongest and 
most airtight seam—on all heating and 
ventilating ductwork. It is quick to 
make, but it requires a galvanized steel 
sheet which won’t flake, crack or peel 
under this extreme forming. Without 
USS GALVANIZED STEEL SHEETs it 
would be most difficult to make this 
Pittsburgh Lock seam.” 

USS GALVANIZED STEEL SHEETS have 
an even coat of zinc, and can be cut, 
bent, stamped, rolled, welded, soldered, 
without danger of flaking or peeling. If 
you use galvanized sheets in your proc- 
essing operations, it will pay you to 
investigate USS GALVANIZED STEEL 
SuHeEeEts. For more information, get in 
touch with the nearest District Sales 
Office of United States Steel. 


MR. DAVIS POINTS OUT the all-important 
Pittsburgh Lock Seam which he states is a 
“must” for airtightness. 
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ANOTHER WORKMAN SLIPS a galvanized connector onto the 
brackets of a duct section installed in the new institution 
building. Architects for this new County Institution were 
Mitchell & Ritchey, Pittsburgh and Button & McLean, 
Pittsburgh. General Contractor: Sherry-Richards, Chi- 
cago, Illinois. Mechanical Contractor: Sauer, Inc., Pitts- 
burgh, Pennsylvania. 


HERE A WORKMAN CHECKS the angle of a bend with a gal- 
vanized templet. If the zinc should chip or flake, such an 
accurate bend would not be possible. The die in the brake 
press would fill with zinc and cause a different degree 
angle in the die shape. 








A DOUGHERTY WORKMAN, John Paton, is shown operating a 
notching and trimming machine—the first machine of its 
type ever operated in Pennsylvania. Mr. Paton is 69 years 
old and was recently honored by his local union for over 
50 years continuous service. 


USS GALVANIZED STEEL SHEETS 


UNITED STATES STEEL CORPORATION, PITTSBURGH 
COLUMBIA-GENEVA STEEL DIVISION. SAN FRANCISCO 
TENNESSEE COAL & IRON DIVISION, FAIRFIELD, ALA. 
UNITED STATES STEEL SUPPLY DIVISION, WAREHOUSE DISTRIBUTORS, COAST-T0-COAST 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 
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NEW GAS-FIRED WINTER AIR CONDITIONERS 


NEW! NEW! ALL NEW! Gas Fired Furnaces! Oil 

Fired Furnaces! 1957 Designs that are Entirely New! 

Completely Assembled and Wired! A new High in 

Attractive Appearance! Designed to be Record-Breakers! 
Easier to Sell than to Compete Against! 





The Superior Gas 


NEW OIL FIRED WINTER AIR CONDITIONERS ring sag 5 8 000 





























of demand 
GAS FIRED OlL FIRED Outstanding for 
75,000, 100,000, 125,000, 78,000 and 100,000 Btu Distinctive Styling 
150,000 Btu input at Bonnet 
‘ 3 
' 
G e @ 
a j 
e & 
Ld ~ 
: The Unique Counter- 
The Exceptional Yeor flow Year ‘Round The Air Cooled 
‘Round Air Conditioner Air Conditioner The All-in-One Add-on Summer Ai The Basement Type 
Air or Water Cooled Air or Water Cooled 5 Ton Year ‘Round The Water Cooled Conditioner Winter Air Conditioner 
Gas or Oil Fired Gas or Oil Fired Air Conditioner a6 So Saneat 2, 3and 5 Ton Air Ges Fired — 70,000 to 
2 Tons of Cooling 2 Tons of Cooling Now Available Air Air Conditioner Cooled Condenser- 260,000 Btu input 
with 100,000 Btu with 100,000 Btu Cooled as well os 3 and 5 Ton Cooling Compressor Units Oil Fired — 71,000 to 
input Heating input Heating Water Cooled Capacities provide Choice of Plenum 192,000 Btu at register 
q 3 Tons of Cooling 3 Tons of Cooling Gas or Oil Fired with the men | + ane Type (V) or Duct 
‘with 140,000 Btu with 140,000 Btu Choice of either yon 4 Unit Type (Flat) matching 
input Heating input Heating 175,000 Btu or ae — Cooling Coil 
140,000 Btu input Heating 

































































123,000 Bru at bonnet 








1 
' 
1 
i 
| 
1 
' ; 1 
} The Horizontal ; 
i ‘urnace i 
i 4 Gas Fired Capacities 1 The New Gas Fired . 
' — 80,000 to 140,000 1 Duct Furnace Gas Conversion 
1 son bned-+ - The Gravity Furnace ; 4 Nostiog Copecities 33: oer 000 Pa 
1 il Fire pacities Js — 80, to izes — 2U,V 
The Gas or Oil Fired rT The Gas or Oil Fired — 85,000 to 224,000 ac ty ——_—" ' Btu input 300,000 Btu input 
Utility Room Unit ' Counterflow Unit Btu at bonnet Oil Fired — 67,000 ‘ For Commercial and Also, Oil Conversion 
i - 1 Gas Fired — 65,000 to Unique features for } “ ' Industrial Installati Burners and Coa 
oo6.000 4 ' “140,000 Btu input more flexible end 69/000 Srv ot ! aes Conditioning Furnaces 
’ ’ i ate ' 
Oi Fired — 8500010 | Oil Fired — 85,000 to installations — ' joan (Not Illustrated) 
! 1 
' | 
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123,000 Btu at bonnet 1 
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See Your Luxaire Jobb 

er for 1957 Prices and 

Cc a 

by SEE OUR SPACES 800, 801—Ch‘cago Coliseum, Nat. A of H ied — 
i . Assn. ome Builders Show, 


SPACE 832-| i : 
EXHIBITS ing Exposition ~ Waeneey Saen te 5 








\ January 22-24th 
go, International Heating and Aaeisediiinns 
<-_ 
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You Select a unit that is durably Constructed for 
q trouble-free Perfo ce, and th 
ome mighty tough, 


an at justly de. 
g reputation. » YOu save installa- 
— then your business liminate call-back 


8 With Luxaire. 
to get the jump to-e 

’s time you con- 

e. 


, receive more and 
nitneeded with Luxaire. 

5 most complete new When you h ) will stand. 

do not n to carry ardize on Luxaire, u will learn that 

Your Luxaire jobber you can reduce Costs, gain quality and profit, 

need, when you need 7 Luxaire 8ives you the most 

Luxaire. iti : 

excellent unit—ca i 


a cooling line of all 
i ith y 
€-saving installation, ae 


new units that will enable 
© GET tHE JOMP with New and Improved Products 
The all-new Gas Furnaces and Oil Furnaces j rea 


corporate every n furnace design and con- 
Struction, 4 complete new line of Gas Fired Duct F i i ioning Problems, 
i Pening up a rich new market in comm x th ir Cooled efrigeration 
System for the 5 Ton Year "Round Air Conditi k it i Year ’Round 
Units either air Or water cooled and eith 


- So, you 
expected 


for tim 


] advancement i 


UXaire to make y 
nd Cooling Units 


at down-to-earth Prices! 


OMPANY 
CTURING C 
N MANUFA ‘ 
Cc. A. OLSE 
+. 


ieateaatiaenemne ae 
A AS fe emt re 




















You can stake your reputation 


ona MitcoR installation! 


You install top quality materials when you use Milcor 
Style K Gutter on your jobs — and you do it at a real profit! 
This is because Milcor Style K Gutter is precision-made of 
tough galvanized steel. Each piece fits easily and quickly to 


the next — installation time is substantially reduced. 
Inside Mitre 


pie FAS Prices and information on the complete line of Milcor 
Style K Gutter and Accessories are available from your jobber 
or the nearest Milcor branch. 


End Cap 


Gutter Spikes 
“and Ferrules 


a Milcor — the 
End Piece with => Outside Mitre 
Square or Round 


Outlet complete line 


rej Me Ci*iii-tam-lale. 
Slip Joint 


Connection oA, ot Slip End Cap y-Wetet-t-t-te] alt 


INLAND STEEL PRODUCTS COMPANY 


DEPT. M, 4023 WEST BURNHAM STREET . MILWAUKEE 1, WISCONSIN 


BALTIMORE @ BUFFALO © CHICAGO e CINCINNATI e CLEVELAND © DALLAS ¢ DETROIT 
KANSAS CITY ¢ LOS ANGELES ¢ MILWAUKEE e MINNEAPOLIS e NEW YORK ¢ ST. LOUIS 
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WHAT'S HAPPENING ... including Washington Letter 





SBA Aids in Directing 
Contracts to Small Firms 


A REPORT ON the activities of the 
Small Business Administration reveals 
that it was in part responsible for 
the setting aside of $1,250,000,000 
worth of government purchases for 
exclusive competitive award to small 
firms. The report covered the period 
from August 1, 
30, 1956. 

In addition, SBA approved 4188 
business loans totaling $190,000,000 
to aid small firms, and 4668 disaster 
loans totaling $54,200,000. 


1953, to September 


Three million copies of the agen- 


cy’s four have been 


placed in the hands of businessmen. 


publications 


Small business opportunity conferen- 
ces have been held in 17 cities and 
were attended by more than 20,000 
men from small firms. 

SBA also cooperated with educa- 
tional institutions in offering short 
management courses for small busi- 
ness. More than 4300 businessmen 
have attended 157 of these courses in 
70 schools. 


New House Contracts 
Drop During November 


CONTRACT AWARDS for new 
during November were 14 percent 


houses 


below the dollar volume for the same 
month in 1955. Acording to F. W. 
Dodge Corp., construction news and 
marketing specialists, this is the sec- 
ond month in a row in which awards 
for future home building have taken 
a sharp dip. In October, dollar vol- 
ume was off 16 percent over the pre- 
vidus year, 

This decline meant that the dollar 
volume of residential contracts for 
the year through November was off 
1 percent over the like 1955 period. 

Dollar volume of residential 
awards in November was $624,713,- 
000. The total for the 11 months was 
$9.375,814,000. The Dodge figures 
cover only 37 


Rockies. 


states east of the 
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Air Conditioning Hits Peak; 
Outlook for 1957 Is Bright 


THE AIR CONDITIONING — industry 
made spectacular gains in the year 
just past and expects new and great- 
er records in the year to come, ac- 
cording to the Air-Conditioning and 
Refrigeration Institute. 

Central air conditioning installa- 
tions in homes during 1956 are esti- 
mated at more than 170,000, com- 
pared with about 130,000 in 1955. 

Sales of room air conditioners in 
the year past were 1,600,000 units, 
an increase of 330,000 over 1955. 
Sales in 1956 were somewhat lower 
than forecast because of cool weather 
over most of the country in July and 
August. 

In the coming year 200,000 or 
more homes are expected to be cen- 
trally air conditioned, and sales of 
room units are expected to reach 1,- 
750,000 or more. 

ARI points out that the Federal 
Housing Administration and the Vet- 
erans Administration have indicated 
that they are considering liberalized 
financing for new air conditioned 
homes and for summer air condition- 
ing equipment in existing homes. 

The market for air conditioning 
in commercial, industrial, and pub- 
lic buildings is expected to be strong. 
Almost all new office buildings call 
for initial installation of air con- 
ditioning equipment. The federal 
government has announced a_pro- 
gram for air conditioning many of 
its existing buildings throughout the 
country. 

Hospital air conditioning also 
promises to be an important develop- 
ment, as medical authorities uncover 
the therapeutic value of such an en- 
vironment. 

Factory air conditioning is due 
for a big upsurge in the next few 
years, according to ARI. 

Air conditioning of public and in- 
dustrial buildings will be a boon to 


sheet metal and ventilating contrac- 


tors because of the extensive duct- 
work. 

The development of new fields for 
air conditioning was also reported 
by ARI. Farmers have found that 
hogs, chickens and other farm ani- 
mals would produce a greater return 
in the market place if raised under 
controlled conditions. Flower grow- 
ers also found greater profits possible 
by controlling cooling and humidity 
in greenhouses. 


Economic Outlook 
Mildly Optimistic 


Our ECONOMY is fundamentally 
sound, although the Suez and Middle 
East situations cast a dark cloud. 
The forces of long-run expansion and 
growth are strong. Population 
growth, new product development 
and research are moving forward. 
Incomes are up and growing. We can 
view 1957 with mild, cautious opti- 
mism. 

These are the conclusions reported 
by Emerson P. Schmidt, director of 
economic research, Chamber of Com- 
merce of the United States. 

Mr. Schmidt points out that 1956 
was the best year in our history in 
terms of employment, production and 
earnings. He reports that the con- 
sensus of opinion is that 1957 will 
be moderately better than the past 
year. 

Commenting on the recent rise in 
interest rates, Mr. Schmidt said that 
it is really the demand for capital 
that is forcing these rates up, even 
though the Federal Reserve system 
or the Administration gets the blame. 

“The fact is,” Mr. Schmidt said, 
“we, as a nation, have been trying 
to do too much. Only credit restraint 
has kept the lid from flying off and 
prices from soaring through the 
roof.” 
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featuring 
the four 
“Budegete ers” 


“Top Quality Heating Beletur Sede 


° Type LG-16 Winter Air Conditio 
at Budget Prices” steel Gas-Fired, water vad 


Capacities—70,000, 90,000, 110,000 BTU/hr. Input 
Only 42” high for ease of installation in any type 
basement or partial-basement home. Low height 


; : : 3 makes it particularly suitable for split-level homes. 
Available with extended jackets on all but horizontal models. available in oil-fired models, type 0-61. 





Air- and Water-Cooled, enclosed 

High Boy or evaporator type units 
available for use with Richmond Warm 
Air Units. 

SHOWN: Evaporative cooler installed 
in warm air supply duct. 


“Suburbanite” S6-11 Gravity F 
SH-G Winter Air Conditioner mm 
HEATING - COOLING Steel, Gas-Fired, Low-Boy en 
b Capacities—85,000, 110,000, 140,000 Capacities—70,000, 90,000 BTU/hr. Input 

175,000, 220 000 BTU ver Input oe bg A well-built unit for economy homes that 
SEE EXHIBIT 307 aaa ried? provides automatic heating at lowest 
INTERNATIONAL HEATING poe hon —— mes ear - cost. Finest quality controls; simplified 
AND AIR CONDITIONING . Ive Casi Sg -UDS: i 
scpcessiincientame tp Catia teen ue eenenitinn cam. control set-ups; large, durable heating 


element; large combustion chamber; 
FEB. 25—MAR. 1 Oil-fired model, SH-P, available in five sizes. welded de 


~ 
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Budgeteer Series 


Budgeteer Series Type AG-56 Winter Air Conditioner Budgeteer Series 
Type VG-36 Winter Air Conditioner Steel, Gas-Fired, Horizontal-Suspended 


Type CG-46 Winter Air Conditioner 
Steel, Gas-Fired, High-Boy Capacities—60,000, 80,000, 100,000, Steel, Gas-Fired, Counterflow 
Capacities—70,000, 90,000, 110,000, 120,000, 140,000 BTU/hr. Input Capacities~70,000, 90,000, 110,000 
130,000 BTU/hr. Input Sheed completely oy nip BTU/hr. Input sib BR yi oh ths 
: : including thermostat for easy, quick installation . 
A.G.A. approved for 1” clearance. Ideal 


for closet or alcove installation. 
Available in oil-fired models, type VO-71. 


in attic space, crawl space or For basementless type homes . . . popular 
suspended in a basement or utility room. for perimeter heat systems. 


Available in oil-fired models, type AO-91. Available in oil-fired models, type C0-81. 


free bulletins available 


Descriptive literature covering basic technical 

details, rough-in dimensions, etc., is available in 

bulletin form for each of these units. For copies, 
use the handy coupon or write. 


All Richmond 
furnace casings 


“Duridized*"’ 
for superior 
bond and finish. 
*Duridine— 

American F ’ 

Chemical ‘ 


Paint 
Company. 


Please send me descriptive literature on the following Richmond 


units that | have checked. 

GHA Winter Air Conditioner 

Cast Iron, Gas-Fired, Low-Boy Bre: og s tg Budgeteer (SH Oo GHA 

Capacities—Single units—75,000 to 8 C)VG Budgeteer (SG D Cooling 

175,000 BTU/hr. Input wame 

“Twin units”—200,000 to 300,000 BTU/hr. Input COMPANY 

Deluxe basement type heating unit for any size 

home. Twin units are covered in a single P 

casing and operated by one set of controls. A 
We are () wholesalers () contractors. 
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REGISTERS - 


A COMPLETE LINE 
to Meet Every Heating and Cooling Need... 


FROM A SINGLE SOURCE 


* AUER PERIMETER DIFFUSERS 


Aver D.R.P. Floor Register— Sturdy bar construction with ad- 
justment 45° either direction. Shutters have adjustable limit lock. 
Available in 214 x 14”, 4” and 6” widths, 10, 12 and 14” lengths. 


Aver “Perfusaire”—The baseboard diffuser, only 18” long—has 


the spread and capacity of 4 to 8 foot units. Built-in damper 
permits perfect balancing for heating or cooling. 


Aver “Fanaire” Perimeter Diffusers —The last 

word in styling and efficiency. Fan shaped air 

pattern blankets entire wall surfaces without 

“hot” or “cold” spots. Shown at left isthe Auer |@ ; 
“Fanaire” for baseboard installation. At right is (7 "1 
the Auer “Fanaire” for wall or ceiling installa- ¥ ‘ 
tion. Sizes 10 x 6”, 12 x 4”, 12 x 6” and 14 x 6”. * = ctl 


+ 


Aver No. 7005 Airo-Flex Wall 
Grille or intake. Adjustable 
horizontal fins are set 22°, 
downward or upward. 


* AUER WALL REGISTERS AND GRILLES 





Aver No. 4032 Airo-Flex Wall 
Register with single valve. 
Adjustable vertical fins are set 
at 22°, half right and half left. 


Aver No. 4005 Airo-Flex Wall 
Grille or intake. Adjustable 
vertical fins are set at 22°, half 
right and half left. 


Aver No. 7032 Airo-Flex Wall 
Register with single valve. 
Adjustable horizontal fins are 
set at 22° downward. 


* AUER BASEBOARD REGISTERS AND INTAKES 


Aver No. 4042 Airo-Flex Base- 
board Register with single 
valve. 7% inch return. Adjust- 
able vertical fins are set at 22°, 


half right and half left. 
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Aver No. 4043 Airo-Flex Base- 
board Intake. 7% inch return 
Adjustable vertical fins are set 
at 22°, half right and half left. 
Finished in gray or Duratone. 


Aver No. 7042 Airo-Flex Base- 
board Register with single 
valve. % inch return. Adjust- 
able horizontal fins are set at 
22° down or up. 


Aver No. 7043 Airo-Flex Base- 
board Intake. % inch return. 
Adjustable horizontal fins are 
set at 22° downward or upward 
Finished in gray or Duratone. 
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GRILLES - DIFFUSERS 


—— 


The Auer Line features 
LOW COST=DECORATOR-STYLING 


-=EASY INSTALLATION 


* STREAMLINER SERIES* 


No. 1205 V. H., 
Double de- 
flection grille 


No. 1005 V, 
with 
single bank 


No. 1005-V-HML. 
Vertical bars in 
front, multiple 


22 oe ee oe ee Oe ee oe ee 


COPPePPapRDeDRRRDD 


COPPPPRRRRD RD ERED? 


Aver No. 4432 Airo-Flex Wall 
Register with Multi-louver 
Valve (see right). Adjustable 
vertical fins are set at 22°, half 
right and half left. 


lever operated 
louvers in rear. 


Back blades for Nos. 4432 and 
4442 Registers. Quickly and 
easily adjust to control air flow 
for perfect system balancing. 


* OTHER AUER PRODUCTS 


ES aw 


Aver DR DuraBilt and Floor 
Registers —Sturdy cross-locked 
bar construction with narrow- 
mesh design provides safe, 
permanently level face. 


REGISTERS 
and GRILLES 


Aver DSC Cold Air Return 
Faces— Accident-proof mesh 
with rugged cross-locked bar 
construction built to withstand 
even the heaviest loads. 


of vertical 
adjustable 
bars. 


with 2 banks 

of bars, front 

vertical, rear 
horizontal. 


*All Streamliner faces shown here are 
available with opposed blade damper. 


Aver No. 4442 Airo-Flex Base- 
board Register with Multi- 
louver Valve (see left). % 
inch return. Adjustable verti- 
cal fins are set at 22°. 


Aver H-800 Heat-Rite Base- 
board Registers — Two-piece 
unit styled for modern interi- 
ors. Features Auer’s spring 
tension deflector adjustment. 


Acomplete line of Ornamental Grilles to fill 
the most exacting decorating requirements are 
available in steel, stainless steel, brass, bronze 
or aluminum—shown is the popular link design. 


For full details on the complete Auer line 
of “Registers and Grilles for Every Heating 
and Cooling Need”, write to: 


PUA! $THE AUER REGISTER COMPANY 


Grille adjustment. With this 
simple tool, angles of flexible 
fins of any register on these 
pages can be adjusted within 
reasonable limits. 


= 


Series 60 (Square) & Series 65 
(Round)—For fast, economical 
ceiling installations. Available 
with “Balancing Bell” damper 
for quick, positive control. 


Aver all-steel clothes 
chute doors—rigid and 
tight closing. Available 
in Out-swinging or push- 
in door types. 





“REGISTERS AND GRILLES FOR EVERY HEATING AND COOLING NEED” 


6602 CLEMENT AVENUE e 


AMERICAN ARTISAN, JANUARY 1957 


CLEVELAND 5, OHIO 





SAY J. P., IT SURE MUST TAKE 


"KNOW-HOW" TO MAKE THAT MUCH 
MONEY ...HOW'D YOU DO IT? 








































“Know-how to me means doin’ something right the first time. 
cs And that's the way to make money in this business, pickin’ the 
6 right unit for the job and puttin’ it in the way it should be. And 
son, to do all that takes help, lots of help, from experts. And the 
experts I’m talkin’ about are the Armstrong men who put on 






those terrific air conditioning ‘Service Master’’ schools at the factory. I wouldn’t miss one 
for anything, Sam! It’s these schools that keep me on top of the business. That’s where | 
got the whole story about air conditioning . . . what it is, what it does, how it does it. And 
son, you just can’t do it, if you don’t know it! You'll be surprised how fast word gets 
around town that you really know air conditioning . . . folks talk about things like that, 
they give other folks your name ‘cause they're happy with the job you did for them, know 
it’s right! There's another school comin’ up real soon, better check now!” 


“Say , that’s for me! I'll see that Armstrong wholesaler right away and 
get my name on the list!” 


Better hurry, Sam! The school bell's ringing! ‘Service Master” schools are set up for: 


Columbus, Ohio — Des Moines, lowa — 
January 14, 28 January 14, 28 
February 11 February 11, 25 
March 4, 18 

April 1 


See your Armstrong wholesaler for complete registration information. 


Yep, it sure is nice bein’ an Armstrong dealer. 


jut look al all Hse advantages. 


-’. A-complete line of furnaces -\"  Prospect-catching promotional 
** and air conditioners «\* material 










Wholesalers who do your -\ Service and product meetings 
stocking for you -.° in the field 

National advertising in top -\\" Dealers heating and air 

consumer magazines ** conditioning schools at the factory 


“ And you're selling quality equipment 


Mi 


YOUR ARMSTRONG WHOLESALER AND AIR C€ eee it 











ready fo assist you... all-ways 





. 





Thurman L. Rundlett, chief engi- 
neer of the Westinghouse Air Con- 
ditioning Division checks sound and 
noise energy readings of a new West- 
inghouse “‘Match-Master’’ Air Con- 
ditioner on a standard sound level 
meter. 








SOUND METER TESTS PROVE IT 


Here’s proof you can see! New 1957 Westing- 
house Master-Matched Air Conditioners are 
quiet . . . as quiet as any in the industry. 
Standard sound level tests like this one plus 
oscillograph traces and electronic computer 


studies were used by Westinghouse research 
engineers to analyse sources of noise in air con- 
ditioners. These sources were tracked down and 
removed. Result? An air conditioning line as 
quiet as any you can sell. 


YOUR OWN EAR TELLS THE STORY 


Just listen while a Westinghouse unit operates! 
It’s so quiet you won’t even know it’s there. 
This means you can be positive that you’re 


selling a “good neighbor” air conditioner . 
one that will always do its job quietly, effi- 
ciently. 


Here’s how Westinghouse engineers did this job! 


@ they “detuned” the gas chambers in the fa- 
mous Westinghouse Compressor. 
they installed a 200% more effective muffler 
to completely deaden compressor sound. 
they engineered out the most objectionable 
noise frequencies, and... 
they dissipated the remainder of the noise 
inside an acoustic chamber, eliminating 


sound from the air stream. 

But that’s not all! New 1957 Westinghouse 
Master-Matched air conditioners deliver up to 
10% MORE COOLING PER WATT OF 
ELECTRICAL POWER than most other 
makes. So for economy .. . efficiency . . . quiet- 
ness . . . you sell the leader when you sell 
Westinghouse! 
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AIR CONDITIONERS ARE 


MORE BIG REASONS WHY IT PAYS 
TO BE A WESTINGHOUSE DEALER! 


1. A Brilliant New Concept in Air Condi- 
tioning—MASTER-MATCHED UNITS... 
MASTER local weather, MATCH exactly to 
home size. 16 capacities from 18,000 to 
72,000 BTU/HR for flexibility! 





4. Advertising PLANNED fo hit the heart 


of your market— WHAT you need, WHEN 
you need it! .. WHERE you need it—right 
in your own locality! 


2. All-New, Complete High Style Line 
—to custom-match any decor! Basic char- 
coal and beige two-tone styling, plus 4 op- 
tional “‘Choose-N-Change”’ color combina- 


5. Best Selling Tools in the Industry — 
simplified selling folders, visual presenta- 
tion, handy duct-sizing calculator, complete 
sales training course, premiums . . . every 
tool you need to outsell your competitor. 


Staunton, Virgini 





4—Oor phone Stayn 


7 eee 


« Industry's Best Qualify —backed by the 
most modern research and manufacturing 
facilities. 


6. Top Distributor Service —competitive 
prices, fast delivery, technical guidance, com- 
plete parts inventory—and more. 


See your near: 

est West 
details, For the name an eae 
write: Westinghouse Air 


ton 6-071] 


you CAN BE SURE...1F ITS \ vestinghouse 


AIR CONDITIONING DIVISION + STAUNTON, VIRGINIA 
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ANNULAIR TYPE R 


Annulair Series R18 at 700 Btu./hr. and Series 
R50 at 300 Btu/hr. (with Nat. gas) can be 
mounted either horizontally or vertically. The 


single, blue, forked flame heats the thermocouple 


and ignites the main burner. Each series has 


VERTICAL or HORIZONTAL three tip angles for greater flexibility, Lint car- 
MOUNTING ried into the pilot burner is burned in the pilot 


flame and carried away by the pilot flame itself. 


Fy Pilot screens are unnecessary because there is no 


primary air opening to clog. 
Don’t forget the other Type R pilots—the 
R10, Rii, R14, R15, R16, and R17—whose 


various mounting brackets and three tip angles 
g p ang 


offer a wide range of mounting ease. 


All Type R pilots can be used for Manufac- 
tured, Natural, and LP Gas. 


See them all at the International Heating and Air 
Conditioning Show—Booth 864, or write Dept. SA-1. 


MILWAUKEE GAS SPECIALTY c 0. 
MILWAUKEE 1, WISCONSIN 
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WHAT'S HAPPENING .. 


. including Washington Letter 





Survey Forecasts 
Good First Quarter 


SALES, PROFITS, and employment will 
continue at high levels during the 
first quarter of 1957 according to the 
Dun & Bradstreet, Inc. survey of bus- 
iness men. The report also predicts 
higher prices during the period. 

Higher sales are expected by 60 
percent of the business men inter- 
viewed. Only 6 percent anticipate a 
lower volume compared with the 
same period in 1956. 

At the same time, 51 percent ex- 
pect no change in profits and only 6 
percent foresee a decline. 

No change in employment is pre- 
dicted by 82 percent and 15 percent 
anticipate the need for more employ- 
ees. 

On the subject of prices, 42 per- 
cent of the executives expect higher 
prices for their products and only 2 
percent see a drop coming up. Manu- 
facturers of durable goods were more 
inclined to look for price increases 
than were those in the non-durable 


fields. 


GAMA Reports Trend 
To Larger Water Heaters 


A LONG-RANGE TREND toward larger 
sizes in household models of auto- 
matic gas water heaters is continu- 
ing with the record output this year, 
according to the Gas Appliance Man- 
ufacturers Association. Edward R. 
Martin, GAMA director of marketing 
and statistics, said the gas water 
heater industry not only has stepped 
up sizes of its models but is turning 
out units that heat water faster than 
their predecessors. During the first 
six months of this year, he said, 26.2 
percent of household water heaters 
shipped by manufacturers were with 
tank sizes of 40 gal or more. In 1947, 
the corresponding figure was only 9.2 
percent, and in 1952 it was 10 per- 
cent. 
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NWAHACA Announces Plans 
For Technical Conference 


THE SECOND annual technical confer- 
ence conducted by the National 
Warm Air Heating and Air Condi- 
tioning Association will be held in 
Cleveland, May 1 and 2. 
Preliminary plans for the meeting 
were announced by Frank Nunlist, 
Jr., executive vice-president, Mueller 


Chicago to Be Site 
Of Plastics Meeting 


LATEST DEVELOPMENTS in reinforced 
plastics will be featured at the 12th 
Annual Technical and Management 
Conference of the Reinforced Plastics 
Division of the Society of the Plastics 
Industry, Inc. The meeting will be at 
the Edgewater Beach Hotel, Chicago, 
February 5-7, 1957. It is open to non- 
members of the society. 

The complete program and regis- 
tration forms are available from the 
Society of the Plastics Industry, Inc., 
250 Park Ave., New York 17, N. Y. 


Gas Users to Increase 
By Million Each Year 


NEARLY one million additional new 
customers will be attached to gas 
utility mains during each of the next 
nine years, according to projections 
prepared by the American Gas Asso- 
ciation bureau of statistics. 

By 1965 the total number of cus- 
tomers will exceed 38 million, in- 
cluding 27.5 million using gas for 
home heating. The industry con- 
nected its 30-millionth customer early 
last December. 

The AGA states that potential ex- 
ists for the sale of almost 125 million 
gas appliances during the next dec- 
ade. At the present more than 90 
million such appliances are in use in 
households. 


Climatrol division of Worthington 
Corp., who is chairman of the con- 
ference committee. 

Following the first conference last 
year in Chicago, a survey was con- 
ducted which revealed unanimous 
support for continuing the confer- 
ences each year. 

Although the program is still tenta- 
tive, the committee announced the 
following subjects: Cooling Second 
Stories of Two Story Homes, Use of 
Forced Attic Ventilation for Reduc- 
ing Heat Gains, Air Cleaning, and 
Humidity Problems of Summer and 
Winter. 

Other subjects planned for the pro- 
gram include: Noise Problems and 
Their Significance, Uses of Pre- 
formed Nonmetallic Insulated Duct, 
Use of Weather Data in Estimating 
Operating Costs, and Refrigerant 
Flow Controls. 

In addition to Mr. Nunlist, mem- 
bers of the conference committee are: 
William E. Hood, Carrier Corp.; 
Alwin Newton, Coleman Co.; Stanley 
C. Marshall, Minneapolis-Honeywell 
Regulator Co., and Frank L. Meyer, 
Meyer Furnace Co. 


Aluminum Supply Eases, 


Available for New Uses 


Durinc the past year the supply of 
aluminum caught up with demand as 
the industry continued its program 
of expansion. Elimination of stock- 
piling eased the supply situation con- 
siderably, according to the Alumi- 
num Association. 

With new supply capacity sched- 
uled for completion in 1957, industry 
leaders expect the development of 
new uses for the lightweight metal 
in the coming year. Total shipments 
of over four billion pounds of alu- 
minum products are predicted for 
1957. 





WHAT'S HAPPENING ... including Washington Letter 





Congressional Battle Looms 
Over Hike in GI Loan Rate 


CONGRESSMEN returning to Wash- 
ington were faced with the problem 
of what to do about interest rates on 
GI home loans. Early in December, 
FHA raised the maximum interest 
rate allowed on the home mortgages 
it insures. The FHA rate was in- 
creased from 414 percent to 5 per- 
cent to make the mortgages more at- 
tractive to lenders. This put Veterans 
Administration insured loans in a 
bad position, since interest rates on 
these mortgages are pegged at 414 
percent. The VA rate can be raised 
only by congressional action. 

A number of congressmen have 
voiced opposition to an attempt on 
the part of the administration to ob- 
tain higher interest rates on the 
veterans’ home loans. Chairman Olin 


Teague (D., Texas), a member of 


Show Section to Be 
February Feature 


A SPECIAL 20-page show section is 
being prepared for the February is- 
sue of American Artisan. It will de- 
scribe what you can expect at Chi- 
cago’s 


International Amphitheatre 
where the 13th International Heating 
& Air Conditioning Exposition will 
be held February 25 to March 1. 
Over 450 exhibitors will take part in 
the industry’s largest show to date. 

Artisan’s special show section will 
name the exhibitors and their booth 
numbers and tell who will be in at- 
tendance. It will also describe the 
products to be on display during the 
five-day exposition. This special sec- 
tion is designed to tell you at a 
glance who to see, what to see, and 
where to see it. 

A feature of the show section will 
be a handy guide for the individual’s 
own use, on which he can jot down 
notes and plan his route through 
the exhibits. 
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the House Veterans’ Affairs commit- 
tee, was among those opposing the 
increase. Rep. Teague said that an 
increased program of direct loans 
would be of “much greater practical 
value.” 

Sen. Hubert Humphrey (D., 
Minn.) also urged an enlarged VA 
direct loan program in place of an 
increase in interest rates. 

Earlier, Ralph H. Stone, VA bene- 
fits director, had testified at a con- 
gressional hearing that the agency is 
opposed to an increase in rates and 
favored an expansion of the direct 
loan program, Mr. Stone said that 
he felt this action would encourage 
private lenders to make more money 
available in order to prevent any 
further expansion of direct govern- 
ment lending. 

Several administration spokesmen 
have indicated their opposition to an 
expansion of direct lending to boost 
home construction. Albert M. Cole, 
administrator of the Housing and 
Home Finance Agency, said he does 
not look with favor upon such a pro- 
gram. 

At the same time Treasury Under- 
secretary Randolph Burgess took a 
stand against direct government 
mortgages. “Whenever the mortgage 
market is tight,” he said, “the social 
and political pressure for putting the 
government directly into mortgage 
lending is very great. That we should 
avoid as much as possible. It hurts 
the budget, delays tax reductions, 
and has all the disadvantages of ex- 
tending governmental paternalism in- 
to the lives of our people.” 

Meanwhile, leaders in the lending 
field, bankers, company 
officials, and savings and loan com- 
pany executives said they did not 
expect the increase in FHA rates to 
have an important effect on the avail- 
ability of funds for home construc- 
tion. Most of these men urged flex- 
ible interest rates. 


insurance 


(Continued from page 33) 


Reduced Clearance 
Over Bonnet OK'd 


APPROVAL OF reduced clearances 
above furnace bonnets has been an- 
nounced by the National Fire Protec- 
tion Association and the National 
Board of Fire Underwriters. The new 
clearances permit 1 in. from combus- 
tible material above furnace plenums 
and ducts within 3 ft of the plenum. 
Ducts more than 3 ft from the ple- 
num may be in contact with com- 
bustible material. 

The new clearances may be used 
only if the furnace is an automatical- 
ly fired unit equipped with a listed 
limit control which cannot be set 
higher than 250 F. The control must 
be installed not more than 10 in. 
above the top surface of the heat ex- 
changer. The plenum must extend at 
least 12 in. 


exchanger. 


above the furnace heat 


For an explanation of the new 
clearances, write for Pamphlet 90B, 
National Fire Protection Association, 
60 Batterymarch St., Boston 10. 
Price: 35 cents. 


Fahnestock to Get 
Anderson Medal 


THE HIGHEST award of the American 
Society of Heating and Air-Condi- 
tioning Engineers, the F. Paul An- 
derson Medal, will be presented to 
M. K. Fahnestock, research professor 
of mechanical engineering at the 
University of Illinois. 

The presentation will be made at 
the Society’s 63rd annual meeting, 
Feb. 25-28 in Chicago. The medal is 
awarded by ASHAE in recognition 
of outstanding work in the field of 
heating, ventilating and air condi- 
tioning. 

Prof. Fahnestock is chairman of 
the University’s Physical Environ- 
ment Unit where studies are carried 
out on the effects of air environment 
on people and related physiological 
problems. 
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America’s finest line of home heating 


Nineteen basic types—53 different models—to meet 
every home heating requirement—that’s the Perfection warm air 
furnace line for 1957. 


There are basement Low Boys, High Boys, Counterflows, 
Tuckaways, Ranch House, Duct and Gravity models—models to 
fit every pocketbook. 


There are gas-fired and oil-fired furnaces and furnaces 
adapted for L.P. gas—models to suit every size and kind of city, 
village and rural home. 


Heading the line are 21 De Luxe models with Regulaire— 
the finest warm air furnaces that your customers’ money can buy. 
32 Standard models, each with outstanding selling features 
that make them appeal to home owners and builders, meet 
competitive prices and at the same time give more for the money. 


Every Perfection furnace is well designed, soundly engineered 
and ruggedly built—fabricated of finest materials to last a 
lifetime and give enduring satisfaction. It is made by an independent 
manufacturer who sells exclusively through wholesalers 
and guaranteed comfort dealers. In an industry where a publisher’s 
survey shows that manufacturers change channels of 
distribution every three years, Perfection is unique in that the 
average “life” of its distributors is 13 years. 


There’s profit in Perfection for 1957—profit in dollars for you, 
Mr. Dealer, and profit in comfort for your customers. 


Baas 


and 


Sure salesmaker... 


famous REGULAIRE 


Explain the benefits of Regulaire to any prospect 
and you clinch a sale. 


Regulaire is the wonderful automatic heat 
control used on all Perfection De Luxe Furnaces. 
It’s a simple bi-metal coil that operates the 
shut-off vane at the blower. As the Regulaire coil 
warms up it opens slowly; as it cools it 
closes the damper—gradually. Entirely automatic! 
Always sure! Nothing ever to get out of order! 


The benefits to the furnace owner are obvious. 
There’s no cold rush of air when the blower starts 
up. Never a hot blast! Heating is by a constant, 
gentle flow of warm air that distributes comfort 
uniformly from floor to ceiling of every room. 


Regulaire is a benefit you can see and sell. 


Only Firfection 


has REGULAIRE | 


_ 
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s » PERFECTION...The great independent who sells exclusively through 














air conditioning equipment 


Air conditioning “comes of age” 


with 1957 Perfection systems 


Yes, the growing pains are over. Years of trial 
and error by the industry, experimenting and guessing 
—to develop a simple, practical, reasonably priced 
system for home air conditioning—are past. 

With Perfection’s new quality line you can be sure. 

Headed by a compact new horizontal unit, the 
Tuckaway, you have a group of Perfection units to meet 
every home requirement, including hi-line package 
units, both water-cooled and air-cooled up to 10 tons. 
These new systems are designed to be integrated 
with new Perfection heating equipment to provide 
year-round comfort. Or they can be tied in with 
warm air systems now in use. 

Perfection air conditioners are strictly quality units. 
There is nothing cheap in their construction— 
no skimpy or undergrade materials, no make-do 
engineering. As a result Perfection is guaranteed to 
measure up fully to rated capacities. 

Sell Perfection and you sell the best. The customer 
gets all he pays for—with a bonus in lower maintenance, 
longer life and unlimited comfort. 


Cuarandud Comfow Sime [S&S 


holesalers and their carefully selected certified dealer-contractors'| 
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These Perfection units are the plug-in window types. 
They do a complete air conditioning job for a single room 
—cool, dry, filter and circulate air in an average-size 
bedroom, kitchen, living room, small shop or office. Larger units 
will cool several rooms. 
The Super-Cooler 30—a 30” deep unit—is designed 
for easy mounting on the sill and brackets outside the window. ~ 
The Silhouette Seventeen, just 17” deep, in 2 models, 
rests entirely in the window or other outside wall opening, 
with no protruding extension. 
Installation is quick and easy—no fuss or muss to disturb the 
house. No plumbing connections. Competitively priced, 
you can sell Perfection Room Air Conditioners for business 


as well as residential summer comfort. 


HEAVY DUTY UNITS...to help you cash in on commercial markets 


Perfection Commercial Air Conditioners are of two capacities range from 24,000 to 480,000 per hour. 
types—air-cooled and water-cooled. Water-cooled units Every Perfection unit is priced to compete with 
are offered in 10 sizes, ranging from 2 tons to 40 tons; other high quality air conditioners and is guaranteed 


air-cooled in 5 sizes from 2-ton to 10-ton units. BTL to deliver full performance at its rated capacity. 








THE PERFECTION HEAT PUMP...{er rome 


Heat pumps are out of the dream stage and thousands 
of Perfections are in use all over the country, from Wisconsin 
to Florida, New England to California. 

The Perfection Heat Pump is soundly engineered and 
proven efficient, economical and dependable. 
Using only water and electric current to operate, it ends 
fuel bills—provides winter heat and summer cooling 
in a compact single machine. 

There are sure to be some home owners in your vicinity 
who will want heat pumps. Perfection is ready to furnish them 
and add your customers to the hundreds of satisfied users. 


- CONVERSIO 


To the home owner who is tired of 
coal, ashes and grime, why not sell the 
comfort, convenience and economy 

of automatic heating with gas or oil? 
Perfection Conversion Burners 

are engineered for maximum efficiency 
of combustion and peak heating 
effectiveness. Make sure the customer’s 
old furnace or boiler is in tiptop shape 
before installing a conversion 

burner. Otherwise he is a prospect for 
a new furnace. 


WATER HEATERS... 


In the Perfection line are 28 water heaters 
—12 gas-fired, 16 electric—including 
several glass-lined and porcelain finish 
models. All are automatic, storage type, 
ranging in capacity from 20 to 82 gallons. 
Recovery rate is rapid. Each type has 
numerous special sales features. Strictly a 
quality line for the home owner who likes 
Perfection high values. Every Perfection 


water heater is backed by a written guarantee. 








Making the 


famous name 


better known 


ADVERTISING 


Bol al-1] Zoli alola-t-t-1-M Zell ae lal-la- 


of the new home market 


Perfection furnaces and air conditioning equipment are advertised 

in leading national magazines read by home builders, residential architects, 
prefabricators, FHA directors, mortgage bankers, real estate men and 
others concerned with the building of new homes. These publications 
include House and Home, American Builder, Practical Builder, 

Small Homes Guide and Home Modernizing, which blanket 

the mass housing industry 


Every Perfection advertisement sells Guaranteed Home Comfort, 
emphasizing the idea that a dependable heating and air conditioning 
system by Perfection adds measurably to the market valué-of 


any new home, as installed only by Perfection certified dealers 


This advertising is creating a favorable climate for your sales approach 


+n 


your local builders and developers 


AND REMEMBER — Bui/ders buy Perfection equipment through 


Perfection certified dealers exclusively 


PERFECTION... The great independent who sells exclusively through 
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alolaal-mne)', 4al-10-te-0'4-18 An Allien 
Jo) t-Cedlale meo)iom-1e1ell olaal—ia' 
with new Perfection 


Perfection year-round air Jitioning equipment 
heating and cooling — has. been advertised for 
years in national consumer magazines. Publications 


that are read by millions of home owners when 
they want ideas on home making and home improve 
merit — Better Homes and Gardens, American 

Home, House Beautiful, House & Garden and Living 
for Young Homemakers 


Perfection advertising acquaints this vast audience 
concentrated among home owners whose incomes 
average well above $5,000 a year, with 

the superior values and benefits in Regulaire 
Furnaces, Air Conditioners and other Perfection 
products, sold, installed and serviced by 

arefully selected experienced local heating and 
air conditioning contractor-dealers 










“Down to earth” 
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Displays, 
Showcards and 


Wall Hangers Nay 
SS] pirect Mail 


Radio and TV Announcements 

Movie Films * Telephone Directory Listings 
Transportation Advertising (bus or street car) 
Billboards and Outdoor Signs * Home Shows and Fairs 


Sales Literature 


Newspaper Mats 


Backed by a liberal 


MATCH DOLLAR So gil oi for 


co-op plan to help you do a more 
effective local advertising job 


All Perfection products share in the 
co-operative advertising program for 1957. 
And practically all forms of local advertising 
and sales promotion are eligible. 

Your Perfection wholesaler has all the details. 
He is ready and eager to sit down with you 

to work out a strong program to identify 

you and establish you as a Perfection dealer 


in your community. 


| wholesalers and their carefully selected certified dealer-contractors 





PROMPT SERVICE 


when you want it froma 


nearby Perfection wholesaler 


You are as near as your telephone to a progressive, co-operative 
Perfection wholesaler. 
He has an excellent, well-balanced inventory of furnaces, 
air conditioning equipment, conversion burners, water heaters and 
Perfection accessories, in addition to all other related items 
you need in your business. Thus your Perfection wholesaler can fill 
your orders promptly, accurately and dependably. A one-stop source. 
He can serve as your business counselor — advise you as to 
which Perfection models are best sellers in your market, which ones 
to stock, which to draw from his inventory. He can guide you 
to successful methods of selling the new home market—how to approach 
FHA and VA officials, mortgage bankers and other key factors. 
Your Perfection wholesaler and his men know Perfection 
features and will gladly teach you and your crews how to make 
the most of these sales advantages. 
Your Perfection wholesaler will help you map out a 
sound program of local advertising and sales promotion, to take 
full advantage of the 1957 co-op MATCH DOLLAR plan. 
It is designed to help you become established as a leading 
contractor-dealer on the Perfection line, thereby selling more 
equipment and making more satisfying profits. 


~ 


It’s time now to join the winning team with the winning line for 
1957—YOU, the Perfection dealer—your Perfection wholesaler— 
and your manufacturer, Perfection Industries, producers of 
guaranteed home comfort equipment since 1888. 


~ 


REMEMBER~—Perfection is the independent manufacturer 
who sells exclusively through wholesalers and guaranteed comfort 
dealers. Your Perfection wholesaler and your manufacturer 
are ready to serve you 


NOW... 
TOMORROW... 
AND TOMORROW 


Oe? Rs, 





WHAT'S HAPPENING ... including Washington Letter 





GI Loans May Bear 
Going Rate at Close 


VETERANS ADMINISTRATION an- 
nounced that lenders may qualify 
GI loan commitments by stipulating 
that the loan may bear the maximum 
interest rate permissible at the time 
the loan is closed. 

This taken to offset 
any drop in loan activity in anticipa- 


action was 


tion of an increase in the interest 
rate. The Federal Housing Authority 
raised its interest rates in December. 

The maximum GI loan interest is 
fixed by law at 414 percent and can 
only be raised by Congressional ac- 


tion. 


Houses in 1956 
Bigger, Costlier 


THE YEAR 
of the higher 
priced homes, the U.S. Department 
of Labor’s Bureau of Labor Statistics 


1956 saw a continuation 


trend toward larger, 


revealed. 

The median selling price for new 
one-family houses rose 6 percent to 
$14,500. At the same time the aver- 
age floor area increased about the 
same proportion to 1230 sq ft. 

Houses under construction in the 
Northeast and North Central regions 
almost without exception had central 
heating systems and the great major- 
ity had basements. In the South and 
West, however, ductless space heat- 
ers were used in a sizeable propor- 
tion of the houses, and in the South, 
a substantial number had no 
ing facilities installed. 


heat- 


The data was based on a sample 
survey of 
the first 


new housing started in 


quarter. (See Table 1.) 


TABLE 1—TYPE OF heating used in new 
Labor Statistics survey (first quarter of 1956) 


(Continued from page 34) 


Southeast Trade Exposition 
Planned for Atlanta in March 


PLANS HAVE been announced for the 
Southeast Trade Exposition, pre- 
sented by the Sheet Metal, Roofing, 
Heating, Air Conditioning Contrac- 
tors’ Association of Georgia. The ex- 
position will be held March 21-24 at 
the Atlanta Biltmore Hotel. 

It will be the first show of its kind 
ever to be held in the South. Con- 
tractors are expected to attend from 
Alabama, Georgia, North 
Carolina, South Carolina, and Ten- 


nessee. 


Florida, 


Manufacturers distributors 
will display equipment and products 
in the hotel’s hall. Nu- 
merous demonstrations are planned 
from a stage in the hall. 
Headlining the program will be 


Drew Pearson, noted Washington re- 


and 


exhibition 


porter and columnist, who will give 
his “Predictions of Things to Come.” 
He will pay special attention to the 
subject of aid for small businesses. 

G. O. Robinson, Atomic Energy 
Commission, will speak on future 
uses of atomic power, including its 
potential value for residential and 
commercial heating. 

Lorin Miller, former deai of en- 
gineering, Michigan State College, 
and now an industry consultant, will 
discuss heat transfer, industrial ven- 
tilation, and air distribution. He will 
pay particular attention to the prob- 
lem of oversizing heating 
residential 


units in 
heating-cooling _ installa- 
tions. 

Clyde editor, American 
Artisan, will speak on “What Dealer- 
Contractors Are Doing to Beat the 
Price Squeeze.” He will tell what 


Barnes, 


nonfarm housing according to Bureau of 





Type used National Northeast 
Hot water ..... .. + 8% 41% 
Warm air .. — 5 

Furnace (ducts) ....73 

Space heater . a, 

(ductless ) 

No heating provided 
Jnknown ew ases 
*Less than 1 percent 


Central 
3% 
95 
94 
1 


South 


> 
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many firms have done to improve 
profits. 

Labor problems will be discussed 
by J. D. Wilder, executive secretary, 
Sheet Metal and Air Conditioning 
Contractors’ National Association. 

John R. Doscher, executive direc- 
tor, Operation Home Improvement. 
will tell contractors how they can 
profit from participating in ohi. 

A Short Course in Consumer Sell- 
ing will feature a discussion of leads, 
presentations and closings. Directing 
the course will be J. L. Widener. 
president, Reliable Roofing 
Home Comforts, Inc., Augusta. 


and 


Apprenticeship 
Contest Underway 


ENTRIES in the 1957 National Joint 
Sheet Metal Apprenticeship Contest 
are now being selected. Local Joint 
Apprenticeship Committees conduct 
contests in their own areas and sub- 
mit one winner for consideration in 
the national contest. Entries must be 
postmarked by March 15, 1957. 

The National Joint Apprenticeship 
Committee will send to the local 
upon request, question- 
naires and drawings of the fitting 
to be copied by each contestant. All 
fittings are judged by their neatness. 
accuracy and general workmanship. 

Only apprentices with less than 
two years and not more than 4000 
hours of apprentice training before 
March 1 are eligible. 


committee, 


Local winners will receive a cer- 
tificate of recognition. National win- 
ners will receive cash awards, a’ med- 
al, and a certificate. Cash awards are 
$200, first prize; $125, second prize, 
and $75, third prize. 


For information, write to Joseph 
J. Kaberlein, 


Joint 


secretary, National 
Apprenticeship 
6543 Nokomis Ave., 


Towers 30, Til. 


Committee, 
Lincolnwood 





Gasaver and 
Oilsaver Furnaces 


DeLuxe Gas 
& Oil Furnaces 


Super Gas, 
Oil & Coal Furnaces 


Special Gas 
& Oil Furnaces 


Wethermatic 
Airefrigeration 
Waterless Cooling Units 
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New Designs 
New Models 
New Colors 


Two-tone Hammer 
Finish Green 


Gleaming White Enamel 

Pes aS aS Ss SS SB aR See SS ee 
THE WILLIAMSON COMPANY 
3310 B-1 Madison Rd. Cincinnati 9, Ohio 
Gentlemen: 

Please send me information on the following: 

—) Heating Equipment —) Cooling Equipment 

0 Duct, Pipe and Fitings 


SONS x, 5 Saale Gar S Tk tia. <i, bad roe © oh eK ole 


As Advertised in Leading Magazines re | 
Visit ovr Booths 769, 770 & 771 — NAHB Show, Chicago Coliseum — Jan. 20-24. 
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next time...add that extra quality your customer can see! 


The quality of your heating installation 


need not be a sight unseen...not if you give it the ‘‘pre- 
mium look’ with General Controls’ T-265 Thermostat. 
It has that extra quality your customer will see! 

You can “‘sell up’’ the job easily with this premium 
quality T-265. The convenient hand-wound timer (for night 
set-back temperatures and early morning warmth) is just 
the touch to bring out the quality you build into your 
heating installations. 

In addition to the hand-wound clock timer, with auto- 
matic morning change-over ...General Controls’ T-265 
features a mercury switch. . . built-in heat anticipation .. . 
quality performance that keeps your customer sold and 
means more profit to you. 


Five Plants oO T oO sy 
tron Mountain, Michigan io eS Nw Ee RAL Cc BM Fe L 
Glendale, California - 
Burbank, California ’ 
Gaston —- : Factory Branch Offices Serving A// Principal Cities of the United States and Canada 
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with 


ROUND 


OA 


Air Conditioning 


This miraculous unit is Round Oak’s con- 
tribution to a whole new era in heating 
and air conditioning. An air conditioner 
by summer, the All-Electric Clima-Pump 
reverses the refrigeration process in 
winter and heats with the warmth ex- 


tracted from cold, outside air. 
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No finer name than Round Oak! 


For more than 85 years this 
famous name has been synonymous 
with dependability, superior r. 


engineering, obvious superiority. 


Affix the famous Round Oak seal to your door and the selling job 
has already begun. People recognize Round Oak for what it is — 


one of the truly fine names in air conditioning. 


ROUND OAK CO., INC., Dowagiac, Mich. 


GENTLEMEN: Please rush me immediately full information on 
Round Oak air conditioning and the Clima-Pump. 


Name 





Firm 





Address 











ANOTHER PROGRESS REPORT FROM GENERAL ELECTRIC ENGINEERS 


Heres what the air conditioning 


Vang E-HOLICE 


GENERAL ELECTRIC'S 
BUILT-IN SERVANTS 


| al 
House/Man 


“| circulate air— 
for healthful comfort” 


ehh 
WeatherMaid 
“I adjust temperature— 
automatically” 


5 A 8 
MagicMaid 
“I cleanse the air— 
electrostatically” 


These are the fabulous BUILT-IN SERVANTS that will call America’s 
attention to General Electric Whole-House Air Conditioning — and 
to the dealers who feature it. Get ready to capitalize on the big- 
gest idea in many a year—and see what it does for your sales. 
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field has been waiting for! 








tea : NING! 
-HOUSE AIR CO NDTIS : 
NOW WH eee ina comion — 














. 











eT 


tay Progress bs Oor Mont #0 
GENERAL @ ELECTRIC 














Ads uke these « « «Big, dramatic eye-stopper magazine 


ads like this will reach a tremendous audience—the best home-owner prospects from coast to coast 
... and make them want to find out more about the whole-house air conditioning system with the fab- 
ulous BUILT-IN SERVANTS. And that’s only half of it—you’ll have hard-hitting newspaper cam- 
paigns and powerful promotions working for you right in your own community—month after month. 
Get the details from your General Electric Home Heating and Cooling Distributor now or write us— 
so you can tie-in with this campaign right from the start. General Electric Home Heating and Cooling 
Department, Tyler, Texas. 


Progress /s Our Most Important Product 


GENERAL @ ELECTRIC 
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NEW FROM WORTHINGTON 


A COMPLETE LINE OF 


Now you can get the finest heating and 
from one source... through one contact 


r 





a lll - - sin a 3 


_ eee es tec: altel eat. ii 


1. HORIZONTAL: Model HOH Oil-Fired Furnace. Can be used as hori- for perimeter heating or any installation where it is more practical 
zontal furnace in homes—or can be suspended as blower unit heater to bring the heated air out of the bottom of the furnace. A.G.A.- 
in commercial structures. Available in four sizes: 110,000, 150,000, approved for natural, mixed and manufactured gases. Direct or 
200,000, and 250,000 BTU Input. Models HOH-150, HOH-200, belt driven blowers. Available in 80,000, 100,000, 110,000 and 
HOH-250 convert easily to gas-firing, as illustrated. 140,000 BTU Input sizes. 

2. LOW-BOY: Model HOL-100 Oil-Fired Furnace. Compact and effi- our . , . : 
elent. Bésal for basements where low headreem {fe @ nan a pot 4. INSH-BOY : Model HGV-100 Gas-Fired Furnace. Can be ah 
able in 100,000, 125,000, 150,000, 165,000 and 235,000 BTU Input basement or utility room for perimeter, conventional, small-pipe 
olean. or other installation. A.G.A.-approved for natural, mixed, manu- 


: factured or propane gases. BTU Input per Hour: 100,000. BTU 
3. COUNTERFLOW: Model JBGC-80 Gas-Fired Furnace. Can be used Output per Hour at Bonnet: 80,000. % hp. Blower Motor. 
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WARM AIR FURNACES 


air conditioning equipment... 
...on one policy! 


DEALERS! No other furnace line gives you all these competitive sell- 
ing advantages. 


Easy to install. Units shipped factory-assembled and prewired. Attach 
to any duct system —fit any out-of-way space. 


Versatile —ideal for either residential or commercial use. New house 
or old. Exclusive features for versatility. 


Wide choice of models — about 50 types and sizes ranging from 80,000 
to 250,000 BTU/hr. 


Especially designed for addition of summer air conditioning equip- 
ment. High static blowers available for most models and sizes. 


Gas or oil-fired units— belt or direct driven blowers. 


Exclusive up-draft heat exchanger design allows flue gases to escape — 
avoids dangerous trapping in pockets. Easily cleaned, long life. 


Long flue travel provides greater efficiency — gives more heat transfer 
through heat exchanger and radiator. 


Free floating radiator prevents contact with supports—eliminates 
noise .. . keeps heat exchanger strong. 


Efficient tailored spun glass insulation has aluminum facing—covers 
entire casing area, increasing efficiency, quiet operation. 


Heavy gauge casing cuts down on expansion and contraction noise. 
Smart, modern in appearance. 


U-lock casing prevents heat leaks. 


Casing finished on both sides— prevents rust when installed in damp 
places. Assures long life. 


Oversized blower cuts noise and wear .. . consumes less power. 


Continuous air circulation eliminates cold spots. Produces blanket of 
comfortable warmth. 


Oil fired units have kiln-fired insulated refractory in combustion 
chambers — providing quiet, more efficient operation. 


Controls provide 100% automatic operation. 
Filters—for a cleaner home. 


WORTHINGTON 


— 





Pere ewese ee eB ee ee ee ee eee ee eee eee ee 
Hard hitting advertising and promotion SEND COUPON TODAY! 
Worthington Corporation, AC&R Division, Harrison, N. J. 


Please send details on new complete line of Worthington warm air furnaces. 


campaign will pinpoint your store as 
headquarters for Worthington heating and 


air conditioning equipment. So get on 
Name 





the bandwagon. Send coupon for complete 
Store 





details now on the new complete 
Street No. 


City _Zone 


(PLEASE PRINT) 


Worthington furnace line! 
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REPUBLIC STEEL SHEETS 


PROVIDE CUSTOM PROTECTION 
a>. 


REPUBLIC 
(ERE) Woldi Widest Range of, Standard Steels 





FOR STANDARD PRODUCTS 


Large or small, production item or custom unit— 
every fabricated sheet metal product presents its share 
of manufacturing and application problems. 

A good case in point is the soft-drink dispenser and 
cooler, shown being assembled at left. Made by the 
Ideal Dispenser Company, Columbus, Ohio, these units 
are in use throughout the world under all climatic 
conditions. 

Republic Continuous Galvanized, used for the liner 
box, is subject to shearing, blanking, piercing, forming, 
flanging, soldering, beading, and Pittsburgh Lock Seam- 
ing. In spite of this punishment, its tight zinc coating 
remains undamaged. Ductility assures easy workability, 
yet the steel is rigid enough to withstand severe use. 

Republic Electro Paintlok®, used for the exterior 
housing, provides an excellent paint-adhering surface 


REPUBLIC ELECTRO PAINTLOK retains its excellent paint-gripping surface 
characteristics after severe forming operations. Produced by electro- 
galvanizing and a chemical treatment process, Electro Paintlok Sheets are 
shipped from the mill in prime condition for painting. Even if final finish is 
scratched through, this coating limits corrosion to the point of damage. 


and Steck Froduca 
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even after stamping and forming. “Hot room”’ tests 
have proved it the best base material under temperature 
and humidity variations found in any part of the world 
at any time of year. 

Republic ENDURO® Stainless Steel, used for hinged 
covers on lift-top dispensers, provides a handsome ap- 
pearance and is easily kept clean and sanitary for the 
life of the cooler. 

Each of these Republic Steel Sheet Products provides 
the exact characteristics required to withstand the serv- 
ice expected of the part it forms. The combination pro- 
vides custom protection for the completed product. 

It will pay you to get full information on how Repub- 
lic’s versatile line of sheet products can help solve your 
production and application problems. Simply contact 
your Republic Steel Distributor. Or mail coupon, today. 


REPUBLIC CONTINUOUS GALVANIZED steel sheet is subject to extreme form- 
ing processes during fabrication into the cooler liner box. Its tight, uniform 
zine coating will not crack, flake, or peel under any operation permitted by 
the base metal. Excellent ductility allows easy workability, yet sheet is 
sufficiently rigid to withstand rugged service. 


REPUBLIC ENDURO STAINLESS STEEL provides bright, long-lasting beauty 
with mini int e. Forming and working qualities of ENDURO per- 
mit fabrication on existing equipment. Exceptional strength and toughness 
plus high heat- and abrasion-resistance keep products looking newer longer. 
Send coupon for information on Republic ENDURO Stainless Steel and other 
sheet products. 





fo---o torn 


REPUBLIC STEEL CORPORATION 
Dept. C-2988A 

3162 East 45th Street 

Cleveland 27, Ohio 


Please send me further information on: 
O Continuous Galvanized Sheets 

O Electro Paintlok Sheets 

OO ENDURO Stainless Steel Sheets 
Name 
Company. 


Address. 

















See this comfort 
makes em forget 
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system that 


about 


4 See Waterbury 


PRIGE! 


nforlrol 


at the Show« Booth 448 


INTERNATIONAL HEATING AND AIR CONDITIONING EXPOSITION—CHICAGO, FEB. 25 TO MAR. 1 


See how to get the profits you deserve! 





> “SELLING IN THE HOME” PLAN— most complete 
in the industry to help you nail down replacement 
sales! Reports from dealers prove this sales plan in- 
creases volume 30% to 200%! 

>» LOCAL AND NATIONAL ADVERTISING PLAN— 
biggest in Waterbury’s history! Newspaper, maga- 
zine, TV and radio ads that build your business! 

> OUTDOOR DISPLAY PLAN—color-filled posters, 
signs, decals, put your name before everybody! 

> INDOOR DISPLAY PLAN— windows, walls, coun- 
ters come alive with selling-by-telling displays! 


See Stuart Smith at the 


SALES MANAGER, WATERMAN-WATERBURY 


> DEALER EDUCATION PLAN — year ’round field 
conferences, factory schools keep you up-to-date 
on everything you need to sell! 


> GAS AND OIL UNIT SALES PLAN— most complete 
quality line ever! New, modern styled, compact, 
assembled units backed up by diamond hard pro- 
motions that make your prospects forget about price! 


> SUMMER COOLING SALES PLAN—new complete 
iine, new complete promotion means you are bound 
to heat up cooling sales! 


Show 


Stuart will give you full facts on how you can build a more secure and 
profitable business by next year at this time! You’ll hear how Waterbury holds 


dealers through their satisfaction with its designs, its materials 


and its way 


of doing business. Let Stuart tell you how you can match your progress with 
Waterbury’s. It’s your golden opportunity in Waterbury’s golden year! 


co, GO, GROW with 


sa 


<\WJaterbu 


WZ 


WORLD-FAMOUS 
FURNACES AND AIR CONDITIONERS 


1122 N.E. Jackson St., Minneapolis 14, Minn. 
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THEY OUTSELL 


THEY EXCEL 7 
V/s, 


MODEL 400 
(0.65 to 4.00 G.P.H.) 
pa + Companion to 
The popular-priced, 


: . Model 400, 
high quality burner 


for residential heating. 


MODEL 400 Flanged 
(0.65 to 4.00 G.P.H.) 


with universal flange 
for flange mounting. 


MODEL 150F 
(0.65 to 2.00 G.P.H.) 
For flange mounting 
to boilers, furnaces, 
water heaters. 
Adjustable air deflector. 


SPECIFICATIONS 


MOTOR—Long-hour duty with safety over- 
load control. Complies with NEMA mounting 
specifications. Models 400, 400. Flanged, 150F, 
4008S, 150SF-2, 600S-4, 4g H.P.; Model 
800S-4, 1/6 H.P.; Model 1200, 4 HLP.; 
Models 2000S-5, 2000, 13 H.P. 
TRANSFORMER—Shielded to eliminate radio 
and TV interference. 10,000 volt. (12,000 
volt on Models 2000S-5, 1200, 2000). 

AIR TUBE—Streel. 


FAN—Precision balanced. Mounted directly on 
motor shaft. 

NOZZLE—Stainless steel alloy. Hollow cone 
spray. (Hollow cone or solid spray on Models 
1200, 2000. Dual nozzles on Models 600S-4, 
8008-4, 2000S-5, 1200, 2000). 

FUEL UNIT—Single-stage standard equipment 
on Models 400, 400 Flanged, 150F, 4008, 
1SOSF-2, 600S-4. Two stage on Models 
8008-4, 2000S-5, 1200, 2000. Built-in strainer 
and pressure regulating valve. 

SOLENOID VALVE—( Models 400S, 150SF-2, 
6008-4, 8008-4, 2000S-5, 1200, 2000) Com- 
bination delayed opening and instantaneous 
cut-off oil valve. 

COMBUSTION HEAD— (Models 400 and 
400 Flanged) Deflector with vanes formed at 
a fixed angle to establish air pattern. 


(Model 150F) Deflector with vanes formed 
at a fixed angle. Fire can be shaped by regulat- 
ing air delivery through a series of adjustable 
openings located in center of deflector. 
(Models 4008, 150SF-2, 600S-4, 800S-4, 
2000S-5) “Shell Head” and finned collar for 
most efficient mixture of air with oil. 

(Models 1200, 2000) High Temperature 
Combustion Head with finned collar for greater 
firing rate (2000) and narrower fire. 
ELECTRODES — Nichrome steel with full- 
glazed porcelain insulators. 

BUS BARS—Rigid, heavy-gauge brass. ( Phos- 
phor bronze on Models 150F and 150SF-2). 
HOUSING—Cast iron. Designed to assure effi- 
cient air delivery and smooth, quiet operation. 
Machined to rigid standards. 

COUPLING— Universal type with neoprene 
center piece. (Flexible type on Models 2000S-5, 
1200, 2000). 

CONTROLS—Thermostat, Limit Control, and 
Stack Relay. Electronic controls also available. 
ELECTRICAL CHARACTERISTICS — 115V-60 
cycle, 1725 R.P.M. (Models 800S-4, 2000S-5, 


1200, 2000 also available with 230V-60 cycle 
on special order ). 


U.S.-Carlin Oil Burners are listed by Underwriters’ Laboratories, Inc. and conform to U.S. Government Commer- 


cial Standard CS75-56. Grade of fuel oil recommended for U.S.-Carlin Oil Burners is No. 2 U.S. 


Commercial Standard CS12. 


Government 


MODEL 400S 
(0.50 to 3.00 G.P.H.) 
The high efficiency 
burner with famous 

“Shell Head” 


fuel-saving feature. 


U ° Ss " ia CA i L ' rr 
..~ a complete line of gun-type, 
and commercial heating ina wide 


MODEL 150SF-2 
(0.65 to 1.35 G.P.H.) 
Flange mounted twin 
to 1SOF with “Shell 
Head” and delayed- 
opening oil valve 


FIRING RANGES 





MODEL FIRING RANGE 


(G.P.H. ) 





400 and ¥.65 to 1.00 
400 1.00 to 1.65 
Flanged 1.35 to 2.25 
2.00 to 3.00 
3.00 to 4.00 





400 0.65 to 1.00 
Extended 1.00 to 2.00 
Tube 2.00 to 3.00 
3.00 to 4.00 





150F 0.65 to 1.50 
1.35 to 2.00 





400S-1 0.50 to 
400S-2 0.75 
4008-3 1.75 3.00 





0.65 to 1.35 





3.00 to 5.00 





4.00 to 8.00 





7.00 to 12.00 





6.00 to 12.00 








10.00 to 20.00 














THE CARLIN COMPANY, 


Wethersfield, Connecticut 
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OIL BURNERS..... 


pressure atomizing oil burners for residential 
range of capacities from 0.50 to 20.00 g.p.h. 


MODEL 600S-4 MODEL 800S-4 MODEL 2000S-5 MODEL 1200 MODEL 2000 

(3.00 to 5.00 G.P.H.) (4.00 to 8.00 G.P.H.) (7.00 to 12.00 G.P.H.) (6.00 to 12.00 G.P.H.) (10.00 to 20.00 G.P.H.) 

For clubs, stores, An outstanding value A “Shell Head” burner Large capacity model Heavy-duty giant for 
churches, schools, and in commercial burners designed to handle all E : te 


pee! nal a : , noted for its the largest commercial 
similar installations featuring “Shell Head, commercial heating . f : : or 
requiring from 3.00 to delayed-opening requirements exceptionally high installations requiring 


5.00 G.P.H. oil valve and up to 12 G.P.H. degree of efficiency. No. 2 fuel oil. 
vernier-flame control. 


DIMENSIONS (PEDESTAL MODELS) Ali dimensions in inches SHIPPING 
WEIGHTS 


(Weights are approximate) 





MODEL 400 400S 6005-4 800S-4 | 2000S-5 1200 


length (over-all) 20 | 20% | 22% 28% | 34% | 31% | 
Width (over-all) | 18% | 18% | 18% 21 | 27% | 26% | 28 WEIGHT 
Height (Min.) 1s | a 18 22% 





Height (Max.) me 4 ‘ 25% 


_ mM | eee (Lbs.) 


27 27 fe 
1% | U% 





Floor to Nozzle (Min.) 7 | 10% 





Floor to Nozzle (Max.) a 10 | 13% | 


14Y. | 14%) | 86 
18% 15% 1 68 
6% | 5M 





Tube length | 10% | 10% | 12 16% 
Tube O.D. 4“ 4% | 5% 5V%, 


Also available with 18” tube. 























70 





98 





DIMENSIONS (FLANGE MOUNTED MODELS) Ai) dimensions in inches 











MODEL 400 Flanged 150F 150SF-2 














Variable. Refer to 
(b) 

Length (over-all) 18 Specification Sheet 
Width (over-all) 18% 16 











16 
Height (over-all) 14% 13% 13% 
Top of Housing to 
centerline of air tube 10% 6 6 + * 

Centerline of Air Tube b) With 8” tub 
to bottom of burner 3% 7%, 7%, (b) Wi ube. 














Tube Length 8 or 10°) 7,9, or 11°) 7,9, or 11°) (c) Other tube lengths available 
ae . _— a on special order. 

Flange (Length through Hub) _ 1% .. Sea eS oe F sa ati 

Effective Tube Length (Max.) 6% or BY) 5, 7Yo, or 9Y_ 5 Vo, 7 Yo, or > (d) Effective Tube Length is that 
ee cell stn bite 4 Soe ee aan igg ~ part of tube which extends be- 

Tube O.D. 4%, 4% Ys yond face of flange. 


THE CARLIN COMPAN . Wethersfield, Connecticut 
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Tosa oboe 


OVER A QUARTER OF A CENTURY OF LEADERSHIP 
































Model CJ upfiow type Furnace with Evaporator 


Coil. Below Model Al7 Air Cooled Condens- 
ing Unit for Air Conditioning systems. 


NVITATION 


0 visit 
ooth 226-228 
Show 


invited t 

ou are cordially invite 
yn display in B 
ir Conditioning 


4 
95 —MARCH } 
Chicag linols 


Fraser-Johnston furnaces, evaporators 
and condensing units are engineered 
for simple unit assembly for full air 
conditioning. 
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THE BEST ALL-YEAR AIR CONDITIONING FURNACE ON THE MARKET 

Fraser & Johnston, ane ciate toro eee anufactur 

ce the most advanced line of air furr 

— precision built — completely v 

yeh ABA approved. fas 
The Fraser & Johnston line includes ticsetlie ype, 

gravity furnaces, as well as floor furnaces. 


condensing units are easily combined for 100% air Gabioring moos highest 
quality controls are included in the line. 


Model LJ (belt drive) and 





TroserJohnston 





Upper, Model HN (belt drive) furnace and evap- 





evaporator for basement in- 
stallation. Nine sizes from 
70,000 to 200,000 BTU/Hr. 
Input. Model LJD (direct 
drive) sizes 70, 75, 80,000 
BTU/Hr. Input. 


Model CJ (belt drive) and 
evaporator for limited space 
installation. Ten sizes from 
70,000 to 200,000 BTU/Hr. 
Input. Model CJD (direct 
drive) sizes 65,000 to 120,000 
BTU/Hr. Input. 


Model RJ (belt drive) furnace 
and evaporator for counter- 
flow or perimeter systems. 
Ten sizes from 70,000 to 
200,000 BTU/Hr. Input. Mod- 
el RJD (direct drive) sizes 70,- Lower, Model HB Air-handling unit to be installed 
000 to 120,000 BTU/Hr. In- independently of the heating system. 2, 3, 4 and 


orator for horizontal application. Seven horizontal 
sizes available from 65,000 to 140,000 BTU/Hr. 
Input. Model HD (direct drive) sizes 70,000 to 
100,000 BTU/Hr. Input. 








put. 5 ton capacity. 


AIR CONDITIONING EVAPORATORS 


C Series. Companion to furnace 
Models CJ and U — sizes 90 to 
200. 


These ore the finest cooling and dehu- 
midifying coils in the industry designed 
especially for home air conditioning 
systems. Advanced design eliminates 
humidity build-up on the off cycle. All 
moisture removed from the air is im- 
mediately drained from airstream. En- 
gineered for simple installation at lowest 
labor cost. 





R Series. Companion to furnace 


H Series. Companion to furnace 
Model RJ — sizes 90 to 200. 


Model HN — sizes 80 to 150. 


CONDENSING UNITS” 


Ss p 


The Model A Series, with metal, 

weatherproof enclosure, as 
The Model J Series in 2 and 3 h.p. shown, in 2, 3 and 5 h.p., uses 
uses the popular propeller type the extremely quiet centrifugal 
fan for cooling the condenser. fan. 


Fraser & Johriston offers both air-cooled 
and water-cooled Condensing Units. Air- 
cooled units are available with propeller 
type fan and with centrifugal type fan. 
These modern Condensing Units will 
operate under extreme temperature con- 
ditions, when properly applied and in- 
stalled. 





The Model W Series, shown unen- 
closed, uses water for cooling the 
condenser and is not affected by 
extreme air temperature condi- 
tions. 


Fraser & Johnston Company, manufacturers of Biltwel, Torid- 
aire and Fraser-Johnston furnaces for more than a quarter of 
a century, sells only through the legitimate heating and air 
conditioning distributors. Some territories open. For complete 
specifications, engineering data, and prices, write to: 


FRASER & JOHNSTON CO. 





1900-17TH STREET, SAN FRANCISCO, CALIFORNIA 
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BLOWER WHEELS WHEELS AND SIDE PLATES BLOWER HOUSING BASIC BLOWERS . 


S&¢2 


POWER CENTER BLOWERS DIRECT DRIVE BLOWERS SERIES ‘'X’’ BLOWERS BLOWER-FILTER UNITS 


The name for quality and service since 1919 








See how this can work for you 
at the International Heating and 
Air Conditioning Exposition ...soortn 615 


ae -_ | 


DUCT BLOWERS TWIN BLOWERS BLOWER-EXHAUSTERS UNIVERSAL BLOWERS 





AGAIN, for ‘57...MONCRIEF 


Basement Type Winter 
Air Conditioners 
Approved for Gas: 70,000 
to 260, nay BTU input 
Approved for Oil: 71,000 to 
192,000 BTU at register 


Horizontal Furnaces 
4Ge ee izes: 80,000 to 
000 BTU input 
a oil trod Sizes: 85,000 to 
224,000 BTU at bonnet 


Counterflow Year ‘Round 
Ait Conditioners 
Air or Water Cooled 
Gas or Oil Fired 
2 Ton Cooling with 100 
input Heating 
3 Ton Cooling with 140,000 
BTU input Heating 


Coal Fired a7 Ste 


en 24” a 27" 
a Gravity Furnaces 


123,000 BTU or bonnet 


Unit Heaters 
5 Gas Fired Sizes: 60,000 to 
230,000 BTU input 


5 Ton Self-contained Year 
"Round Air Conditioner 
Available with New Air Circuit 
or with Water Cooled Circuit 
Gas or Oil Fired CT. either 
175,000 or 140,000 BTU input 


Gas Conversion Burners — 
3 Sizes: 50,000 to 300,000 
BTU input 
Plus 
Oil Conversion Burners 
(Not Pictured) 


Type or “Flat - Duct Type- 





123,000 BTU at bonnet 


2 ona? von Yow "Round 
New Duct Furnaces is itioners 
4 Gas Fired Sizes: 80,000 to “= peg | socwee 
140,000 BTU input @ was with 100,000 


Air Cooled Add-On 
mmer Air Conditioners 
2, 3 and 5 Ton Air Cooled Water Cooled Add-On Summer 
Condensing Units Air Conditioner 
Choice of “'V" ~ Plenum d 3 and 5 Ton Cooling — The 
- : ‘ Most-in-Demand Sizes 
Cooling Coil for matching 
installation 


MONCRIEF Sureril ° 


Pipe, Duct, Stack 
Elbows and 
Fittings 


Complete line of competitively priced, galvanized Pipe and 
Fittings. Fabricated with highest standards of quality. Carton- 
packed for easier handling and storage. Popular snap-lock 
and turned edges provide quicker, safer installation. 


WITH BETTER SERVICE FROM YOUR MONCRIEF WHOLESALER 





Leads with Newest Developments 


© New-TOTALLY NEW-Gas Furnaces completely Assembled and Wired 


... Completely Enclosed Burner and Controls... Completely New Modern Styling .. . Complete Line! 


2) New-TOTALLY NEW-Oil Furnaces _«... Completely. Asesernilial atl 


Wired .. . Also with Concealed Burner and Controls ... Clean Good Looks .. . The Wanted Sizes! 


© New-TOTALLY NEW-Gas Duct Furnaces complete tine of 4 sizes 
4) New TT Units ... Including a New Air Cooled Circuit for the 5 Ton Year ‘Round 


Air Conditioning Unit! 


If you want to meet 1957 pricing, without the neces- 
sity of reducing quality in your installations . . . 


If you want to compete more efficiently in 1957, 
with a larger margin of profit . 


You will surely turn to Moncrief for ’57! 


Whether you are bidding to the builder on multiple 
units or to the homeowner on a replacement job, you 
will bid more successfully with Moncrief! 


For °57, Moncrief has applied every resource of 
dynamic engineering, modern manufacturing and 
over 60 years of experience to develop totally new 
Gas Fired and totally new Oil Fired Winter Air Con- 
ditioners. These new Moncrief units are so advanced 
that they can be built with highest standards of qual- 
ity, yet be lower in price. 


In Cooling, Moncrief leads for °57 with new Air 
Cooled and new Water Cooled Units, which are unex- 
celled in performance, but priced to bring you the 
business. A new Air Cooled Circuit for the Moncrief 
5 Ton Year "Round Air Conditioner fiils out Mon- 
crief’s complete line of 2, 3 and 5 Ton Air or Water 
Cooled and Gas or Oil Fired Year "Round Units. 


For additional opportunities in Heating, Moncrief 
has also developed a new, 1957 line of Gas Fired Duct 
Furnaces for your rapidly growing market of ventilat- 
ing and air conditioning schools, public and commer- 
cial buildings. 

No matter what commitments you may have made 
for °57, you will want to re-appraise them when you 
compare Moncrief for °57! 

You can start now, by calling your Moncrief Whole- 
saler now, for new Moncrief catalogs and prices! 








THE NEW GAS FIRED AND OIL FIRED 
WINTER AIR CONDITIONING UNITS 





——S Counterflow Unit Winter Air 
showing over-all is lower and more Conditioner with 

compactness compact and has ottractive rear air 

— low height, teadily accessible return cabinet 

narrow width Filter. installed. 
and short depth. 
These new Moncrief Furnaces are assembled and wired 
at the factory so completely that you need only to 
connect them to the fuel supply, electrical supply and 
ducts. They are compact, low, approved for close clear- 
ances and can be installed in smallest spaces. Completely 
concealed burners and controls make possible their 
trim, distinctive styling. They have greater air capacity, 
so that you can add cooling with confidence. And they 
will be offered as either Upflow or Counterflow models 
in the wanted sizes — 75,000, 100,000, 125,000 and 
150,000 Btu input, Gas Fired — 78,000 and 100,000 
Btu at Bonnet, Oil Fired. 





MONCRIEF IS ON DISPLAY—Nat. Assn. of Home Bidrs. Show, Space Nos. 820, 821, Chicago Coliseum, Jan. 22-24 
— International Heating & Airconditioning Expo., Space 933, International Ampitheatre, Chicago, Feb. 25-Mar. 1. 


WHY COMPETE AGAINST MONCRIEF... 
WHEN IT’S MORE PROFITABLE TO SELL MONCRIEF! 
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= VICTORY 


...you can always justify 


your price with VICTOR 


You can’t always be low bidder... but when you are not 
you can justify the price and still get the sale. VICTOR 
dealers do, consistently! The complete VICTOR heating 
line gives them so many exclusive, sales closing features of 
genuine merit that they make more sales . . . more profit. 
VICTOR patented, exclusive FINS cut fuel bills 20% to 
30%. A table-top FIN demonstrator proves it right be- 
fore the prospects’ eyes. Exclusive VICTOR territories give 
dealers confidence that they will not be underbid by local 
VICTOR competition. Since 1890 VICTOR furnaces have 
been a standard of quality in the heating industry. For 
permanent satisfaction, fewer service calls and greater 
profits SELL VICTOR! Sign and mail coupon below. 

It costs nothing to find out what the famous, quality 
VICTOR heating and cooling line can do for you! 


VICTOR 


furnace with fuel s ving 
SW 


FINS: 


HALL-NEAL FURNACE CO. 
1322-42 N. Capitol Ave., Indianapolis 7, Indi 


GENTLEMEN: Please send complete details of the exclusive VICTOR heating tad A L L ae me E A L 


and cooling franchise for bigger profits in ‘57. 


— i ‘ FURNACE CO. 


Firm niin ie a 1322-42 N. CAPITOL AVE. 
Address ‘ a: Bie INDIANAPOLIS 7, INDIANA 











Quality Equipment Since 1890 


AMERICAN ARTISAN, JANUARY 1957 





AVICTORY 
(oolhG 
... get ahead of the parade 
in central Cooling! 


Pyramiding sales of central cooling equipment during the past 
year prove that complete summer home cooling is today’s 
huge profit market! VICTOR dealers, in addition to selling 
famous heating equipment, now have also a most complete 
and adaptable line of exclusive central cooling. Bring your 
business up-to-date with an exclusive franchise to sell the 
complete VICTORAIRE Central Cooling line. Maybe 
you can’t always out-bid your competition ... but with 
the right kind of quality cooling equipment you can 
OUT-SELL him! 

For example: VICTORAIRE cooling has factory charged 
tubing which saves installation time, costs and insures 
absolutely safe and correct installation for perfect oper- 
ation. Example: Evaporator cabinets may be placed in 

any forced air heating system, plenum, duct or under 
counter-flow NOW for money saving installation 

of air conditioning later. INSURE MORE 
BUSINESS with VICTORAIRE’s “Future 

Business Plan.” MAIL COUPON TO- 

DAY. IT COSTS NOTHING TO 

FIND OUT! 





HALL-NEAL FURNACE CO. 
1322-42 N. Capitol Ave., Indianapolis 7, Indiana 


xt A L L cal we t A L GENTLEMEN: Please send complete details of the exclusive VICTOR heating 
: and cooling franchise for bigger profits in ‘57. 
mn ae eo 


1322-42 - N. CAPITOL AVE. Firm 
INDIANAPOLIS 7, INDIANA Address 


Quality Equipment Since 1890 Clip...» 
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Form readily without 
flaking or peeling 





Clean and bright with 


uniform spangle 


Long lasting 
protection 
against corrosion 








Tight-Coat Quality Galvanized 


You’re sure of getting highest quality galvanized 


every time from Ryerson . . . and sure of getting 
what you want FAST because our stocks are 
the world’s largest. We offer many gauges in a 
wide range of pattern sizes, as well as sizes cut 
accurately to your order. 

Ryerson galvanized is made by a special con- 
tinuous process that results in a tight bond of 
zinc coat to steel. This coating takes any form- 
ing the steel will take without flaking or peel- 


ing. And, tight-coated galvanized looks better, 
keeps rust and corrosion sealed out all over. 

When you order galvanized from Ryerson, 
remember, you can also get quick shipment of 
every other steel requirement: hot and cold 
rolled carbon steel sheets, stainless, Ry-ex 
expanded metal, angles, bands, etc. 

So, for whatever you need in steel, and for 
metal working machinery and tools as well, call 
your nearby Ryerson plant. 


RYERSON STEEL 


JOSEPH T. RYERSON & SON, INC. PLANTS AT: NEW YORK © BOSTON © PHILADELPHIA © CHARLOTTE, N. C. © CINCINNATI © CLEVELAND 
DETROIT © PITTSBURGH © BUFFALO * CHICAGO © MILWAUKEE © ST. LOUIS * LOS ANGELES © SAN FRANCISCO © SPOKANE © SEATTLE 
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Let Your Banker Help You Grow 


WITH THE EXPIRATION of 1956 most dealers and contractors closed 
their account books. Now is a good time to review the way things went last 
year and to make plans for the new year. When reviewing the books, pay 
particular attention to your sales volume. If it grew, there is a reason for it. 
Determine what this reason is and develop it to a greater degree this year. 
If there was a decline in sales volume, try to locate the cause and plan a new 
approach that will start the sales curve upward again. 


If you find the market potential in your area has a bright future, you 
might want to consider expanding your operation. Before you do this it is 
advisable to consult with your banker. He has a number of services that 
can be of considerable help. Most of the services are free. 


Many banks have fine research departments which keep score on busi- 
ness trends and general economic conditions within local areas. Most bank 
officers will discuss such matters and pass along their judgment of the long 
range situation and potential. 


If the long range prospects look good for expanding your operation, 
you may need a loan. If you apply for a loan, your banker will want to make 
a detailed study of your balance sheets and operating statements, all of 
which may disclose significant facts about your management. While such 
an analysis is primarily to determine the acceptability of the risk involved 
in making a loan, it may also point up areas for improvement. 


For instance, such a study may reveal excessive inventories in certain 
products — due perhaps to inadequate promotion. This discovery may sug- 
gest a sales program that might help clear up the situation. 


On the other hand, an analysis might disclose that the collection pro- 
cedure is not all it should be. A banker often recognizes this weakness and 
knows that poor collections can adversely affect a company’s overall posi- 
tion. Being familiar with methods used successfully in similiar businesses, 
he may be able to recommend more effective collection methods. 


Such a study of a company’s operation might also show the need for 
better budget control through a system of cash projections (timing future 
needs for funds), a closer watch over expenses, or a perpetual inventory sys- 
tem. To the owner of a small business, such controls may sound complicated 
— may seem practical only for a large corporation. Actually, they are basic 
to sound operation of any business, large or small. 


These are a few of the things a bank’s examination of the balance sheet 
and operating statements may reveal. They are well worth knowing and 
if you do decide to expand your operation, the banker’s findings may help 
the expansion to be a success. 
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DURING PEAK season telephone can- 


vasser works full time, gathers informa- 
one tion on prospects 


MATERIALS USED in direct mail are re- 
viewed by company president and sales 
manager 


Mail 


...to put Leads in the Hands 


A three pronged program with each step carefully planned 


enabled this dealer to increase his cooling equipment 


sales by 400 percent in 1956 


LAST SUMMER telephones were kept busy in La Grange, 
Hinsdale, Downers Grove, and Western Springs, neigh- 
boring suburbs of Chicago. At the calling end of the line 
was Heat Engineering Co., of Western Springs. This 
heating-cooling dealer was conducting a highly success- 
ful campaign to locate summer air conditioning pros- 
pects. The result? A 400 percent increase in cooling 
equipment sales during 1956. 

This campaign was planned by Lyle E. Simpkins, pres- 
ident of the company, and Perry Obalil, sales manager. 
The telephone canvassing was followed up with direct 
mail and supported by newspaper advertising. During 
previous promotional campaigns these techniques had 
proven to be the best producers of sales leads for the 
company. 

The program actually was started during January and 
continued through the entire year. The strongest effort, 
however, was planned for the early summer months to 
coincide with the approach of hot weather. A full time 


68 


telephone solicitor was employed five days a week, eight 
hours a day during the peak period. 


Canvasser Asks About Present System 


The telephone canvasser opens his conversation by 
asking the prospect about his present heating system. He 
tries to find out the type of system in use, its age and 
make, and how it has been performing. This informa- 
tion is recorded on a follow-up form for heating sales 
leads, 

During the summer air conditioning campaign, the 
canvasser cultivates the prospect’s interest in a cooling 
system. He describes advantages that have been pointed 
out by some of the company’s customers. The conversa- 
tion ends with a promise to mail the prospect some lit- 
erature on the subject. 

This literature is divided into two different mailings. 
The first provides general information on cooling with- 
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PROOF OF newspaper ad featuring cooling 
equipment is checked for accuracy before get- 
ting approval 


of His Salesmen 


out attempting to sell equipment. The second mailing in- 
cludes literature which promotes the particular equip- 
ment Heat Engineering Co. handles. 


NWAHACA Pieces Used 


For the first mailing, Mr. Simpkins uses two consumer 
pieces prepared by the National Warm Air Heating and 
Air Conditioning Association. They are entitled “Air 
Conditioning for Relaxed Living” and “Isn’t It Amaz- 
ing What Can Be Done?” When these pieces are pur- 
chased in quantity, the cost is about five cents each. The 
company’s name is stamped on each booklet. A brief 
covering letter invites prospects to call the office for ad- 
ditional information. 

The four page consumer piece entitled “Air Condi- 
tioning for Relaxed Living” is 5 X 8 in. It plays up the 
survey conducted in the Air Conditioned Village at Aus- 
tin, Tex., where 22 families lived in a completely air 
conditioned environment for 16 months, including two 
summer seasons. This survey helps support the same ad- 
vantages which the canvasser outlined in his earlier 
phone conversation. 

The second consumer piece, which is the same size as 
the first, describes how heating systems can be brought 
up to date and how it is possible to include cooling in 
a forced air system. 


One week after the first mailing, a second is made. 
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BY COORDINATING efforts of canvasser and sales 
department it is possible to follow up quickly on 
promising leads 


This mailing includes product literature provided by the 
manufacturer and a 32 page booklet entitled “Fact Kit.” 
The product pieces tell about the types of equipment 
available and pictures show how installations are made. 
The Fact Kit tells the customer what to look for when 
buying oil or gas fired heating equipment and summer 
air conditioning. 

Soon after the prospect has received the second mail- 
ing, the telephone canvasser calls to talk about summer 
cooling systems again. In this call he attempts to set up 
a convenient time for a salesman to call. The canvasser 
uses an approach something like this: “You may not be 
in the market for a cooling system this season, but per- 
haps next year you will. We believe you will want to 
know the approximate cost, and our salesman can give 
you this information.” 

When the salesman calls on the prospect, he naturally 
tries to develop him into a customer. But if he is unable 
to do so, the information he obtains helps to evaluate 
the prospect’s potential as a future customer. 

The company’s prospect list is compiled from the city 
housing directory and is covered once every 90 days. 
The company sent out over 60,000 mailing pieces in 
1956. 

Direct mail and telephone canvassing are supported 
by advertising in two weekly neighborhood newspapers 
with a combined circulation of about 65,000. These news- 


paper ads carry the same theme as the mailing pieces. 
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Heating Standards Get the Nod 
As Industry Promotion Tool 


A long step forward is be- 
ing taken by the warm air 
heating industry as NWA- 
HACA studies for adoption 
the heating comfort stand- 
ards proposed by S. Konzo 
and the Illinois University 
research staff and published 
over 19 months as an Arti- 
san series. Here’s a review 
of those standards which 


express heating perform- 
ance in terms of comfort 


AT THE ANNUAL meeting of the publicity and merchan- 
dising committee of the National Warm Air Heating and 
Air Conditioning Association in Cincinnati last month, 
the increasing need for a well defined set of performance 
standards for forced warm air heating systems was a 
major point of discussion. The committee reviewed a 
report by C. W. Nessell, chairman of the field investiga- 
tion committee, to the research advisory committee in 
September, emphasizing the need for such standards of 
comfort performance. 

“There is a definite need,” Mr. Nessell’s report read, 
“for a set of standards by which the comfort performance 
rather than its mechanical parts can be compared and 
evaluated. At present the only criteria for a warm air 
heating system relate to installation standards and con- 
formity to the appropriate manual of the association. 
While conformity to the manuals is necessary for com- 
fort heating in the house, it does not follow that comfort 
heating will always be the inevitable result since there 
are many things that the installer can forget, disregard, 
or ignore that are highly essential. 


Standards Rate Comfort Performance 


“The installation of a comfort heating system is one 
thing and its operation is another. The heating system 
is actually manufactured in the basement of the house 
and this manufacturing process is done by the installer 
from components that he purchases outside and assem- 
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STANDARDS FOR TEMPERATURE BALANCE 


The di@erence in temperature be- of cooking 
tween the coolest rvem and the hems ere 
wermest room is tess then 1.0 F, ed 


This does not inctude the bath ond 2 

rooms which -an be warmer then Chas a 

the othe * All tempere- CLASS CC Tt) os @ 
yh 


ture ‘od in the con- 


¢ 


aasp \*, 


bles on the job. These components include the furnace, 
grilles and diffusers, sheet metal fittings and ducts, and 
the other necessary appurtenances.” 

(A summary of Mr. Nessell’s report was published in 
American Artisan, December 1956.) 


Standards Detailed in Artisan Series 


The standards to which Mr. Nessell referred were pre- 
sented in a series of 17 articles published in American 
Artisan from February 1955 to August 1956. The author 
is S. Konzo, professor, mechanical engineering depart- 
ment, University of Illinois. Professor Konzo has been 
closely associated with the research program in warm 
air heating sponsored by NWAHACA at the university’s 
engineering experimental section and author of a num- 


ber of articles on warm air heating. A summary of the 


17 article series on standards for evaluating the per- 
formance of a residential warm air heating system follows. 

The standards were prepared as a means to evaluate 
the indoor comfort heating performance of residential 
warm air heating systems. In order to show the merits 
and deficiencies of the performance of the systems, an 
arbitrary scale of “A”, “B”, “C”, and “D”” in decreas- 
ing order of merit was used. 

The average good warm air system giving satisfac- 
tory levels of indoor heating comfort would likely rate 
a “B” classification. This is probably the highest rating 
a well installed and properly adjusted system in an 
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center, near exposed glass areas or in a corner 





average house would normally get. The “A” rating would 
be earned by those relatively rare installations where a 
combination of excellent house construction, extremely 
good weatherproofing, and a properly sized and finely 
adjusted heating plant would produce the ultimate in in- 
door comfort and close temperature control. 

A job that is less satisfactory than one with a “B” 
rating yet gives a level of heating comfort than can be 
tolerated without much discomfort in all areas of the 


STANDARDS FOR COMFORT are based on the temperature level in all parts of a room, whether it be in the room 








house would likely earn a “C” classification. Installa- 
tions with a low level of heating comfort that can be tol- 
erated only with considerable discomfort would fall in 
the “D” classification. These scale ratings might be de- 
fined thus: 

“A” rating — Unusually good 

“B” rating — Excellent 

“C” rating — Fair 

“D” rating — Poor and not acceptable 


Furnace Performance Is Nucleus of Heating Standards 





The overall performance of a warm air furnace would 
be rated according to the several factors given below: 
1) Continuous air circulation Continuous air cir- 
culation is indexed by the continuity of blower opera- 
tion: 
Class A Continuous operation of the blower when 
outdoor temperature is 38 F or above. 
Class B Continuous operation of the blower when 
the outdoor temperature is between 28 and 
38 F. 
Class C Continuous operation of the blower when 
the outdoor temperature is between 18 and 
28 F. 
Class D Continuous operation of the blower only 
when the outdoor temperature is lower 
than 18 
Note: Some modification of the above values may be 
necessary for use in mild climates. 
2) Adjustment of fuel input 
usually result in long off periods for the burner and ex- 


Excessive fuel inputs 


cessive flue gas losses during operation. On the other 
hand, if the fuel input rate is too low, difficulty might 
be encountered in taking care of the heat loss require- 
ments during severe weather. The following classifica- 
tions were arbitrarily selected and do not take into ac- 
count that the furnace may be sized for rooms that will 
be added to the house at some future date: 

Class A Reserve capacity (at design weather con- 

ditions) of 10 to 20 percent. 
Class B Reserve capacity (at design weather con- 


ditions) of 5 to 10 percent. 
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Class C Reserve capacity (at design weather con- 

ditions) of zero to 5 percent. 

Class D Reserve capacity (at design weather con- 

ditions) of zero percent. 

3) Combustion efficiency —- Combustion efficiency is 
determined by a measurement of flue gas losses. These 
are classified as follows: 

Class A Flue gas losses less than 20 percent. 

Class B Flue gas losses between 20 and 221% per- 

cent. 

Class C Flue gas losses between 2214 and 27 per- 

cent. 

Class D Flue gas losses in excess of 27 percent. 

1) Noise in the System — The evaluation of noise is 
a relative matter since it depends on the ear of the list- 
ener and the relative loudness of the background noise. 
Any objectionable sounds from the heating system would 
probably be: 1) burner starting noise, 2) burner operat- 
ing noise, 3) noise from the controls, such as solenoid 
gas valves, 4) blower starting noise, 5) blower operat- 
ing noise, 6) expansion noises from the heat exchanger 
as it cools and heats, 7) duct noises resulting from the 
contraction and expansion of the ducts, and 8) air noise 
at the registers. In the absence of a decibel meter, these 
noise levels must be classified audibly and rated by the 
dealer according to his own observation as follows: 

Class A No noticeable noise when the system is 

operating. 

Class B Noticeable but not objectionable sound. 

Class C Noise disturbing and objectionable. 
Class D Noise level very objectionable. 


Comfort Standards Based on Temperature, Air Movement 





MEASUREMENT of room temperature differentials 
should be made at table top level, preferably at the 


center of the room. Note air space provided under 
thermometer on table 


Comfort factors involve temperatures within the rooms 
and noticeable air movement. Following are seven pro- 
posed standards for rating these factors. 

- While the even- 


ness of room air temperatures is largely dependent on 


1) Room air temperature control 


the adjustments of the heating system, it is also related 
to the responsiveness of the room thermostat. This does 
not mean, however, that the variations in room air tem- 
perature, particularly between the cycles of the automatic 
fuel burner, are entirely attributable to thermostat op- 
eration. The ratings are as follows: 

Class A Room air temperature variation of less 
than 1 deg between successive cycles of 
burner operation. 

Class B Temperature variation of 1 to 2 deg be- 
tween successive cycles of burner opera- 
tion. 

Class C Temperature variation of 2 to 4 deg be- 
tween successive cycles of operation. 

Class D Temperature variation over 4 deg between 
successive cycles of burner operation. 

2) Air temperature distribution in and between rooms 

- The temperature variation in room air measured at 

the breathing level at the centers of the rooms and the 
four corners of the living room, and the variation be- 


tween the air temperature in the living room at the 60 
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in. level and the same level in the other rooms of the 
house are other criteria of comfort performance. 

No rating classification has been established for differ- 
ences in room air temperature measured at the breath- 
ing level in the center of the room and that at the four 
corners. It is logical, however, that this variation should 
not be more than 2 deg. 

Ratings of temperature variation between rooms are: 

Class A Variation of not more than 2 deg in tem- 
perature between rooms. 

Class B Variation between 2 and 4 deg between 
rooms. 

Class C Variation between 4 and 6 deg between 
rooms. 

Class D Variation in excess of 6 deg between 
rooms. 

3) Room air temperature differences from floor to the 
sitting level — One of the most important factors of com- 
fort performance is the difference in room air tempera- 
tures at the floor and at the 30 in. or sitting level. Tem- 
peratures at the floor are usually measured about 3 in. 
from the floor. The temperature differences between the 
floor and the sitting level, and also those between the 
floor and the 60 in. level will increase as the outdoor 
temperature becomes colder and the indoor-outdoor tem- 
perature differential increases. Therefore, a rating classi- 
fication of this factor of comfort heating must take into 
account the outdoor temperatures and the indoor-outdoor 
temperature difference. Thus, a basis of evaluation is 
established on the number of degrees the indoor air tem- 
perature changes for each change of 10 deg outdoors: 

Class A Temperature difference from the floor (3 
in. level) to the sitting (30 in.) level is 
less than 0.4 deg for each change of 10 
deg in outdoor temperature. 

B Temperature difference between the floor 
and the sitting levels is between 0.4 and 
0.8 deg for each change of 10 deg in out- 
door temperature. 

Class C Temperature difference between the floor 
and sitting levels is between 0.8 and 1.2 
for each change of 10 deg in outdoor tem- 
perature. 

Temperature difference between the floor 
and sitiing levels is over 1.2 deg for each 
change of 10 deg in outdoor temperature. 

4) Room air temperature difference from floor to ceil- 
ing — To a somewhat lesser degree the difference in 
room air temperature from the floor to 3 in. below the 
ceiling is an index of comfort. While not as significant 
as the temperature differences from the floor to the sit- 
ting and the standing (60 in.) levels, it is significant 
with respect to economical operation of the system and 
is indicative of the temperature differences in the lower 
areas of the room. 
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The following ratings are also based upon changes in 
indoor temperature differences for each 10 deg change 
in outdoor temperatures: 

Class A Temperature difference from floor to ceil- 
ing is less than 0.7 deg for each 10 deg 
change in indoor-outdoor temperature dif- 
ference. 

Class B Temperature difference from floor to ceil- 
ing is between 0.7 and 1.1 deg for each 
10 deg change in indoor-outdoor tempera- 
ture difference. 

Class C Temperature difference from floor to ceil- 
ing is between 1.1 and 1.6 deg for each 
10 deg change in indoor-outdoor tempera- 
ture difference. 

Class D Temperature difference from floor to ceil- 
ing is more than 1.6 deg for each change 
of 10 deg in indoor-outdoor temperature 
difference. 

5) Floor surface temperatures — Floor surface tem- 
peratures may vary greatly in different areas of the same 
room. They may be satisfactorily warm in the centers of 
the rooms yet cool or uncomfortably cold along the out- 
side edges and corners of the rooms. This factor is classi- 
fied as follows: 

Class A Floor surfaces are 70 F or warmer, even 
in the exposed corners and along the out- 
side edges of the room, and floor surface 
is warmer than room air immediately 
above it. 

Floor surfaces are not colder than 65 F, 
including the outside corners and outside 
edges of the room. 

Class C Floor surfaces are not colder than 60 F 
in average outdoor weather. 

Class D Floor surfaces are colder than 60 F in 
average outdoor weather. 

Note: Floor surface temperature should not exceed ap- 

proximately 80 F at any time. 


6) Air freshness — Air freshness and freedom from 


odors within the house are usually the result of the in- 
troduction of outside air, either through natural infiltra- 
tion or by mechanical introduction into the house. 

The ratings and classifications are: 

Class A No appreciable stale odor in the house 
and outdoor air needs for combustion, 
kitchen and bathroom ventilating fans, 
etc., are supplied by an outside duct sup- 
plying outdoor air into the return air side 
of the furnace. 

No appreciable odor of staleness and com- 
bustion air needs of the furnace are sup- 
plied through adequate natural infiltra- 
tion. 

Appreciable stale odor in the house and 
some doubt that the combustion air needs 
of the heating system are adequately sup- 
plied. 

House contains objectionable odors and 
lack of combusion air entering the house 
for combustion needs is evident. 

7) Drafts and air movement — Drafts and excessive 
air movements are difficult to locate and equally diffi- 
cult to measure and evaluate. 

The degree of discomfort as a result of drafts will vary 
among individuals, since some seem to be more suscep- 
tible to them than others. The following rating scale is 
based on evidence of drafts: 

Class A No noticeable drafts in any of the normal- 

ly occupied areas of the rooms. 

Class B Drafts of low velocities are noticeable in 

some areas of the rooms but not in nor- 
mally occupied areas or of sufficient mag- 
nitude to cause discomfort to occupants. 
Air impingement is direct from an adja- 
cent register upon a seated person. 
Drafts and movements of cool air down 
stair wells, along the floor or from any 
other source are noticeable and cause dis- 
comfort. 


House Construction Standards Affect Heating Performance 





Ratings have been proposed for house construction 
also, as the effectiveness of the structure as a barrier 


against weather conditions is closely associated with the 
performance of a heating system. An excellent heating 
system installed in a poorly constructed house can be 
expected to give unsatisfactory service. The classification 
of house construction has been divided into five head- 
ings. The proposed rating of these classifications is as 
follows: 

1) Degree of weatherproofing — Weatherproofing 
pertains to the construction of the house, including type 
of wall construction, use of insulation, double or single 
glazing of windows, and all other factors that affect the 
heat losses from the house. Construction of the house 
and the amount of weatherproofing used is reflected in 
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the Btuh heat loss per square foot -* *~ > area. The clas- 
sifications and ratings are: 

Class A Less than 35 Btuh design heat loss per sq 

ft of floor area. 

Class B 35 to 50 Btuh design heat loss per sq ft 

of floor area. 

Class C 50 to 60 Btuh design heat loss per sq ft 

of floor area. 

Note: The above classification was based on condi- 
tions in a single story house without a basement. 

Some thought has been given to the use of square feet 
of envelope area, but no values have been evolved for 
this factor. It may also develop that the values should 
be modified for mild climate areas. 

2) Slab floor insulation and construction — The rat- 
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CRAWL SPACE must be insulated and covered with 
waterproof membrane to rece‘ve a high rating 


OUTSIDE AIR for ventilation and combustion needs is 
rated as Class A for heating systems 


“*... a gigantic step forward in promoting 


the industry’s relationship with the public... ” 


ing of slab floor on ground construction is proposed as 
follows: 

Class A Two in. thick edge insulation of moisture 

resistant material installed vertically or 
“L” shaped around the edge of the slab, 
and an effective vapor barrier beneath the 
slab. 
One in. thick edge insulation of moisture 
resistant material installed vertically or in 
“L” shape, and an effective moisture bar- 
rier beneath the slab. 

Class C Minor deviations from Class B. 

Class D Considerable deviation from Class B. 

3) Crawl space insulation and construction — The 
rating of crawl space construction under an entire house 
or under any portion of a house of mixed construction, 
such as split-level houses, is as follows: 

Class A Earth is covered with a heavy and suitable 
moisture membrane, vent openings are 
provided with tight fitting enclosures, 
drainage is good around the outside, wood 
moisture content of structural members 
within the crawl space is not in excess of 
10 percent, and side walls are insulated 
to give approximately the same “U” fac- 
tor as walls of the house. 

Class B Same construction requirements as Class 
A except that outside wall insulation is 
equivalent to insulating effect of 8 in. thick 
concrete or masonry. Wood moisture con- 
tent is not in excess of 10 percent. 

Minor deviations from construction of 
Class B, or with wood moisture content 
in excess of 10 percent. 

Class D Major deviations from Class B construc- 
tion or with wood moisture content in ex- 
cess of 13 percent. 

4) Basement insulation and construction — The rat- 
ing given to basement construction under an entire house 
or under a portion of a house of mixed construction, such 
as a split-level house, is as follows: 
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Class A No moisture or water is evident on floors 
or walls, outside walls are insulated, and 
edge insulation is provided around the 
portion of the basement used for more 
than occasional occupancy, such as recre- 
ation rooms. 

Class B No moisture or water is evident at any 
time on walls or floors, outside wall con- 
struction has a “U” factor at least equiva- 

lent to 8 in. thick concrete or masonry 
wall. 

Class C Minor deviations from construction in 

Class B. 
Class D Major deviations from construction in 
Class B. 

5) Wood moisture content — The moisture content 
of wooden construction members within the crawl space 
or basement is classified as follows: 

Class A Moisture content is less than 8 percent. 

Class B Moisture content is not more than 10 per- 

cent. 

Class C Moisture content is between 10 and 13 

percent. 

Class D Moisture content is in excess of 13 per- 


cent. 


Standards Will Promote Public Interest 


These proposed standards have been subject to indus- 
try-wide discussion since they began appearing in Amer- 
ican Artisan nearly two years ago. At the recent 
NWAHACA convention the necessary impetus was ap- 
plied and the standards are now undergoing analysis as 
a basis for criteria which will be adopted by the associ- 
ation. Association recommendation of these standards 
along with the accompanying publicity will constitute a 
gigantic step forward in promoting the industry’s rela- 
tionship with the public by establishing criteria which 
not only will result in better heating installations but 
which also can be understood and appreciated by the 
heating prospect. 
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7 ga equals 3 times 16 ga 


10 ga equals 14 ga plus 16 ga TABLE 1 — WEIGHT OF materials can 


11 ga equals 2 times 16 ga 
20 ga equals 44 of 14 ga 


By Daniel H. Spofford oie he we 


Griffen Industries, Inc. For galvanized steel, multiply the 


be quickly determined from known di- 
mensions of various parts 


weight found by the factor 1.05 


A valuable tool 


for estima- 


tors shows weights of | 
standard gages of hot 


rolled _ steel, 


galvanized © 
and aluminum sheets in. 
various thicknesses for 
fast, accurate cost calcula- 


tions — 


THE SHEET METAL contractor’s estimator often finds that 
much of the time he spends in figuring job prices is con- 
sumed in determining the weight of metal to be used. 
This time problem has been relieved at Griffen Industries, 
Inc., Coral Gables, Fla. Steve Raymond, president of the 
company, who is a member of the board of directors of 
the Sheet Metal and Air Conditioning Contractors’ Na- 
tional Association, has worked out a table listing the 
weights of various gages of hot rolled steel sheets, gal- 
vanized steel and aluminum sheets of various thicknesses. 


(See Table 1.) 


How The Table Works 


Among the many specialty items recently fabricated 
in the company shop are aluminum desks for the Eastern 
Airlines terminals, most of which are located in cities 
along the Atlantic coast where high concentrations of 
moist air cause discoloration of many metals, These desks 
have two shelves and a bottom. They are 5 ft high, 3 
ft wide and 18 in. deep and are used at checkout points 
for passengers’ loading zones. 


Table Shows Weights at a Glance 


Dimensions of the 0.040 aluminum sheet used in these 
desks are as follows: 
1 piece 36 X 60 in. = 2160 sq in. 
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2 pieces 18 X 60 in. = 2160 sq in. 
3 pieces 18 X 36 in. = 1954 sq in. 

To find the weight of the 2160 sq in. piece of 0.040 
aluminum sheet on the chart, we run down the sq in. 
column to 2000, then look in the 0.040 column for the 
weight, which is found to be 8 lb. To this we add the 
weight of 100 sq in. (0.40 lb) and 60 sq in. (0.25 lb). 
Thus, the total weight of the single 2160 sq in. piece 
specified for the desk is 8.65 lb. 

The two sides of the desk each have 1080 sq in. of 
sheet aluminum, or a total again of 2160 sq in. Table 1 
establishes the weight at 8.65 lb. 

The three shelves total 1954 sq in., requiring 8.25 lb 
(Table 1). The sum of these three weights is 25.55 


pounds — total weight of sheet aluminum required for 
each desk. 


Larger Weights Also Obtainable 


For large work, the sq ft. column is used as a means of 
determining weight. The column listing sq ft is next to 
the sq in. column. 

The weight of galvanized sheet steel is found by multi- 
plying an identical weight from the table for hot rolled 
steel by the factor 1.05. For example, 1000 sq in. of 18 
ga hot rolled sheet steel weighs 14 lb; therefore, 14 X 
1.05 = 14.7 lb for 1000 sq in. of galvanized sheet steel. 
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IDEA FILE 


12 Helpful Ideas for Dealers 


Here’s a reference file showing how other dealers are going after 


sales leads and trimming management costs. Even if you can’t apply 


these ideas now, keep this information for future use 


Prospect Lists 


l ONE METHOD of locating pros- 
pects for heating systems is 
being used to good advantage by the 
Aire-Flow Heating Co., Yakima, 
Wash. Realizing that satisfied cus- 
tomers are excellent recommenda- 
tions, R. A. Dittmar, owner, enlists 
the aid of these customers in locating 
new sales prospects. To do this he 
sends a mailing piece to recent cus- 
tomers telling them how they can 
earn a valuable present for their 
homes. 

The satisfied customer is asked to 
send in the names of three people he 
believes will be prospects for heating 
systems. A return post card is en- 
closed for this purpose. The card is 
attached to a folder that describes 
the gifts he may choose if any one 
of the prospects buys a heating sys- 
tem. If more than one prospect buys 
a heating system the person sending 
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the names to the company may 
choose two items from the folder or 
come to the company’s office and 
select a gift from a larger catalog 
containing a wider selection of gifts 
of twice the value. 

One lady has been responsible for 
the sale of seven heating systems. 
Another customer has sent in the 
names of five prospects, all of whom 
have purchased heating systems from 
Aire-Flow Co. 

The brightly colored folder de- 
scribing the gifts is 14 X 24 in. and 
displays 24 items such as electric 
percolators, cameras, picnic kits, ve- 
locipedes, briefcases, cooking uten- 
sils, clothing, toys, fans, 
electric irons, a portable electric saw, 
a set of blankets and a handbag. 
Each item is described and a num- 
ber of well known brands are men- 
tioned. 


jewelry, 


The company’s name and address 
is prominently displayed to take 


further advantage of the folder as a 
merchandising and sales promotion 
tool. 


Promotion Brochure 
2 The problem of reaching pro- 


spective home owners 
they decide on a house has been 
solved by Swett Bros., Inc., Spring- 
field, Mass. This organization be- 
lieves in getting the heating system 
story across early to the prospective 
home buyer. They have prepared a 


/ 


two-color, 814 X 11 in., four page 
brochure that gives the prospect 
some pertinent facts to think about 


before he invests in a home. 


before 


The brochure has on its cover an 
attractive house 


“Comfort in 


illustration of an 
and the title 
Home.” 


Your 


The printed message is pointed 
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toward the interest of the prospect. 
No commercial approach is made un- 
til the reader has almost reached the 
end of the message. The company 
offers to supply additional informa- 
tion dealing with any specific prob- 
lems the prospect may have. The 
company address is given for refer- 
ence. Responsibility of the organi- 
zation and the fact that services are 
available 24 hours a day are pointed 
out. 

This starts out 
with the question, “Would you like 
to know 


consumer piece 


about your heating sys- 


tem?” and continues, “Yes, we mean 
your heating system, since it will be- 
long to you should you decide to buy 
the house you are now looking at.” 
The message continues the approach, 
“You want to be assured that you 
will be comfortably warm without 
excessive fuel cost. Your builder, who 
has had many years of experience 
building houses with various types 
of heating systems, chose this heating 
system for one reason only — to 
equip this house with the only heat- 
ing system that will give you com 
plete indoor comfort.” 

The brochures are passed out at 
private model home showings con- 
ducted by builders, development 
open house events where newspaper 
advertising has invited the public to 
see the project, and at home shows. 

Mr. Russell F. Swett says the num- 
ber of leads obtained, plus the good 
will built by these brochures, makes 
them the most economical promo- 
tional piece his company has ever 


used. 


Blueprint Rack 


Usually when a_ new shelf, 
3 book rack, table or some other 
office fixture is needed, the first thing 
most people do is reach for the phone 
to call a carpenter. But not Donald 
A. McCreary, Albany, N. Y., sheet 
metal contractor. His first thought is, 
“Can it be made from metal and, if 
so, how will I do it?” 
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An example of one of his develop- 
ments is a useful device which solves 
the problem of what to do with a 
stack of blueprints. Mr. McCreary 
designed a blueprint rack that will 
hold eleven sets of plans, usually the 
prints most in use during normal 
operation. 

Blueprints are held in place by 
tension to the plan rod — punching 
or drilling is not necessary. Three 
wing nuts and studs create enough 
pressure to hold up to ten prints on 
each plan rod. 

The plan rack is 36 in. wide. Ver- 
tical supports are tapered from 2 in. 
at the top to 11 in. at the bottom. 
The rack is fabricated from 0.040 
ga. aluminum. 

The bottom is held in shape by a 
horizontal retaining bar which also 
holds the blueprints within the lim- 
its of the width dimensions. 


Promotion Stunt 
4. “You've got to keep your name 


constantly before the public if 
you don’t want them to forget you,” 
says Michael A. Devino, president, 
Heat Waterbury, 
Conn. “That’s why I developed this 
new promotional 


Devino Corp.. 


stunt to attract 
more attention to our company.” 
The stunt Mr. Devino refers to is a 
midget automobile driven by his 10 
year old son. Youngsters up to 13 
years old are invited to take a ride 
in the “Devino Special.” 

The sport car is used in connection 
with a mobile demonstrator which 
is part of every public gathering in 
the Waterbury area. This mobile 
demonstrator is equipped with dual 
loud speakers that keep the crowds 
at ball games, fairs and other social 
events informed on what is going on. 
In between the running commentary 
of the announcer, music is played to 
vary the tempo of entertainment. 

When Mr. Devino’s son appears on 
the field, he announces over the ad- 
child that 
would like a ride with him around 


dress system that any 
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the park can meet him at the “De- 
vino Demonstrator.” 

There is always a big response to 
this invitation. The children’s parents 
frequently accompany the youngsters 
to the meeting place. While waiting 
a turn to ride in the midget sport 
car, they have a chance to see and 
hear about the heating equipment 
displayed on the truck: The display 
includes everything from a complete 
furnace with a full size duct system 
to gas and oil conversion burners. 

Mr. Devino says, “If you want the 
public to know who to turn to when 
they are thinking of heating or cool- 
ing equipment, you've got to keep 
reminding them where you can be 
found.” 


Mailing Pieces 

It’s what you do and where 

that counts most in building 
sales volume, according to Arthur 
H. Johnson, president, A. S. Johnson 
Co., Inc., Washington, D. C. This 
company uses several effective sales 
promotion techniques. One is a give- 
away present to all lady prospects for 
either heating or air conditioning 
equipment. The most popular of these 
gifts has been an attractive imprinted 
potholder containing a small magnet 
which clings to the side of a stove 
or kitchen cabinet. 

Another sales promotion stunt is 
a monthly direct mail piece sent to 
a selected list of 5000 previous and 
prospective customers. The mailing 
list was compiled by Mr. Johnson 
and the care used has been respon- 
sible for the high percentage of sales 
closed. The direct mail pieces are 
prepared by one of the office staff. 
Each piece has a different approach. 
Sometimes they are duplicates of ad- 
vertisements run in the local news- 
This has doubly 
valuable as the cost of preparing re- 
prints of the ad is very small, and a 
second reminder to a prospect adds 
impact to the original ad. 

Each ad is worded to get the mes- 


papers. proved 


sage across quickly, yet provide 
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show the 
reader a solution to his particular 


sufficient information to 
with the 
season as well as with current events, 
and are different 
types of prospects. For instance, one 


problem. Ads are tied in 
varied to reach 


ad early in the summer was on cen- 
tral residential mechanical cooling 
equipment; a second on the same 
subject a week later was pointed 
toward the homeowner who couldn’t 
afford the cost of mechanical equip- 
ment but who could afford to install 
an attic fan. 

A careful check is made against 
the mailing list to determine the 
pulling power of each month’s mail- 
ing. The list is continually revised. 
New ads are patterned after those 
that have proved most effective. 


Open House 


To celebrate the completion of 
a new showroom annex to his 
present shop, Sam Dick, heating and 
cooling dealer of Hope, N. J., issued 
written invitations to customers and 
prospects living within a 25 mile 
radius. 
The included the 
mayor of Hope, the fire chief, chief 
of police, a minister of one of the 


invitation list 


churches, the local banker and many 
of the other prominent business men 
of the community and their wives. 
The party was held in the new wing 
which was 


with colored 


streamers and balloons. Refreshments 


decorated 


were served all evening. 

Because people came from many 
different areas, a number of them 
didn’t know each other. To solve this 
problem each person received a 
badge with his name printed on it. 
Soon there were no strangers. 

The decision to build a showroom 
in a rural location was not an easy 
one to make, according to Mr. Dick. 
To help him reach a decision, he 
made it a practice during the past 
three years to ask prospects and cus- 
whether would 
liked to come to his place of business 


tomers they have 
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to examine the equipment before 
making a purchase. The remarks 
made by prospects indicated that the 
showroom would be a valuable addi- 
tion and that an increase in sales 
volume could be expected through 


its use. 


Material Storage 


Storage of the many materials 

used in a sheet metal shop is a 
problem long faced by the sheet 
metal contractor. Much of the ma- 
terial requiring storage is heavy, 
and the many different sizes make 
most storage bins bulky and space 
consuming. One contractor who has 
found a solution to the storage of 
angle iron, channels, rods and bands 
is Harry Quade, Jr., manager, Wm. 
Schupp & Co., Minneapolis. 

Mr. Quade has developed a storage 
rack that stands 8 ft high with two 
vertical racks facing each other and 
two rows of bins for light weight 
materials above the 6 ft wide arch. 
The left side with nine racks is 20 ft 
long. This side is used to store all 
sizes of angle iron and small chan- 
nels. The heaviest piece of material 
stored here is a 20 ft length of 3 X 
3 X ¥Y, in. angle iron. 

The right side of the storage rack 
contains ten shelves and is 16 ft long. 
Various sizes of band material are 
stored on this side. Band materials, 
being lighter in weight, are easily 
lifted to the guide channel for shear- 
ing to desired lengths. 

The supports for 
racks can be fabricated 


vertical these 
from any 
heavy gage steel. Vertical supports 
along the sides should be placed not 
farther than 4 ft apart and the arms 
for racks and shelves should be sup- 


ported from beneath. 


Sales Bulletin 
8 The Limbach Co., Pittsburgh 
sheet metal contractor, has pub- 


lished a two-color, four-page, 814 X 


11 in. bulletin on a six-time-a-year 
basis since 1949. Each edition of the 
bulletin, known as the Limbach Let- 
ter, is slanted toward some specific 
topic. Recent issues covered such sub- 
ject architectural metals, ceilings, 
heating and mechanical work. 

The bulletin is mailed to an ex- 
tensive list of customers and pros- 
pects in the market area served by 
the company. Its purpose is twofold: 
1) to encourage prospects to do busi- 
ness with Limbach Co., and 2) to 
help keep present customers sold on 
the company’s services, progressive- 
ness and versatility. 

The bulletins are printed on a 
good quality glossy paper using the 
offset lithography process. Produc- 
tion and mailing costs average about 
$750 per issue. 

One page of the bulletin, with the 
caption “Leave it to Limbach,” is 
used to describe the work performed 
in certain departments of the com- 
pany and to introduce the men who 
head these departments. 

The cover page presents an 8 X 
814 in. photograph of some project 
recently completed by the company. 
This photo is described in detail on 
page 2. Customers are naturally 
pleased to have their new doorways, 
reception rooms, display rooms, store 
fronts or employee recreation rooms 
given publicity in the Limbach Co. 
bulletin. 


Awards for Employees 


9 Some sheet metal contractors 

have made it a practice to en- 
courage employees to submit ideas 
that result in developing safer ways 
to perform their work, reduce the 
volume of waste and provide short 
cuts in fabricating techniques. 

An Amherst, O. sheet metal con- 
tractor, the A. Nabakowski Co., has 
developed this practice further than 
most. This company awards a $25 
defense bond to the employee sub- 
mitting the best idea each month. At 
the end of the year, a review of the 
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twelve monthly awards is made and 
an annual award of a one-week paid 
vacation and an all-expense Florida 
trip for two is given to the employee 
submitting the best idea of the year. 

The entries are judged by a three 
man committee consisting of M. W. 
Nabakowski, manage- 
ment; Stanley Kryk, representing the 
employees; and a third party not 
connected with the company, Jack 
Koontz, mayor of Amherst. The sub- 
mitted ideas are judged for their 
originality and usefulness to the com- 
pany. 


representing 


Ideas and suggestions which do 
not win the monthly award but do 
have potential value to the company 
are put into use and the person sub- 
mitting the proposal receives a cash 
prize. 


Tool Renting 


F. V. Pils, Lockport, N. Y. 
10 heating-cooling dealer, has 


been operating a tool rental service 
for two years and reports that this 


service has proved to be a steady 
source of heating-cooling leads. 

Tools on the list are those needed 
occasionally by a home owner. They 
range from power lawn mowers, floor 
polishers, ladders, and cement finish- 
ing tools to saws, drills and sanders. 
The rental is low, ranging from $1] 
per hour for a power lawn mower to 
$1 a day for a sander. 

The list of tools was compiled with 
year round needs of customers and 
prospects in mind. Each time a per- 
son comes to the shop to rent a tool, 
Mr. Pils has an opportunity to ask 
about his  heating-cooling equip- 
ment. Even if the customer’s equip- 
ment is new or in good working con- 
dition, there is always the chance 
that the tool customer might have a 


neighbor who is having trouble with 
his heating equipment or who might 
be in the market for a conversion job 
or the addition of a cooling system. 

Mr. Pils’ tool rental service has 
proved more than _ self-supporting 
during the past two years and ap- 
pears to be growing in volume with 
the result that sales leads are also 
increasing. The investment in tools 
has been kept at a minimum by 
using tools of good quality and sell- 
ing them at about half price after 
they have been in use for one year. 


Sales Booklet 


One business puller that is 
l 1 proving worthwhile for 
Arthur Heaphy, Syracuse, N. Y., 
heating dealer and sheet metal con- 
tractor, is an 8 X 11 in., 16-page 
booklet entitled “Heaphy’s News,” 
which is mailed to 5000 prospects 
and former customers each month. 

The booklet is prepared by a 
printer who provides all the technical 
experience for the assembly of edi- 
torial and advertising contents. The 
ads are varied and cover the many 
products offered by the Heaphy com- 
pany which, as a service to the neigh- 
borhood and to draw walk-in trade 
into the display room, maintains a 
small tool and household equipment 
department. 

The advertisements are small 
(about six to a page, three two- 
column and three one-column ads) 
and their cost is generally paid by 
the manufacturers or split by agree- 
ment between the manufacturer and 
Mr. Heaphy. 

Small ads are used to develop in- 
terest in household products that a 
neighbor may be planning to pur- 
chase for his daily use. By offering 


IDEA FILE 


neighbors an opportunity to buy 
their household needs at a conveni- 
ent location, Mr. Heaphy builds traf- 
fic in the display room. This offers 
a good opportunity to ask customers 
about their heating systems or find 
out if they are good prospects for 
add-on cooling units. 

Editorial and advertising share the 
space about equally. The editorial 
content is provided by the printer 
and is slanted toward both the lady 
of the house and the home owner who 
does his maintenance 
work, A two page department de- 
voted to tried recipes and household 
hints receives good readership, ac- 
cording to Mr. Heaphy. 


own minor 


Pattern File 


Which sheet metal patterns 
12 to keep and which to dis- 
card and what to do with those that 
are kept? This is a traditional prob- 
lem in sheet metal shops. 

This problem has been solved in 
the shop of Richard W. Friday, 
Rochester, N. Y. dealer. Mr. Friday 
has taken an idea from the dry clean- 
ing shop and has hung his patterns 
on a wire hanger that hooks over a 
34 in. iron pipe supported horizon- 
tally under a shelf. 

The patterns are hung in groups 
and are coded to identify related 
parts of each complete fitting. The 
code is arranged to show the num- 
ber of parts to the complete pattern 
and the relation of each part to the 
total number. The code uses letters 
to represent the type of fitting and 
numerals to indicate the number of 
parts making up the fitting. Thus 
SROT 2/4 means that the pattern 
is part two of a four part assembly 
for a square to round offset transi- 
tion. 


The twelve ideas presented here were summarized from previous articles published in the monthly 
department “Idea Exchange for Dealers and Contractors.”’ Tear sheets of articles will be sent on re- 


quest. Write: Clyde M. Barnes, Editor, American Artisan, 6 N. Michigan Ave. Chicago 2 
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NWAHACA 
CONVENTION REPORT 








INDOOR COMFORT 


a 3 
A > 
# Conomanins 88 


NEW OFFICERS who will guide NWAHACA for the next 
two years are (1 to r) Tom Byrd, first vice president; George 
Boeddener, secretary-treasurer; Frank L. Meyer, president, and 
C. L. Sapp, second vice president 


Industry Reviews Its Best Year 


..- at the NWAHACA annual convention in 

Cincinnati last month, attended by a record number 

of dealers and featuring, along with plans for 

future projects, some practical information on markets, 
selling, local associations, sales training and research progress 


Tn, ae 2 


ASSOCIATION STAFF members are (1 
to r, seated) Paul J. Gannett, public re- 
lations; Hebert T. Gilkey, technical secre- 
tary, research; Guy Voorhees, technical 
secretary, application; (standing) George 
C. Fox, industry relations; Randall A. 
Nelson, director of public. relations, and 
James M. 
director 


Martin, assistant managing 


80 


DEVELOPMENTS AT THE four-day an- 
nual meeting of the National Warm 
Air Heating and Air Conditioning 
Association Nov. 26-29 in Cincin- 
nati, indicated that the warm air 
heating-cooling industry has made 
more progress during the past twelve 
months than in any previous period. 
The meeting brought forth a record- 
breaking 689 dealers, manufacturers, 
wholesalers and others. The biggest 
increase was noted in the number 
of dealers attending. George Boed- 
dener, managing director, estimated 
there were 50 percent more dealers 
registered this year than last year 
which up to then recorded the high- 
est dealer registration on the associ- 
ation’s records. 

Association committees met the 
first two days to plan 1957 activities. 
Each committee’s report on the after- 
noon of the second day indicated 


many new tools would soon become 


available to assist the dealer in en- 
gineering, installation and _ sales 
work. The second two days of the 
meeting became the 43rd annual 
convention, with sessions directed to- 
ward market information, dealer 
aids, local dealer associations and 
their role in industry, sales train- 


ing and research progress reports. 


F. L. Meyer Elected President 


Election of officers saw Frank L. 
Meyer, president, Meyer Furnace 
Co., elected NWAHACA president, 
and Tom Byrd, vice president, Lau 
Blower Co., elected first vice presi- 
dent. C. L. Sapp, president, The Far- 
quhar Co. and member of the board 
of trustees, was moved up to the 
number three position of second vice 
president. H. F. Randolph, president, 
Heater Co.; H. F. 


Brundage, president, The Brundage 


International 
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Co.; and Eugene J. Cullen, sales 
manager, Metal Lath Products Div., 
Inland Steel Products Co. were 
elected to the board of trustees. 
George Boeddener, managing direc- 
tor, was re-elected secretary-treasurer. 
A new position assistant manag- 
ing director was assigned to 
James M. Martin, who has been with 
the association since 1949 and has 
been handling the duties of director 


of industry relations. 


Two Trustees Re-elected 


Members of the board of trustees 
whose two year terms of office ex- 
pired and who were re-elected to 
serve an additional two years were 
J. F. Knoff, Airtemp Div., Chrysler 
Corp. and T. W. McNeill, American- 
Standard Corp., Air Conditioning 
Div. Members of the board of trustees 
whose terms did not expire this year 
are: J. F. Deane, International Sales 
Co.; E. A. Eichenberger, F. Meyer 
& Bro. Co.; G. D. Heeringa, Hart & 
Cooley Mfg. Co.; W. C. Kremser, 
The Forest City Foundries Co.; F. 
J. Van Poppelen, General Electric 
Co.; W. J. Olsen, Armstrong Fur- 
nace Co.; and D. E. Sedgwick, The 
Waterman-Waterbury Co. 

G. W. Denges, vice president, Wil- 
liamson Co., having finished a two 
year term as president, became ex- 
officio and a member of the board 


of trustees. 


Technical Conference Set 


Dates for the Second Technical 
Conference were announced by Pres- 
ident Denges as May 1-2, 1957 at 
Hotel Cleveland, Cleveland. Semi- 
annual committee meetings will be 
held April 29-30. Also announced 
were the dates and location of the 
association’s 1957 summer conven- 
tion — June 5-7, Fairmont Hotel, 
San Francisco. The meeting will be 
co-sponsored by the National Warm 
Air Heating and Air Conditioning 
Association, Warm Air Heating In- 
stitute of Northern California, Insti- 
tute of Heating and Air Condition- 
ing Industries and Portland Warm 
Air Heating and Air Conditioning 
Association. 


AmeRICAN ARTISAN, JANUARY 1957 








Convention Highlights 


Second technical conference announced for May 1-2, Cleveland. 
Program will include reports on research, engineering, design and 
application. 


+> 


Summer convention scheduled for June 5-6-7 in San Francisco. 
Program is directed to serving the dealer. Subjects will include: 
air cleaning, cooling systems, noise level control, solving humidity 
problems, ventilation of attic space, estimating operating cost of 
heating-cooling equipment. 


++ 


Ten college short courses scheduled for 1957. Four-day programs 
scheduled for Pennsylvania State University, Washington Univer- 
sity, Oklahoma A & M College, Ohio State University, Michigan 
State University, Long Island Technical and Agricultural Institute, 
University of Omaha, Purdue University, Syracuse University and 
University of Connecticut. 


+o 


Certified Heating Program will be promoted on an ever widening 
scale. Cuyahoga County (Cleveland, 0.) association deserves bou- 
quet for progress achieved. 


+> 


1957 modernization potential to outstrip record breaking 1956 
sales of $15 billion. Operation Home Improvement will pepper 
prospects with new slogan, “Better Your Living.” 


+ 


Survey shows 200,000 ripe prospects for zone control of heating 
systems. Seven metropolitan city surveys indicate people will listen 
to zoned system sales story and 20 percent will be willing to buy it 
in 1957. 


> 


Hidden costs consume dealer’s profit margin. Summary of dealer 
interviews indicates that labor costs are between 11 and 13 per- 
cent higher than hourly wage rate. 


oe 


Warm air Heating and Air conditioning Modernization program 
will be continued throughout 1957 with greater emphasis at con- 
sumer level. 


+> 


Market potential for summer air conditioning includes 270,000 
households with definite buying plans, according to survey. This 
represents approximately as many installations as have been made 
to date throughout the entire country. Other survey findings also 
indicate tremendous short and long range potential for central air 
conditioning. 











Dealers Had This to Say... 


Carl Cowan 

A. C. Olsen 
Cart Cowan, Williamson-Cowan Co., Dayton: “I’m glad to see 
that NWAHACA is allocating more of its convention time to help- 
ing the dealer. Topics covered here made it well worth the time 
spent. The information presented on business administration was 
most helpful to me.” 
Atvin C. Otsen, Olsen Sheet Metal Works, Racine, Wis.: “This is 
my first NWAHACA annual convention. I found many of the sales 
ideas excellent and I intend to adapt them to local conditions in 
my home town. The meeting was well scheduled to coincide with 
the time a dealer can best attend. I plan to attend again in 1957.” 
Micwae J. Orapectta, Warm Air Furnace and Air Conditioning 
League, Cleveland: “The exchange of ideas that takes place be- 
tween dealers, wholesalers and manufacturers at conventions such 
as this makes it possible for each dealer attending to return to his 
business better prepared to solve problems at the retail level. I'd 
like to see more local associations represented in the future.” 


D. H. Farnham 
E. J. Frencn, Kalamazoo Heating & Appliance Co., Kalamazoo: 
“I was privileged to attend the pre-convention meeting of the 
publicity and merchandising committee. The enthusiasm shown by 
this committee membership indicates to me that there is no ques- 
tion as to the successful achievement of the end result as far as the 
consumer, dealer and manufacturer are concerned.” 
C. P. New, Neil-Hubbard Heating & Air Conditioning Co., St. 
Paul: “The report on the success of the WHAM program has given 
me a complete new outlook on the sales potential of the community 
I serve. I plan to enlist other dealers in my area to undertake a 
program similar to the Milwaukee Association’s.” 
D. H. FarnuamM, Triangle Heating Co., St. Paul: “The degree of 
progress reported at this convention indicates to me that both na- 
tional and local associations can work together to build a stronger 
industry. The manuals of the NWAHACA make it possible to do 
the kind of work at the local level that will meet the requirements 
of municipal codes which undertake to protect the consumer.” 





Capsule Comment 


Capsuled here for your conven- 
ience are speakers’ comments on sub- 
jects of interest to all branches of 
the industry. Complete papers pre- 
sented during the convention will ap- 
pear in subsequent issues. 


Dealer Aids 


G. W. Denges, vice president, The 
Williamson Co., and president 
of NW AHACA: 


1 One hundred fifty-one field 

performance investigations of 
central residential heating and cool- 
ing systems have been completed 
since the program got underway in 
1949. The information gathered is 
evaluated and made available to 
dealers through the  association’s 
eleven manuals. These manuals are 
being revised almost annually to 
keep abreast of the new techniques 
and data that make it possible to 
produce better central heating and 
cooling systems. 


W. L. Dulle, vice president, E. E. 
Souther Iron Co. (St. Louis 
wholesaler): 


») A recent survey of warm air 
™ heating dealers in the St. Louis 
area indicated that small dealers 
(average sales volume of $60,000) 
paid hourly labor rates of $3.05. The 
hidden costs, including taxes, wel- 
fare, holidays, etc. brought this fig- 
ure up to $3.39 per hour. Large 
dealers (average sales volume of 
$300,000) paid $3.55 per hour with 
hidden costs bringing the total labor 
costs to $4.03 per hour. 


The average time required to 

complete a gas-fired furnace 
installation (including all shop and 
site work) is 60 hours. Total of costs 
involved plus a 10 percent profit 
showed the average job should have 
been sold for $810. 


R. A, Nelson, director public rela- 
tions, NW AHACA: 


4. The Milwaukee Sheet Metal 


Contractors Association’s cam- 
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Speakers pinpoint tremendous size of the heating-cooling 
market, show industry the pathway to increased sales 


paign proved that the WHAM pro- 
gram can improve the dealer’s profit 
picture. We, as an industry, have 
the responsibility and the tools to de- 
velop consumer demand for a quali- 
ty home comfort system at the local 
level. 


Market Facts 


C. W. Nessell, beating industry con- 
sultant, Minneapolis-Honeywell 
Regulator Co.: 


i] If the warm air heating in- 

dustry were to realign its 
thinking to coincide with the types 
of houses being constructed today, 
it would result in a much wider use 
of zone controlled systems. A recent 
survey covering seven major metro- 
politan areas indicates that 20 per- 
cent of the new houses required zone 
control. This could amount to at 
least 200,000 additional sales during 


1957. 


]. R. Doscher, executive director, 


Operation Home Improvement: 


‘2 For the first time in 10 years, 


money spent on home mod- 
1956 
amount spent for new housing. The 


amount is $15 billion which is a 25 


ernization in exceeded the 


percent increase over that spent in 


1955 for home improvement. 


R. A. Crane, manager, market re- 
search, ‘Kinetic’ Chemicals Div., 
E. I. DuPont de Nemours & Co.: 


3 With the bulk of central resi- 

dential air conditioning own- 
ers concentrated in the upper income 
brackets, the market, for the present 
at least, is a selective one. The fact 
that purchasing power is much high- 
er among the owners of medium 
indicate one 
better prospects 
might be found. Best prospects for 


priced homes would 
area where the 
central air conditioning would seem 
to be those homes now equipped 
with room units. 
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4. People appear to want to buy 

from an air conditioning spe- 
cialist. Dealers who want to sell this 
market would do well to include a 
statement on air conditioning in all 
their advertising. 


5 At present there is little shop- 

ping around for central air 
conditioning. The dealer who first 
attracts a potential buyer has the best 
chance to close a sale. 


R. D. Long, general sales manager, 
American Foundry and Furnace 
Co.: 


6 Dealers market 

open to them in the king-size 
jobs required for commercial, indus- 
trial, and public buildings. Warm 
air dealers can get a larger portion 
of this business. A warm air instal- 
lation is essentially the same whether 
it is 50,000 Btu or 5 million Btu. 


have a big 


A, M. Weimer, dean of the school 
of business, Indiana University: 


aw ° . 
4 A favorable change in interest 


rates during 1957 would help 
give housing a bigger share of the 
consumer dollar and boost the num- 
ber of housing starts above those es- 
tablished in 1956. The continued rise 
of family incomes will stimulate the 
desire for better housing and better 
home equipment. 


Local Assn. Guides 


R. H. Quiggin, Quiggin and Son, 
Cleveland dealer: 


] To be successful, a local asso- 

ciation must employ a full time 
managing director. Within six 
months after employing their first 
managing director, the Cuyahoga 
County (Cleveland) association had 
seven programs underway that had 
been discussed and held in abeyance 
for five years. 


‘) The industry needs a slogan 
—_ - 

to promote warm air heating 
both at a local and national level. I 


suggest: “A Warm Air Register Un- 
der Every Window.” 


]. B. Kuykendall, Jr., E. P. Nisbet 
Co., Charlotte, N. C. dealer: 


A code of dealer ethics is 
worthless unless there is a way 
to enforce them. A certified heating 
program appears to be the most ef- 
fective means available to local as- 
sociations. They can assure the con- 
sumer that he can get the best type 
of heating system available if he will 
demand a certified heating system. 


D. M. W. Wilson, managing direc- 
tor, Canadian chapter of 
NW AHACA: 


There are four steps necessary 

to round out a successful local 
association program. There must be: 
1) a technical training program for 
dealers and their employees, 2) en- 
forcement of the techniques covered 
in the program, 3) a dealer business 
program, and 4) a definite associa- 
tion advertising program. 


Jack Demling, assistant secretary, 
Sheet Metal and Air Condition- 
ing Contractors National Assn.: 


The certified heating program 
should be conducted on a na- 
tional basis but enforced locally. 


6 A certified heating program 

will give a customer a heating 
and cooling system that does much 
more than meet minimum standards. 


7 — The definition of “cost cutting” 

is “efficiency” and is far dif- 
ferent than the meaning of price cut- 
ting which leaves no profit for a 
dealer to service a Certified Heat- 
ing system. 


D. E. Hickey, D. E. Hickey Co., 
Pittsburgh dealer: 


8 As an association, our greatest 

contribution is to build public 
acceptance of the services offered by 
our members. It is our belief that a 
Certified Heating program and a 
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Committees work behind the scenes to help solve dealer 


and industry problems, plan for 1957 


WHAM program will do this most 
efficiently. 


. oe e 
Sales Training Tips 
Irving Gilman, vice president, In- 
stitute of Motivational Research: 


1 The heating-cooling industry 

is selling rationally but not 
emotionally. It concentrates too 
much on the physical characteristics 
of equipment and not enough on 
forces. The 


should emphasize emotion 


motivating industry 
appeals 
to a greater extent. By so doing it 
can give the customer effective and 
motivating guideposts to use in 
choosing between the heating indus- 


try’s products and other products. 


C. O. Dudley, sales consultant, Co- 
lumbus: 


2 In a sales presentation it is a 
mistake to mention the prod- 
uct before 


mentioning its selling 


features. 


3 To open the prospect’s mind 

to your presentation you must 
follow certain well-recognized steps 
in order: 1) prepare yourself ahead 
of time, 2) have a good introduc- 
tion, 3) capture the prospect’s atten- 
tion, 4) gain his interest, 5) pro- 
vide him with important informa- 
tion, 6) make him dissatisfied with 
his present situation, 7) demonstrate 
how your product can be used, 8) 


close the sale. 


L. G. Miller, dean emeritus of en- 
gineering, Michigan State Uni- 
versity: 

The salesman’s first duty is to 

make friends for his company; 
the second is to sell the advantages 
of his company’s products over those 
of competing companies. 


Committee Reports 
For two days preceding the con- 


vention 160 members of the associ- 


St 


ation’s committees worked to solidify 
and coordinate the information ac- 
cumulated since the semi-annual 
meeting held last May. These com- 
mittees reported — in brief: 


R. ]. Waalkes, chairman, T echnical 
Data Committee: 


The new technical data book 
will contain seven sections at 
its first printing. They are: 
a) Introduction 
6b) Friction losses in rectangular 
ducts 
c) Friction losses in small round 
ducts 
d) Friction losses in elbows 
e) Friction losses in duct system 
fittings 
f) Heat transfer in ducts 
g) Calculation 
tables 


procedure design 


9 Data book will be available in 
May 1957. 


Bruce 


McLouth, College Short 


Course Committee: 


Ten four-day short courses are 
planned in 1957. 


4. Fifteen four-day short courses 
are expected in 1958. 


5 Attendance in 
e _ 
reach 1500. 


1957 should 


Lee Miles, chairman, 
Committee: 


Manual I! 


Tables on reflective insulation 

will be added to Manual 11. 

New 

house eave overhangs will pro- 
vide better artificial shade. 


recommendations for 


C. M. toeLaer, chairman, Manual 
8 Committee: 


8 Manual is scheduled for dis- 
tribution to members and non- 
members in February. 


9 Complete revision will enable 
dealers to use manual 8 as a 
consumer sales tool. It will contain 


data on both heating and cooling 
equipment performance. 


Clarence Grandstaff, chairman, 
Manuals 7 and 10 Committee: 


Data in Manual 7 will be ad- 
justed to conform with proce- 
dures outlined in other manuals. 


Future revisions of Manual 10 

(small pipe system design pro- 
cedures) will contain tables rated in 
Btuh capacity. 


R. M. Wallis, chairman, Manual 9 
Committee: 


New tables are included in 
complete revision which is now 
nearing completion. Manual should 


be available in June. 


E. B. Root, chairman, Manuals 3, 
3 Simplified, and 5 Committee: 


13 Manual 3 Simplified (pocket 
size) is no longer required and 
will be discontinued. 


William Wessells, chairman, Manu- 
als 4 and 7A Committee: 


Additional tables of heat trans- 

fer co-efficients for new con- 
struction materials will be included 
in revision of Manual 4. 


15 Ceiling panel heating systems 
(Manual 7A) will be revised 
and will include several new varia- 


tions in layout. 


F, W. Brundage, chairman, Manu- 
als 1, 2 and 6 Committee: 


Manual 6 will include cooling 


data in revision now underway. 


l Basic data covered in Manuals 
1 and 2 will be combined into 
one book when new data is added. 


H. C. Gurney, chairman, Publicity 
and Merchandising: 


1956 
WHAM program justifies in- 


The success of the 
creased activity in this during 1957. 
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Cincinnati 
Photo Report 


SAN FRANCISCO booster James F. 
Deane, invites Frederick W. Legler of 
Boston to come to the summer con- 
vention, June 5-7 


TOKEN of appreciation for many con- 
tributions made during his term as 
president is given G. W. Denges by 


George Boeddener (left) 
MANUAL 11 committee takes a break before plunging back into a 


discussion on heat transmission factors 





TECHNICAL CONFERENCE, sched- 
uled for May 1-2, is explained by 
Frank J. Nunlist, Jr., program chair- 
man, to Hugh Thompson, Cincinnati 


SHORT COURSE committee worked out the details for 10 four-day 
college courses for 1957 





HOW YOU CAM PT ASSOCIATION PUBLICITY TO WORK FOR YOU 


PUBLICITY committee members continued their dis- 
cussion long after their meeting adjourned: (1 to r) 
J. E. Seith, R. V. Main, H. C. Gurney and W. H. 
Flanagan 


Pa SUCCESS of the WHAM campaign is pointed out by 
R. S. Schmieder, secretary, Milwaukee Sheet Metal 
Contractors Association (right) to Ralph A. Nicholas, 
Kansas City (left) and Ray O’Hara, Cleveland 
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TITANIUM for use in a ther- 
mos bottle for an experimental 
laboratory is examined by (1 
to r) Jim, Louis and Joe Trost 


WELL EQUIPPED shop like that 

of Trost Sheet Metal Works is re- 
quired for fabrication of titanium & 
to customer specifications 





Titanium Pioneer Gears His Shop 





TITANIUM IS a comparatively new material that is find- 
ing many uses in the sheet metal field because it is 40 
percent lighter than steel yet is equally strong and has 
corrosive capabilities beyond those of stainless steels. 
To date most of the production of this metal has gone in- 
to the aircraft industry; however, its eventual use for 
many commercial applications is a certainty. 

Procedures for forming and fabricating titanium with 
regular sheet metal shop machines are mostly unproved 
because so little work has been done at this level. The 
bending, braking, forming and welding techniques used 
for stainless steel do not apply because titanium is an 
extremely tough material and a poor conductor of heat. 
Heat is localized at the point where the work is being 
performed, and may cause distortion of the sheet if pre- 
cautions are not taken. These precautions vary with each 
gage of the material and size of the job. 

A sheet metal contractor who has been feeling his 
way into this field is Louis Trost of Erie, Pa. The infor- 
mation presented here represents the results of five jobs 
undertaken for an experimental laboratory. The cost of 
titanium in sheet form — approximately $11 a pound — 
makes it essential that waste be kept to a minimum. To 
undertake fabrication of a titanium sheet into the speci- 
fied product with the knowledge now available, the sheet 
metal shop must be equipped with heavy duty power 
equipment. 

Mr. Trost, if not the first sheet metal contractor to 
fabricate titanium for a customer, is certainly among 
the first in the industry to make his fabricating tech- 
niques available to fellow contractors. The present form- 
ula calls for double the pressure required for the same 
gage sheet iron to shear and form titanium. (Most of 
the work so far has been with sheets 0.063, 0.032 and 
0.125 in thick.) Greater hold-down pressures are also re- 
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Here’s a pattern which contractors 


market which is being created by 


quired. Press and roll speeds must be lower with pres- 
sures about doubled. (Titanium can not be hurried.) 


Ductility Depends on Bend Radius 


For a given bend, say 105 deg, the smaller the bend 
radius, the more ductile the metal. The radius is usually 
designated in terms of thickness of the material, i.e. 
1.5 T, 3.0 T, etc. The non-ferrous industry has generally 
used radius of bend for this designation, whereas the 
stainless steel industry has often used the diameter as the 
means of designating the bend to be made. In the case 
of titanium, bend values are frequently indicated with 
no reference as to whether it is radius or diameter that 
is involved. In any case, commercially pure titanium up 
to 0.095 in. thick will successfully bend 180 deg parallel 
to the rolling direction, on a diameter of 1 T (a fadius 
of 14 T). 

When a bend is made perpendicular to the rolling 
direction, values are not quite so high, being perhaps 
a diameter of 114 T for the same commercially pure 


annealed material. The very high strength alloy grades 
are, of course, not so ductile, although material is avail- 
able in the 150,000 psi tensile range that will bend 105 
deg on a diameter of 4 T or a radius of 2 T in thickness 
of 0.095 in. or lighter. 

Initial experiments in brake forming, hydropressing 
and hammer-die methods of forming titanium have been 
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TRIM SHEAR speeds cutting of heavy gage metal for 
special shapes. Feature of machine is its safety char- 
acteristics 


To Heavy Duty Forming Techniques 
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ANGLE IRON FRAME for automatic welding machine 
will be covered with 20 ga hinged aluminum hood 











can follow to take advantage of the new 


this metal with its exclusive properties 


successful in varying degrees depending upon the sever- 
ity of the operation. Occasional cracking which developed 
when severe forming operations were undertaken at 
room temperature was eliminated when the temperature 
was increased to 650-900 F. (At these temperatures, 
titanium colors golden to blue.) 

In power brake forming where it is practical to heat 
the sheet and the equipment to these temperatures, the 
dies should be heated to between 400 and 500 F. A 
rubber pad beyond the heat line will prevent light gage 
sheets from leaving the equipment. An asbestos sheet 
can be used to protect the rubber pad. 

Where it isn’t practical to heat the forming equipment 
and the sheet is to be formed at room temperature, a 
springback of 8 to 10 percent must be allowed for to 
achieve the correct bend on the first handling. 


Three Methods Used for Cleaning 


When the hot forming technique is used, titanium 
must be cleaned to restore its luster. Cleaning is accomp- 
lished by one of three methods: 

1) Thick scale should be removed by sand or vapor 
blast, using small grit, followed by pickling. 

2) Light scale can be removed by a sodium hydride 
bath, followed by pickling. 

3) Light discoloration can be removed in pickling solu- 
tions of dilute hydrofluoric and nitric acids (2 percent 
HF to 10 percent HNO, at room temperature). 
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POWER ROLLER, operated by Jack Trost, turns out 
11 ga cylinder for casing lining 











































STAINLESS STEEL adapter was made with 14 in. ring 


welded to 4 in. transition from rectangular to round 
duct 












ee ae oe : 
HOOD AND EXHAUST DUCT of highly polished 
stainless steel was installed in hospital kitchen 


Mr. Trost has found that the band saw can be used 
effectively to cut sheet titanium to shape. He advises 
reducing the saw speed and using coarser blades. Stand- 
ard 1 in. wide by 1/16 in. thick blades are satisfactory 
for this work. 


Inert Gas Shield Required for Welding 


Shapes and sections are joined by welding. Here every 
skill of the workman is called upon to obtain a satisfac- 
tory joint because while welding of titanium presents 
basically the same problems as are encountered with 
other metals, these problems are magnified. The difficul- 
ties are due principally to contamination by air and to 
structural changes occurring during the welding process. 

Titanium is extremely reactive to oxygen and nitrogen. 
To reduce the possibility of these elements reaching the 
molten metal during the welding procedures, it is neces- 
sary to perform the welding operation in a tank filled 
with inert gases. A test has shown that as much as 0.15 
percent of oxygen can cause poor physical properties of 
the weld. 

Thus, the most satisfactory welds are accomplished 
with an inert gas shielded flame. Where the amount of 
welding is on a small scale and an enclosed inert atmos- 
phere tank is not practical, welding at the Trost shop is 
performed in an area which is protected from air cur- 
rents and the welding torch valve supplying the helium 
is opened wide to flood the area around the arc. The arc 
is moved forward and backward to heat the metal on 
both sides of the welding point. A perpendicular weld- 
ing angle has been found most effective. This angle pre- 


vents the completed weld from cooling too rapidly and 
lessens the chance of crystalization. 


Shop Equipped for Titanium Work 


A description of the Trost Sheel Metal Works and some 
of the work it turns out illustrates the type of shop best 
qualified to handle this new material. Shop equipment 
includes heavy duty power brakes, shears, rollers and 
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LABORATORY testing equipment was installed in these 
stainless steel cabinets containing 385 holes of varying 
sizes. Holes and interior work consumed over 60 percent 
of total fabrication time 


nibbler, all of which are capable of handling up to 10 
ga sheets. Some of the products fabricated to customer 
specifications are machine guards, tanks, hoppers, hoods, 
drying ovens, production machine frames and cabinets. 

The shop recently has been rebuilt to provide adequate 
working room around each of the heavy machines. Two 
doorways were included in the remodeling, one at the 
front of the building for unloading raw materials onto 
near-by storage racks the second at the rear of the build- 
ing where finished products are moved on trucks that 
can be backed into the loading area from the alley that 
divides the city block. 


Management Team Keeps Work Flow Smooth 


Jack Trost, shop superintendent and son of the found- 
er, has a glass-enclosed and soundproof office in the 
center of the building. The shop office contains a desk, 
telephone stand, drafting table and blueprint file. Every- 
thing has been designed to keep work flowing smoothly 
through the shop. 

The business office is headed by Joe Trost, son of the 
owner, who is responsible for customer relations, sales 
and record keeping. The third son, Jim, is outside super- 
intendent and keeps the installing and erection crews on 
schedule. 

Most of the work taken by the company is for small 
quantities of specialized products. The prices quoted are 
often on a time and material basis. This is also true on 
the jobs now being handled for which titanium is speci- 
fied. Bids are based on a system worked out from the 
time required to do similar jobs in the past. It is the 
responsibility of Joe Trost to obtain this data from his 
two brothers so adequate records can be maintained and 
quickly located when required for estimating a proposal. 

The company management believes its accumulated 
experience with titanium has now equipped Trost Sheet 
Metal Works to enter this important field with both feet 
— and is looking forward to the new experience. 


(Material supplied for some of the procedures outlined here was furnished 
by Mallory-Shavon Titanium Corp., Niles, O.; Titanium Metals Corp., 
New York City; and Republic Steel Corp., Massillon, O.) 
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Presented in the following 
seven pages are_ tables, 
charts and graphs containing 
information and data which 
are often needed in engi- 
neering, fabricating, servic- 


ing and installing residential 

N D ATA Ri LE air conditioning-warm air 

g heating equipment and in 

sheet metal contracting. Sim- 

plified in form for quick ref- 

erence, this data file will 

serve as a valuable tool for 

the shop, engineering de- 
partment and installer 
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Stack Heat Losses Occurring at Various C02 Readings 


and Stack Temperatures _ Practical Values for Efficiency 
of Fuel Consuming Equipment 


Fuel Efficiency 
6 7 ~ 9 10 11 12 13 14 15 1) Electricity ) 
ao CRS. CUS. ee OS ee ee 120 11.0 #110 °® 10.0 2) Gas : 

ie oe a ee) ee a en a oe ; ieee m 

29.5 27.0 245 21.0 190 185 170 160 15.5 130 143 14.0 3) Oil, burned in oil designed 
31.0 285 250 22.5 205 190 180 165 15.5 15.0 14.5 14.0 furnace 

33.0. 30.0 27.0 24.5 22.5 205 19.0 180 165 15.5 15.0 15.0 4) Oil, burned in conversion 
ae a. 25. 38: 0S ee RS 8s le (MS 8S aS burner 

38.0 34.0 30.0 265 245 22.5 20.5 19.5 185 17.0 18.0 163 5) Coal, soft, stoker fired .... 

39.5 35.5 31.5 27.5 260 23.5 220 20.5 19.0 185 18.0 17.0 3 3 

41.0 37.0 33.0 29.0 26.5 25.0 23.0 21.0 205 19.0 185 18.0 6) Coal, anthracite, stoker 

mo 28 .4e 635 7.53. BS BS mse 722 0S WO: TES fired 

44.0 39.5 36.0 32.0 29.0 27.0 25.0 23.0 22.0 205 19.5 19.0 7) Coal, soft, hand fired 0.65 
BO MS 189 HD = (90S BS ED «23.8 «3.8 22.8888 28S 8) Coal, anthracite, hand fired 0.80 


$1.0 47.5 42.0 37.0 340 31.5 285 27.0 26.0 23.5 22.3 22.0 S) Cid tei eall eocenhl 
36.0 31.5 465 41.0 365 32.5 30.5 285 270 26.0 243 23.0 : ‘ 


61.0 35.0 48.5 43.0 38.0 35.5 32.5 305 28.5 27.0 26.0 24.5 control ‘ 

From an article by S. Konzo, pub- 
From an article by Eugene O. Olson in American Artisan, October 1953, lished in American Artisan, May 

dealing with methods for improving efficiency of oil-fired equipment. 








Per Cent of CO: in Flue Gas 











1952, on the degree day method of 
estimating fuel consumption. 


Combustion Chamber Dimensions for 
Various Nozzle Characteristics Heating-Cooling Modernization 
Check List 


Are attic, roof and walls insulated ade- 
quately? 
Are sash and doors tight? 
Are register locations suitable? 
ie ee LO, ee ee er Do registers direct and diffuse the air? 
ph a nw. !  h Does each upstairs register have its own 
0.75-0.85 60 10 8 12 } stack? 
9 ( 13 Do the stacks handle reasonable air veloc- 
-1.10 14 12 . ity? 
12 13 Is there a direct air return system? 
1 ( M4 8) Can original stacks be used in the return 
is 11 air system? 
13 14 9) Can furnace be adapted to efficient forced 
12 1s air circulation? 
16 12 10) Should furnace be relocated? 
14 ; 11) Should trunk and branch duct system be 
15 installed? 
4 12) Do supply ducts allow ample headroom? 
15 13) Are dampers located in original leaders or 
16 branch duct? 
14 ; 14) Are power lines and drains adequate? 
15 15) What control modifications are called for 
16 in the system? 
- Compiled by S. W. Reid for American Artisan, April 
“ ; ce 1955; published in an article describing how to con- 
vert an out-of-date heating system to year "round air 
conditioning. 
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*Recommend oblong chamber for narrow sprays 


Taken from an article by Eugene 0, Olson published 
in American Artisan, November 1953, on installation 
and servicing of oil-fired equipment. 
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General Summary of Comparative Fuel Costs 


Table | — Coal Consumption Factor for Hard Coal, Hand Fired with Thermostatic 


Control or Stoker Fired 





Heating Value 


of coal, as fired Design temperature difference, F 
Btu per Ib. 50 35 60 65 70 75 80 85 90 


95 100 





9,000 0.33 0.30 0.28 0.26 0.24 0.22 0.21 0.20 0.19 
9,500 0.32 0.29 0.26 0.24 0.23 0.21 0.20 0.19 0.18 
10,000 0.30 0.27 0.25 0.23 0.22 0.20 0.19 0.18 0.17 
10,500 0.29 0.26 0.24 0.22 0.20 0.19 0.18 0.17 0.16 
11,000 0.27 0.25 0.23 0.21 0.20 0.18 0.17 0.16 0.15 
11,500 0.26 0.24 0.22 0.20 0.19 0.17 0.16 0.15 0.15 
12,000 0.25 0.23 0.21 0.19 0.18 0.17 0.16 0.15 0.14 
12,500 0.24 0.22 0.20 0.18 0.17 0.16 0.15 0.14 0.13 
13,000 0.23 0.21 0.19 0.18 0.17 0.15 0.14 0.14 0.13 
13,500 0.22 0.20 0.19 0.17 0.16 0.15 0.14 0.13 0.12 


0.18 0.17 
0.17 0.16 
0.16 0.15 
0.15 0.14 
0.14 0.14 
0.14 0.13 
0.13 0.13 
0.13 0.12 
0.12 0.12 
0.12 0.11 





Tabular values show coal consumption in “Tons for each 10,CO0O0 Btuh design heat loss 


1000 degree-days’’ 


Table 2—Oil Consumption Factors 


and for each 





Heating value, 


Design temperature difference, F 
Btu per Ib. 50 55 60 65 70 75 80 85 90 


95 100 





For furnaces specifically designed for oil combustion 
No. 1 oil 44.4 40.4 37.1 34.2 31.8 29.6 27.8 26.2 24.7 
No. 2 oil 42.8 39.0 35.7 33.0 30.6 28.6 26.8 25.2 23.8 


23.4 22.2 
22.6 21.4 





For furnaces converted to oil combustion 
No. 1 oil 50.8 46.2 42.4 39.1 36.3 33.9 31.8 29.9 28.2 
No. 2 oil 49.0 44.5 40.8 37.7 35.0 32.7 30.6 28.8 27.2 


26.8 25.4 
25.8 24.5 





For furnaces designed for liquefied petroleum gas (LPG) 
Propane 65.2 59.3 54.4 50.2 46.6 43.5 40.8 38.4 36.3 
Butane 58.8 33.5 49.1 45.3 42.1 39.2 36.8 34.6 32.7 


34.4 32.6 
31.0 29.4 





Tabular values show liquid fuel consumption in “‘Gallons for each 10,000 Btuh design heat loss and 


each 1000 degree-days" 


he Values are in U. S. gallons. The values when divided by 1.2 (or multiplied by 0.833) will 


give oil consumption factors in terms of the British Imperial Gallon. 


Table 3—Gas Consumption Factors 





Heating Value 


Design temperature difference, F 
Btu per Ib. 50 $5 60 65 70 75 80 85 





For localities where gas is sold in units of therms. 


100,000 Btu 60.0 $4.6 50.0 46.2 42.9 40.0 37.5 35.3 
per therm 





For localities where gas is sold in units of M cu. ft., or 1000 cu, ft. 
550 10.9 9.9 9.1 8.4 7.8 7.3 6.8 6.4 6.1 
800 7.5 6.8 6.25 5.8 5.35 5.0 4.7 44 4.2 
1000 6.0 5.45 5.0 4.6 4.3 4.0 3.75 3.55 3.35 
1050 5.7 5.2 4.75 44 4.1 3.8 3.6 3.35 3.2 
1100 5.45 4.95 4.55 4.2 3.9 3.65 3.4 3.2 3.05 
1150 5.2 4.75 4.35 4.0 3.75 3.5 3.25 3.1 2.9 
1200 5.0 4.55 4.2 3.85 3.6 3.35 3.15 2.95 2.8 


5.75 
3.95 
3.15 
3.0 

2.9 

2.75 
2.65 





Tabular values in first line show gas consumption in ““Therms for each 10,000 Btuh design heat loss 


and for each 1000 degree-days”’ 


Tabular values in next seven iines show gas consumption in ‘‘Number of thousand cubic feet (M cu. 


ft.) of gas for each 10,000 Btuh design heat loss and for each 1000 degree-days”’ 


Table 4—Electrical Consumption Factors 





Btu per Heating Value 
kw-hi 50 55 60 65 70 75 80 85 90 


95 100 





3413 Btu 
per kw-hr 1406 1278 1172 1082 1004 937 879 827 781 


740 703 





Tabular values show electrical consumption in ‘‘Kilowatt-hours for each 10,000 Btuh design heat 
loss and for each 1000 degree-days."" These values are for resistance heating in which the efficiency 


of energy conversion is considered as 100%, 


Reproduced from an article by S. Konzo in American Artisan, June 
1952 on estimating fuel consumption. 
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Estimating Formulas for Fuel 
and Energy Consumption 


There are two different methods 
of estimating energy or fuel con- 
sumption of any heating plant. One 
method is the heat loss method, and 
the other is the degree day method. 

The heat loss method is based on 
the following equation (from the 


ASHAE Guide) : 


E = [H (t —t.) NI/(E (ta —t.) C] 
where: 
E = energy or fuel consumption 
H = calculated heat loss in Btu per 
hr based on to 
average inside temperature 
during heating period 
average outside temperature 
during heating period 
= inside design temperature, F 
outside design temperature, F 
= number of heating hours in 
estimated period 
efficiency of utilization of fuel 
over the estimated heating 
period 
heating value of one unit of 


fuel 


The degree day method of esti- 
mating the fuel or energy consump- 
tion of a heating plant is based on 
the following equation (from the 
ASHAE Guide) : 

E=UND 
where: 

E = energy or fuel consumption 

U = unit fuel consumption or quan- 
tity of fuel used per degree 
day, per building load unit 
number of building load units 
(based on calculated hourly 
heat loss or sq ft of radiation, 
etc.) 
number of degree days for 
heating season 


The degree day method of esti- 
mating the energy consumption of a 
heat pump is based on the following 
equation: 

E=>UDP 
where: 
E = Kwhr energy consumption of 
heat pump 
U Kwhr per deg day per hp or 
Kw 
P = connected hp or Kw 
D 


= degree days for period 


From an article by S. L. Pappas 
and F. R. O’Brien published in 
American Artisan, January 1953. 
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Trouble Shooting Electrical Failures in Summer Air Conditioning Equipment 


Why unit won’t run 


- Main power circuit open 


a) No power supply 

b) Disconnect switch open 
¢c) Fuse blown 

d) Magnetic starter open 
e) Terminals loose 

f) Motor defective 


Starter holding coil circuit open 

a) Overload relays tripped 

b) High or low pressure cutout tripped 
¢) Low voltage control relay open 

d) Starter coil defective 

e) Terminals loose 


Low voltage control circuit open 

a) On-off switch open 

b) Thermostat open 

c) Low voltage relay coil defective 
d) Low voltage transformer defective 
e) Terminals loose 


Motor starting circuit open 
a) Capacitor defective 

b) Starting relay defective 
¢c) Terminals loose 

d) Motor defective 


Low voltage 
a) No-load voltage low 


b) Motor terminal voltage low during 
starting 


Seized compressor 


What to do 


Close main power circuit 

a) Call power company 

b) Close switch 

c) Replace fuse 

d) Check holding coil circuit 

e) Tighten terminals 

f) Check winding resistance, replace 


Close holding coil circuit 

a) Reset relays 

b) Reset cutout 

c) Check low voltage control circuit 
d) Replace coil 

e) Tighten terminals 


Close iow voltage control circuit 

a) Close switch 

b) Set thermostat lower or replace 
c) Replace coil 

d) Replace transformer 

e) Tighten terminals 


Close motor starting circuit 

a) Replace capacitor 

b) Replace relay 

c) Tighten terminals 

d) Check winding resistance, replace 


Raise voltage 
a) Call power company 


b) Increase size of lines to disconnect 
switch 


. Repair or replace 


Taken from an article published in the November 1954 American Artisan by S. W. Reid, on 


locating troubles in summer air conditioning systems. 


Combustion Air Requirements for Warm Air Furnaces 


20 


40 
20000 30000 40000 50000 60000 


70000 80000 
Bonnet Output Btu per hr 


90000 100000 10,000 120,000 


This chart is based on the air required to burn one gallon of oil, one cubic foot of 
natural gas or one pound of coal. The Btu output of the furnace at the bonnet is used 


to find the cfm required for complete combustion of the fuel used. Example: 80,000 


Btu output at bonnet will require 50 cfm. From 
published in the May, 1953 American Artisan. 


an article by Frederick B. Morse 
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Tonnage Capacities of Refrigerant Lines Using Refrigerant No. 12 


Line Sizes Discharge Liquid Suction 


Outside Inside 50 ft Max. Pipe Length 50 ft Max. Pipe Length 50 ft Max. Pipe Length 
Diameter Diameter Total press. drop (psig) Las eo. ae (psig) Los we aed fs) 
(Inches) (Inches ) 1 2 3 oe 

A 0.430 

ie 0.545 . ! . 3 14 

% 0.785 3 2.9 3.5 3.9 
g 
4 











; ; 
4.2 5. 
11.1 14. 
1% 1.025 . a. 
1% 1.265 7 8.4 10.5 12.4 1 
1% 1.505 1 13. 

24% 1.985 


0 
1 


Definition of ‘Air Conditioning’ 


The American Society of Heating 


NAYVNO 
Seon & 





Notes 1) , on figures include allowance for pressure loss in average number of fittings and Air-Conditioning Engineers 
Figures apply for lines 50 ft long or less es : 
3 Use he lowing factors for suction lines: Guide states: “Air conditioning is 
Suction temperature (F some ott: i AB ad . © 
Suction pressure (psig) of refrigerant 12.....28.5 ....32.6 ..37.0 ...41.7 ....46.7 the process of treating air so as to 
Multiply table values by ; . 1.06.... 1.00.... 0.95.... 0.89 ; 


control its temperature, humidity, 
Explained in detail in an article by S. W. Reid in December 1955 


cleanliness and distribution to meet 
American Artisan, on installing residential and small commercial cooling 


the requirements of the conditioned 


systems. space.” 


Calculating Cooling Tower and Evaporative Condenser 
Pump Requirements 


PROBLEM: | Factors Affecting Air 
(O) Evaporative condenser _ in- Distribution 


C stalled as shown. Required water 


’ The temperature of the air sup- 
circulation 10 gpm. Pipe size is plied to the room. 

1 in. copper tubing. Pressure at 2) The rate of air movement in the 
“P” must be 15 psig. Find pump room. 

oat 3) The location of supply registers 
and return grilles. 

The air pattern developed by 
supply registers. 





aa hae 

SOLUTION: cg taiag a 
From ASHAE Guide find pres- 

sure drop per 100 ft for 1 in. 

copper at 10 gpm = 3 psig. Also 


find equivalent length of 1 in. Sound Levels for Typical 


ells = 3 ft and | in. gate valve 
0.6 ft. 


«| Gate valve 


eer 
Length Head ataweaand 





Friction Head Ft Ft Threshold of hearing 





Measured length of straight pipe 3 a * pene , 
= . oo - spe le ae 
Equivalent length 5 — lLin.ells = 5 *3 15 ee 


; , ee Average dwelling 
Equivalent length 1 — | in. gate valve . . 0.6 Cute elles. 5 


Average office 


Total equivalent length 
Total friction head = 3 X 80.6/100 X 2.31 
Static Head Reported by C. W. Nessell in 
oon lean ‘ ; a meee article published in March 1955 
Penden Mil American Artisan on noise problems 
in year ‘round air conditioned 
houses. 


Average restaurant 











From sketch 15 psig X 2.31 .... 
Total Pump Head en 

Prepared by S. W. Reid for an article on selecting cooling towers and 
evaporative condenser pump and piping capacity, published in American 
Artisan, April 1956. 
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Causes for Short Cycling 
of Refrigeration Units 
When thermostat 
trips — 

a) Improperly set differ- 


ential 
b) Oversized cooling unit 


Check List for Refrigerant Piping 


ALTHOUGH AUTHORITATIVE CODES and ordinances take precedence over 
the suggestions given below, these might be used by the dealer as a guide 
to good practice in air conditioning refrigerant piping. 


1) Copper tubing should be 


these lines should be placed 
Type L or K bright an- 


with stems horizontal to 
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nealed, dehydrated and 
sealed or Type B copper 
pipe. Soft temper tubing is 
usually used where bend- 
ing is required, where tub- 
ing is hidden or where flare 
joints are used. Hard 
drawn tubing is used for 
silver brazed lines where 
fittings are used to avoid 
bending. 

Flared joints may be used 
through 5 in. Larger joints 
should be silver brazed. 
Fittings should be wrought 
copper of forged brass 
sweat fittings. Cast sweat 
fittings should not be used. 
Valves should be designed 
for fluorinated hydrocar- 
bon refrigerant service and 
of the brass packless type 
or of the brass or steel seal 
cap type. Valves in copper 
lines smaller than 1 in. 
should be supported inde- 
pendently of lines. 

Solenoid and expansion 
valves should be protected 
with a strainer upstream 
from them. 

All lines should be run 
plumb and straight, and 
parallel to walls, except 
that horizontal suction 
lines, discharge lines and 
condenser to receiver lines 
should be pitched in the 
direction of flow. Valves in 


avoid damming. 

Pockets, unnecessary traps, 
turns and offsets should be 
avoided. Traps and pockets, 
where unavoidable, should 
have oil legs and drain 
valves. 

Flexibility should be taken 
care of wherever possible 
by changes in line direc- 
tion. The use of flexible 
joints should be kept to a 
minimum. 

Insulation should be ap- 
plied to all suction lines to 
prevent forming of conden- 
sate. Long suction lines and 
liquid lines should be in- 
sulated to keep heat pick 
up to a minimum. 

Piping should be accessible 
for repairs and sufficient 
valves and fittings should 
be included for ease in dis- 
connecting controls and 
equipment. 

Refrigerant tubing and fit- 
tings should be pressure 
tested with at least 50 psig 
pressure before charging. 
Pressure may be applied 
with refrigerant, with a 
mixture of fluorinated hy- 
drocarbon refrigerant and 
nitrogen or other dry inert 
gas or with an inert gas 
alone. Check all joints with 
full operating pressure after 
the system is charged. 


From an article by S. W. Reid on installing refrigerant lines, published 


in the December 1955 American Artisan. 


When low pressure 

cutout trips — 

a) Tripout pressure set too 
high 

b) Insufficient air over coil 

¢) High superheat adjust- 
ment of expansion 
valve 

d) Shortage of refrigerant 

e) Restriction in liquid or 
suction line 

f) Oil accumulation in 
evaporator 


When high pressure 

cutout trips — 

a) Trip out pressure set 
too low 

b) Insufficient condenser 
water or air 

¢) Condenser dirty 

d) Overcharge of refrig- 
erant 

e) Restriction in discharge 
line 

f) Air in condenser 


When overload 

protector trips — 

a) Incorrect overload de- 
vice 

b) Faulty overload device 

c) Low voltage 

d) High head pressure 

e) High return air tem- 
perature 

f) High protector ambient 
temperature 

g) Low suction pressure 
(hermetics) 

h) Starting relay doesn’t 
open (hermetics) 

Prepared by S. W. Reid for an 


article in American Artisan, 


August 1956. 
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Dust Collector Selection Table for Various Applications 





Oreration 


Concentration 


Particle Sizes 


Collector Types Used in Industry 





Cyclone 


High Effi. 


ciency 


Centrifugal 


Fabric 


et 
Collector Arrester 


Static 





Ceramics } 

a) Raw Product Handling 

b) Fettling 

c) Refractory a 

d) Glaze & Vitr. Enamel Spray 
Chemicals 

a) Material Handling 

b) Crushing, grinding 

c) Pneumatic Conveying 

d) Roasters, Kilns, Coolers 
Coal Mining & Power Plant 

a) Material Handling 

b) Bunker Ventilation 

c) Dedusting, air cleaning 

d) Drying 
Flyash 

a) Coal Burning-chain grate 

b) Coal Burning-stoker fired 

c) Coal Burning-pulverized fuel 

d) Wood Burning 


a) Shakeout 
b) Sand Handlin 
c) Tumbling Mills 
d) Abrasive Cleaning 
Grain Elevator, Flour and Feed Mills 
a) Grain Handling 
b) Grain Dryers 
c) Flour Dust 
d) Feed Mill 
Metal Melting 
a) Steel Blast Furnace 
b) Steel Open Hearth 
c) Steel Electric Furnace 
d) Ferrous Cupola 
¢) Non Ferrous Reverberatory 
f) Non Ferrous Crucible 
Metal Mining & Rock Products 
a) Material Handling 
b) Dryers, Kilns 
c) Cement er 
d) Cement Kiln 
e) Cement Grinding 
f) Cement Clinker Cooler 
Metal Working 
a) Production Grinding, scratch 
brushing, abrasive cut-off 
b) Portable and swing frame 
c) Buffin 
d) Tool hoon 
e) Cast Iron Machining 
Pha:maceutical & Food Products 
a) Mixers, grinders, weighing, 
blending, bagging, packaging 
b) Coating pans 
Plastics 
a) Raw Material Processing (See 
Comments Under Chemicals) 
b) Plastic Finishing 
Rubber Products 
a) Mixers 
b) Batchout Rolls 
c) Tale Dusting and Dedusting 
d) Grinding 
Woodworking 
a) Woodworking Machines 
b) Sending. 
c) Waste Conveying, Hogs 


light 
light 
heavy 
moderate 


light to moderate 
moderate to heavy 
very heavy 

heavy 


moderate 
moderate 
heavy 

moderate 


light 
moderate 
heavy 
varies 


light to moderate 
moderate 

heavy 

moderate to heavy 


light 
light 
moderate 
moderate 


heavy 
moderate 
light 
moderate 
varied 
light 


moderate 
moderate to heavy 
moderate 

heavy 

moderate 
moderate 


light 
light 
light 
light 
moderate 


light 
varied 


light to moderate 


moderate 
light 

moderate 
moderate 


moderate 
moderate 
heavy 


fine 

fine to medium 
coarse 

medium 


fine to medium 
fine to coarse 

fine to coarse 
medium to coarse 


medium 

ne 
medium to coarse 
fine 


fine 

fine to coarse 
ne 

coarse 


fine 

fine to medium 
medium to coarse 
fine to medium 


medium 
coarse 

medium 
medium 


varied 

fine to coarse 
fine 

varied 

fine 

fine 


fine to medium 
medium to coarse 
fine to medium 
fine to medium 
fine 

coarse 


coarse 
medium 
varied 
fine 
varied 


medium 
fine to medium 


varied 


fine 

fine 
medium 
coarse 


varied 
fine 
varied 


rare 
fare 
seldom 
no 


occasional 
often 
usual 
occasional 


rare 
occasional 
frequent 
occasional 


no 
rare 
rare 
occasional 


rare 

rare 

no 
occasional 


usual 
occasional 
usual 
usual 


frequent 
no 


no 
rare 
no 
no 


tare 
f 


seldom 


£ 

t 
occasional f 
occasional f 
u 


no 


frequent 


q no 
q no 

t no 
no 











sual 





frequent rare 





freque 
occasional 


usual 


occasional f t 


frequent 
frequent 


occasional 


rare 
usual 
frequent 


occasional 


fare 
rare 
no 


occasional 


occasional 


no 
often 
often 


fare 
no 
no 
rare 
no 
no 


occasional 


f no 
no 
often 


q 
rare 
usual 





frequent no 
frequent no 
often 

no 


Treque 
occasional 
occasional 
frequent 


no no 
no no 
no no 
no no 


usual 
usual 


rare 
rare 
£ 





freq t freq t 
frequent frequent 
rare 
no | 
occasional 
occasional 


occasional 
no 
frequent 
frequent 


frequent no 
doubtful ib} 


High Voltage 
Fletro 





considerable occasional 
frequent occasional 
rare ? 


rare occasional 


usual considerable 





q 
rare 
rare 
rare 
occasional 


frequent 
rare 
frequent 


frequent 
rare 


frequent 


no 
no 
no 
often 


usual 
frequent 
usual 


i " 
frequent 
frequent 
rare 


occasional ? 


frequent 


freque rare 
occasional no 
rare 
no 


no 
frequent 


rare 
? 


considerable considerable 





rare 
frequent 
frequent 


frequent 
rare 


frequent 


no 
no 
no 
often 


occasional 
occasional 


rare 


considerable 


: " 
frequent rare 
£ £, 





oo pla 
considerable considerable 


freq 
frequent 


¢ 
' " 
frequent 





frequent frequent 
frequent 
usual 

frequent 
frequent 


usual 
frequent 
usual 
often 


rare — 
occasional 
occasional 


frequent 
frequent 
occasional 


occasional 
occasional 
considerable 


From an article in American Artisan, March 1956 by John M. Kane, discussing the selection of 


dust collecting equipment for industrial processing operations falling within the normal scope of an 
average dust collection system. 


Gages of Steel Used for Duct Construction 


Round duct 
Dia. (in.) 
to 19 aie 
to 29 
to 39 
- @ ecses 
and _sbove _- 





Rectangular duct 
Width Cin.) 











Recommended by National Board of Fire Underwriters in their Manual 90 on 
Air Conditioning, Warm Air Heating and Ventilating Systems. 
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Classification of Dust Collector Performance 
High Efficiency 
Cyclones Centrifugals 
Poor Poor 
Poor Poor to fair 
Good 


Poor 

Fair to good Good 

Fair Fair 
Poor 


Fair 
Slight Yes 
F, Fair 





Wet 
Collectors 
Poor to fair 
Fair to good 
Good 

Good 

Good 

Poor to good 


NO 
Good 


Fabric 


High Voltage 
Collectors “. 


Effect of Dust Variations Electro-Static 
Etticiency, particles less than 1 micron 
Efficiency, particles of 1 - 10 microns 
Efficiency, particles of 10 - 20 microns 
Efficiency, particles of over 20 microns 
Abrasion Resistance 

Handles Sticky, Adhesive Materials 
Bridging Material Gives Troubles 
Fire or > losion Hazard Minimized 
Can Handle Hygroscopic Materials 





‘air 
Yes 


Large Foreign 


aterials Cause Plugging 


Seldom 


Fair 
Yes 


Yes 
Seldom to yes 


Poor 
With care 
Seldom 


With care 
Yes 





The tttect of Gas Stream Variations 
Maximum temperature standard construction 


Troubles from condensed or entrained mists or vapors 


Corrosive eases attack standard construction 


750 F 
Slight 
Slight 


750 F 
Considerable 
Slight 


No Limit 
Slight 


Severe 


180-275 F 
Considerable 
Slight 


750 F 
Some 
Slight 





The collector 
Space 
Pressure drop 


Large 
1-2 in. 


Modest to large 
2-6 in. 


Large 
1-2 in, 


Reduced volume adversely affects collection efficiency yes No No 


most designs 





From an article by John M. Kane in American Artisan, March 
equipment on the basis of application characteristics. 


1956, evaluating dust collecting 


Selection of Dust Collectors Based on Dust 
Partide Size and Concentration 


Butt Welding Data for 18-8 Stainless Steel 


Material Pass 
Thickness Ne. 





Wire 
Size 


Arc Speed 
in. /Min. | Ft./Hr. 


Lbs. Electrede** 


Amps. Per Ft. of Weld 





Dust Source 


Range of 
concentration, 


Mass mean 
particle size, 
microns 


18 ga. | 


45 15 75 .020 


gt per cu ft 








Abrasive Cleaning 
Blasting, tumbling 


(grit, sand) mills 


%) 60 12 60 


0.5 to 15.0 ‘ ae 90 9 45 
Driers, Kilns, Coolers” ba 35 


Tube, flash, rota 1.0 to 50.0 


14 ga. .038 
08 

150 
Ms 34 

Ke 
2 51 
He 


He 








rotary 








Melting Furnaces 
Brass, steel, blast, 
smelter cupola 

Fly Ash 


Hand, stoker, pulverized 
coal firing i 












































Foundry ma 
Sand systems .... 
Shakeout ' 

Metal Working 
Grinding 
Fumes 


Oil Mists 


*Use slight weave. **1/16" build-up maximum. 


Assembled by E. M. Rains for an article which ap- 
peared in the January 1955 American Artisan on weld- 
ing stainless steel with standard equipment. 


0.05 
0.005 


0.014 


Lu 
—d 
Ts 
< 
- 
> § 
oO 
y 
< 
"4 
- 
ie 4 
a § 


Acid Mists 
Open surface tanks 





0.005 to .014 


Atmospheric Dusts Gage Comparison Table 
* 9:00005 
0.0002 


to 0.00005) 
to 0.0002 } .. 
to 0.0075 } 





Ci 


TE 0.3 to 3.0 
Industrial .. 


Galvanized 
Core Only 
Manufacturer's 
tandar 


Thickness, In. 


0.0673 
0.0598 
0.0538 
0.0478 
0.0418 


0.0359 
0.0329 
0.0299 
0.0269 
0.0239 


Aluminum Galvanized Core 


Plus Coating 
Approximate 
ickness 





Pneumatic Conveying ... rebe 50 to 20,000 over 100 American 
or B&S 











From an article in February 1956 American Artisan 
, ane electi 6 colleen 0.05707 
by John M. Kane, on selecting dust collectors. py 
= ; . 0.04526 


Common Velocities in Evaporative i 
Cooler Systems 


Trunk and Small branches 
large branches and grilles 


0.0703—0.07 13 
0.0628—0.0638 
0.0568—0.0578 
0.0508—0.0518 
0.0448—0.0458 


0.0389—0.0399 
0.0359—0.0369 
0.0329—0.0339 
0.0299—0.0309 
0.0269—0.0279 


0.0239—0.0249 
0.0209—0.0219 
0.0194—0.0204 
0.0179—0.0189 
0.0165—0.0175 


0.0150—0.0160 
0.0135—0.0145 
0.0127—0.0137 
0.0120—0.0130 
0.0112—0.0122 
0.0105—0.0115 





0.01790 
0.01594 
0.01420 
0.01264 
0.01126 


0.0209 
A li t ca 

Residences 
Offices, theaters 


Stores, restaurants 
Factories 


0.01003 

0.008928 
0.007950 
0.007080 
0.006305 
0.005615 


1200-1400 
1400-1600 


800-1000 
1000-1200 
1600-1800 1200-1400 
1800-2000 1400-1600 


Reproduced from an article on evaporative cooler 
application in November 1955 American Artisan. 





From an article by G. W. Birdsall, published in 
American Artisan, June 1955, covering techniques used 
in fabricating sheet aluminum. 
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Check List Shows Solutions to 
Oil Burning Equipment Troubles 


Here’s a handy trouble shooting chart reviewing 
causes and solutions of oil-fired equipment prob- 


lems likely to be encountered on service calls 





AIR ADJUSTMENT IS VERIFIED by using a smoke 
tester on flue gas samples 


FLUE GAS SAMPLES are checked for CO, content and 
temperature to correct complaint of high fuel bills 


WitH THE heating service season at its peak a re- 
view of service problems and probable causes along with 
suggested corrections is in order. It must be realized that 
many different complaints can be charged to the same 
cause for failure of a burner to satisfy the customer’s 


expectations. Some of the common failures of oil-burn- 
ing equipment to perform at its highest efficiency are 
listed in the following breakdown of complaints, causes 
and solutions, prepared in the form of a trouble shooter’s 
check list to be used as a fingertip reference in the field. 


Customer complaint Probable causes Suggested corrections 


Fumes enter the living area Poor combustion Check for excess air 

before the blower comes in Ruptured heat exchanger Locate rupture, replace heat 
exchanger or repair if rup- 
ture is minor 

Obstruction in smoke pipe Clean or replace pipe; adjust 
draft regulator 

Cleanout doors loose Seal all air leaks 


Burner puffs when it starts 
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Customer complaint 


Reset trips after short firing 
period 


Burner goes off and on too 
often 


Burner doesn’t start 


Burner runs constantly 


Oil odors in house 


Fuel bill too high 


Probable causes 


Electrodes in oil spray or too 
far from spray 


Dirty nozzle 
Nozzle too small 


Excess draft 


Burner tube out of adjust- 
ment 

Air shutter open too wide 
Loose wiring 


Stack switch differential too 
close 


Thermostat differential too 
close 


Thermostat contacts closing 
at wrong time 


Dirty control contacts 


Overload switch open 


Blown fuse 


Thermostat wiring shorted 


Improper thermostat location 


Improper wiring 


Poor combustion 


Excess air 


Suggested corrections 
Set electrodes 3/16 in. apart 
and just out of oil spray path. 
Use mirror to determine cor- 
rect setting 


Replace nozzle and strainer 


Check heat loss and install 
correct nozzle 


Adjust barometric draft reg- 
ulator for 0.02 in. WG over 
fire 


Readjust tube and cone as- 
sembly 


Readjust air volume to oil 
nozzle size 


Check all wiring connections 


Reset for manufacturer’s rec- 
ommended temperature rise 


Readjust differential or relo- 
cate thermostat if air stream 
is directed toward it 


Check wiring; rewire to man- 
ufacturer’s schematic dia- 
gram 


Clean contacts with hard 
bond writing paper (no abra- 
sives) 


Reset and check operation 
against manufacturer's se- 
quence chart 


Replace fuse; observe poini 
at which it blows, checking 
sequence chart for malfunc- 
tion 


Check thermostat contacts, 
terminals and wiring path 


Remove from drafty areas 
(windows, doors, poorly 
heated room) 


Check wiring diagram (on 
new job only) 


Clean burner fan blades 
Readjust air control shutter 
to provide sufficient air 
Reduce nozzle size to prevent 
over-firing 


Install new nozzle with cor- 
rect spray angle 


Make CO, test; readjust for 
best stack temperature, CO, 
and draft combination 
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Customer 


Not enough heat 


Too much noise 


Fire in burner after it shuts 
off 
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Poor air distribution 


Oversize furnace 


Poor building construction 
Poor thermostat location 


High stack temperature 


Poor thermostat location 


Furnace too small 


Poor air distribution 


Combustion noise 


Radio static 


Mechanical noise 


Loose nozzle 


Nozzle too large 


Leaky cutoff valve 


Suggested corrections 

Readjust air delivery or add 
new runs to cold areas if 
overheating of furnace 
wastes heat up the chimney 


Change nozzle size to match 
heat loss of building if heat 
is being lost up the chimney 


Install storm sash and doors, 
insulate walls and ceiling 


Move thermostat to desirable 
location 


Seal secondary air leaks, in- 
stall baffle in conversion jobs; 
check nozzle size against heat 
loss of building 


Relocate thermostat to cen- 
tral control point, out of 
warm air stream 


Check output against heat 
loss of building; if practical 
from point of view of com- 
bustion chamber, install larg- 
er nozzle or operate at 10 
percent higher pressure 


Readjust dampers; install ad- 
ditional runs if required 


Check for excess air, firing 
rate and air cone setting 


Ground connections of BX 
conduit to water lines 


Check electrode gap for 3/16 
in. space 

Replace electrode assembly 
if porcelain is cracked 


Check for suction leaks, re- 
place filter and strainer if 
pump is creating noise 
Tighten burner parts, replace 
worn components if noise is 
caused by loose parts, such 
as air tube, cone, blower 
wheel, worn bearings etc. 


Check burner pump alignment 


Install tank anti-hum valve 


Tighten or replace nozzle and 
strainer 


If excess oil is accumulating 
in bottom of combustion 
chamber, check heat loss to 
determine proper nozzle size 


Replace cutoff assembly 

















AIR CONDITIONING 


HANDBOOK 














How to Solve Engineering 
and Installation Problems 


THE CASE OF THE OPEN 
ELECTRICAL CIRCUIT 





Complaint: 
Suspected Cause: 
Our Job: 

The Procedure: 





No cooling 
Open electrical circuit 
Find and correct it 


Using prescribed testing devices and wiring 
check each element of the cooling 
starting with the most 
likely trouble spots and using the process 


diagrams, 
system as described, 


of elimination 








By S. W. Reid 


Air Conditioning Engineer 
Gilbert Associates, Inc. 


PROBABLY EVERY cooling serviceman 
has at least one story to tell about 
an encounter with a tough electrical 
problem and the steps he took to 
solve it. Every time a man finds the 
solution to a new problem he can 
add another item to his “I'll know 
what to look for list. 
Proficiency comes from experience, 


next time” 


but experiences do not necessarily 


have to be personal. Much can be 
gained from an interchange of ideas. 
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The man who makes the most prog- 
ress is usually the man who starts 
his experimenting where others have 
left off. 

Let us assume we are faced with 
the stated problem of finding and 
correcting an open circuit in an air 
conditioning system which is wired 
in accordance with diagrammatic and 
schematic wiring diagrams shown in 
Figs. 1 and 2. The unit represented 
in these drawings operates on single 
phase power. It contains a blower 
motor controlled by a hand operated 
selector switch and a compressor 
motor controlled by the same switch 
and a low voltage thermostat. The 


compressor motor is started by 
means of a relay and a capacitor. 
The unit is factory wired, and con- 
nection of the power leads as indi- 
cated is the only wiring job neces- 
sary. 
Before a serviceman attempts to 
repair anything, he should make 
sure he understands thoroughly how 
it is supposed to function. As the 
first step, therefore, in our search 
for trouble in the electrical system 
shown, we must study the wiring 
scheme. Anyone who is familiar with 
the electrical system of the air con- 
ditioning unit represented knows 


how complicated it can appear as 
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one examines the actual equipment. 
Even the diagrammatic representation 
in Fig. 1 requires concentration to 
trace out all the connections. For this 
reason these diagrams are usually 
accompanied by more simplified 
schematic representations similar to 
Fig. 2. A description of the operation 
follows: 

1) The fused disconnect switch is 
closed. Current flows through the 
primary coil of the control trans- 
former. Neither the compressor 
motor nor the fan motor will run 
when the selector switch is open. 

2) When the switch is 
moved to the “fan” position, low 
voltage current from the secondary 


coil of the transformer causes relay 


selector 


R, to close the fan motor circuit, 
starting the motor. 

3) When the selector switch is 
moved to the “cool” position, low 
voltage current again causes relay 
R, to close. If the contacts in the 
thermostat are closed, low voltage 
current will also cause relay R, to 
close the compressor motor circuit 
through the normally closed high 
pressure cutout and thermal overload 
protector. 


How Compressor Starts 


When the compressor motor cir- 
cuit is closed, the compressor, if 
operating properly, seems to start al- 
most instantly. Actually, however, a 
very definite sequence of events take 
place in that instant of starting. In 
order to understand this sequence 
let us take a slow motion view of the 
operation. 

1) As indicated, the starting relay 
R; is normally closed. At the instant 
the circuit to the motor is closed, a 
relatively heavy inrush of current 
takes two paths in parallel. One path 
is directly through the running wind- 
ing of the compressor motor. The 
other is through the starting wind- 
ing, the closed relay contacts and the 
capacitor. Note that a third path 
through the coil of the starting relay 
R; is also open. At this instant, how- 
ever, the relay coil offers much high- 
er resistance to flow than do the 
motor coils. For this reason the third 
path carries only a negligible amount 
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Disconnect switch 


cLine voltage (Heavy lines) 


Thermostat “af jor? 











Low voltage 
(Light lines) 


: 
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' 
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Transformer switch 












































ix~Control box 








eas motor 
Starting relay, Rs 
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Capacitor 
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pressure 
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Compressor 

















Junction box 











Pr 


t(~-Connectors 
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1 DIAGRAMMATIC representation of cooling unit electrical sys- 
tem is used by servicemen to check trouble spots when actual physical 
arrangement of components is needed 





of current. The capacitor causes the 
alternating current in the starting 
winding to reach its peak value at a 
different time than does the current 
in the running winding. The result 
is a turning force which starts the 
rotor. 

2) As the rotor approaches full 
speed, counter-currents are induced 
in both motor windings which, in 
effect, increase their resistance. The 
current, no longer having the easy 
paths through the motor windings, 
begins to find path number three 
through the relay coil more attrac- 
tive. 

3) When the proper 
reached, the current passing through 
relay coil R; will be ‘sufficient to 
cause it to move the armature and 
open the starting winding circuit. 
The motor continues to run on the 
running winding alone. 

In passing it should be noted that 
the starting scheme described in- 
corporates a voltage (or potential) 
type relay. It is so named because 
its operation in opening the starting 
circuit depends on the voltage build- 
up across the starting winding. Un- 


speed is 


til the rotor starts to turn, there is 
only a relatively small voltage dif- 
ferential — not enough to operate 
the relay. 

Another type of starting relay is 
sometimes used. It is called a current 
type relay because its operation de- 
pends on the reduction in current 
as the motor gains speed to cause 
its contacts to open. 


Testing Equipment Needed 


With an understanding of how the 
electrical system functions, we are 
prepared to look for the trouble 
which we shall assume has developed 
and which prevents operation of both 
the compressor and fan motors. We 
shall need certain testing equipment 
which can 
simple and 


from 
inexpensive 


vary relatively 
arrange- 
ments to the more costly test sets 
which combine in a pre-wired box 
all the switches, meters, etc. required 
for rapid analysis. The latter are rec- 
ommended where their initial ex- 
pense can be justified by the time 
they can save, 


Two simple test rigs that can be 
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: —Line voltage 


Disconnect switch 








Selector switch 


SS=~<-7 ransformer 





*«—|-Low voltage 
. a 





Thermostat 








Relay, 


Fan 
motor 








Rim 








iby Relay, Rz 











tae | 





Compressor 


pressure ‘3 
cutout 7 A 
Thermal motor overload 
protector 


os: Running winding 


—olo— 





Starting winding 
Starting relay, Rs 


fb Capacitor. 








2 SCHEMATIC WIRING diagram represents basic arrangement of 
components and wires for quick reference in field testing electrical 


circuits 





prepared in the shop are shown in 
Figs. 3 and 4. The former consists 
of a 200w lamp in a socket, a plug, 
a pair of spring clips and several 
lengths of no. 14 ga wire. This setup 
is used primarily in continuity test- 
ing. The apparatus represented in 
Fig. 4 is made up of three insulated 
spring clips, a plug, no. 14 ga wire, 
a fuse and the starting relay and 
capacitor as required by the particu- 
lar motor to be tested. The use of 
these testing devices will be de- 
scribed as we proceed. The only ad- 
ditional equipment needed is a com- 
bination 


volt-ammeter such as the 


clamp-on type. 


Is Fuse Burned Out? 


The first logical step is to check 
the unit as found unless, of course, 
there is some obvious failure. To do 
this the thermostat is adjusted to a 
low setting, the high pressure cutout 
and thermal overload reset buttons, 
pushed, the selector 
switch is moved to the “cool” posi- 
tion and finally the disconnect switch 


if any, are 


is closed. If there is no response from 
either motor, the voltmeter is used 
to check line voltage at the discon- 
nect switch. Such a measurement be- 
tween the power lines both ahead of 
and behind the main fuses will re- 
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veal whether or not these fuses are 
burned out. 

Let us assume that a burned out 
fuse is discovered and replaced. The 
fan motor starts, but the compressor 
motor still fails to function. A glance 
at Fig. 1 shows us what lines are 
now carrying current. It also tells 
us what job remains to be done in 
tracking down the reason why the 
compressor motor does not run. If 
we were to list all the points where 
the circuit might be open, we would 
have to include each piece of equip- 
ment with electrical contacts, each 
wire connection, each terminal con- 
nection and, of course, the possibility 
of a broken wire. 


Check Motor First 


Before circuit ele- 
ment, it seems logical first to check 
the condition of the compressor 
itself. Examination of Fig. 
2 shows that besides the rather un- 
likely possibility of a loose motor 
terminal connection, an open motor 


testing each 


motor 


circuit could be caused by a defec- 
tive capacitor, relay or motor wind- 
ing. 

The testing apparatus shown in 
Fig. 4 can be used to check the com- 
pressor motor. As stated previously, 
it is made up with a starting relay 


and capacitor to meet the require- 
ments of the motor being tested. To 
use it we proceed as follows: 

1) Open the disconnect switch. 

2) Remove all wires from the 
terminals and 
from the load side of the disconnect 
switch. 

3) Apply the spring clips of the 
test set to the 


compressor motor 


compressor motor 
terminals having the corresponding 
numbers. 

4) Plug the test set into an exten- 
sion cord. 

5) Attach the cord 
spring clips to the load side of the 
disconnect switch. 


extension 


6) Close the disconnect switch. 

If the compressor motor is not de- 
fective it will start when step 6 is 
accomplished. With the test rig we 
have bypassed the wiring 
harness of the condensing unit cir- 
cult. 


entire 

We have also used an inde- 
pendent starting relay and a capaci- 
tor known to be in working order. 
If the motor fails to start, internal 
trouble is indicated, and the com- 


pressor unit will have to be replaced. 


Capacitor Test Indicated 


Let us assume the motor does start 
when the test set is used. The elec- 
trical trouble is then narrowed to 
the unit wiring, including the orig- 
inal starting relay and capacitor. 

Several methods can be used to 
test the capacitor. Perhaps the easiest 
is to replace it with a new one and 
remake all connections which were 
temporarily broken. If the replace- 
ment capacitor permits the motor to 
start whereas the original did not, 
the trouble has been found. Before 
handling a capacitor, always dis- 
charge it by shorting across its ter- 
minals with a jumper wire. 

If a spare capacitor is not avail- 
able, the test device shown in Fig. 
3 may be used as follows: 

1) Attach the spring clips to the 
capacitor terminals. 

2) Plug the test rig into a voltage 
source which is correct for the unit 
being tested. The lamp should glow. 

3) Unplug the test rig from the 
voltage source. The lamp will go out. 

4) Immediately short across the 
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200w lamp 3 
re Piesctbee 
spring clips. 


4 3 TESTING DEVICE designed 
tinuity testing consists of 200 w 
clips and no. 14 ga wire 


primarily for con 
lamp, plug, spring 


| <> 





2>> 








(Attach to 
corresponding 
compressor 
terminals.) 


4 APPARATUS FOR TESTING compressor motor has 
starting relay and capacitor as required for motor being 


tested 





plug prongs with a jumper wire. The 
lamp will glow momentarily if the 
capacitor is not defective, due to 


the electric charge retained in it. 


Are Relay Contacts Closed? 


Let us assume the original capaci- 
found to be in working 


Next we check the 


relay. As we noted previously in 


tor is 
order. starting 
connection with Fig. 2, the relay 
contacts must be closed to start the 
compressor motor. To check for open 
contacts we merely hold a jumper 
a few seconds 
If the motor 
jumper is removed and 
should be 


No attempt should be made to adjust 


wire across them for 
while the power is on. 
starts, the 
the relay replaced. 
the contacts, the springs or other 
parts of the relay in the field. 
Although we are searching for 
should note in 
check de- 
scribed above is not a complete test 
of the relay. It is 


course, that the relay 


an open circuit, we 


passing that the relay 


important, of 
contacts be 


closed during the starting interval. 


More 


they open as soon as the 


important, however, is that 
motor is 
up to speed. In Fig. 2 we can see 
that if they fail to open, the starting 
winding will remain in the circuit. 
This winding usually is not built for 
continuous service. Consequently it 
may overheat rapidly and eventually 
fail when the insulation breaks down. 
The proper functioning of the relay 
in opening the starting winding cir- 
checked 


action of the 


cuit can be visually by 


watching the relay 
armature during several starts or by 
measuring the compressor motor cur- 
rent with an ammeter and comparing 


it with the nameplate value. An 
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L 4 


Starting Capaci tor 
relay 





Suitable for 
compressor motor 
being tested 





unusually heavy current would indi- 
cate that the starting winding has 
not been disconnected. 

Assuming we have not yet found 
the reason for the open circuit, we 
again refer to Fig. 2 and note that 
the compressor motor power circuit 
contains three additional devices that 
could be causing the trouble. These 


THIS CONTINUING SERIES OF 
ARTICLES COVERS .. . 


. « « Gil aspects of residen- 
tial cooling, beginning in the 
August, 1952 Artisan with a 
complete rundown on: 


FUNDAMENTALS .. . 


. .. ina series of 20 articles 
which described the basic op- 
erating conditions of residen- 
tial cooling equipment. Next, 
we turned to: 


SPECIFIC PROBLEMS .. . 


- « » of maintenance, service, 
installation and manage- 
ment, describing new tech- 
niques and presenting point- 
ers on solving problems com- 
mon to residential cooling. 
The current series describes: 


CASE HISTORIES... 


» « « and known problems 
which have actually been ex- 
perienced and reported by 
dealers. Engineering, install- 
ing and servicing of cooling 
systems and their compo- 
nents are discussed by the 
author in answer to actual 
problems expressed by in- 
dustry members. 


are the control relay R., the high 
pressure cutout and the thermal over- 
load protector. A jumper applied 
across the terminals of each device 
in turn will show up any open con- 
tacts by completing the circuit and 
allowing the compressor motor to 
start. Another method for testing is 
to disconnect each device from the 
unit wiring and apply the test rig 
illustrated in Fig. 3. 

Note in Fig. 2 that the control 
relay R, is operated by the low volt- 
age circuit which includes the trans- 
former, selector switch and thermo- 
stat. If in the previous check for 
circuit continuity the control relay 
had been open, it would have been 
necessary to extend the check to the 
low voltage elements. 


Detailed Check Is Final Test 


Failing to uncover the trouble up 
to this point, we shall have to con- 
tinue with an examination of each 
terminal and each 


wire junction. 
These are most easily spotted on the 
diagrammatic representation of the 
wiring (Fig. 1) since this diagram 
shows the actual physical arrange- 
ment more closely than does Fig. 2. 

The final phase of testing for an 
open circuit involves the wire itself. 
Fig. 1 is used to spot each end of 
each individual wire. These ends are 
disconnected in turn and checked 
for continuity with the test device il- 
lustrated in Fig. 3. 

The details of testing for an open 
electrical circuit of course vary from 
one unit to another. The general rule, 
however, is to investigate first the 
most likely trouble spot and then 
proceed by a logical process of elimi- 
nation toward the least likely. 
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NEW OFFICERS and trustees get together at banquet during NHAW convention. Seated (1 to r): Harold 
Squire, treasurer; Gail C. Mason, ex-officio member of board of trustees; Glenn Ashburn, president; John 
Robertson, president-elect; J. B. Allen, secretary; Oscar P. Brauer, vice president. Standing (1 to r): trustees 


Robert MacIntyre, R. B. Hesling, Harry D. Hunt, W. V. Myers, George Mitchell, and George E. Egan; and 
W. R. Bull, executive director 


CONVENTION REPORT 


Wholesalers Pledge Aid to Dealers 


. . . and underline the importance of 

more and more cooperation among manufacturers, wholesalers 
and dealers at the tenth annual National Heating 

and Airconditioning Wholesalers association convention. 

Here’s a rundown of what happened at Columbus December 3-5 


A PROGRAM DESIGNED to coordinate the activities of the 
dealer, wholesaler and manufacturer was unfolded at the 
10th annual convention of the National Heating and 
Airconditioning Wholesalers association in Columbus, O. 
Dec. 3-5. Meeting sessions were kept moving at a fast 
pace by dramatized skits which brought out the high- 
lights of the subjects under discussion. 
Glenn A. Ashburn, Ashburn Supply Co., Culver City, 
° ° Calif.. was named president; John Robertson, Robert- 
Spring Meeting son Heating sy Co., Alliance, O., president elect; 
Oscar P. Brauer, A. G. Brauer Supply Co., St. Louis, 
May 6-7 Mo., vice president; Jack B. Allen, Allen Heating Sup- 
y ply, Inc., Buffalo, N. Y., secretary; Harold W. Squire, 
Broadmoor Hotel Squire Heating Supply Co., Div. of Tiffin Art Metal Co., 
Columbus, O., treasurer. : 





. 
Colorado Springs, Colo. New trustees to represent the association’s eleven 








regions were also elected: Region 1, George E. Egan, 
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Dealer Sales Training 


A training program outline for local wholesalers 
to use in their dealer training courses is to be made 
available shortly. (Reported by Richard J. Young, 
Young Heating Supply, Inc., South Bend, Ind., 
chairman. ) 


Dealer Management Training 


A new advanced course has been pre-tested at 
Ohio State University. Ten schools are planned 
throughout the country during 1957. The program 
will include both basic and advanced courses. (Re- 
ported by Robert Woodward, The Palmer-Donavin 


Mfg. Co., Columbus, O., chairman.) 


Wholesaler Management Training 


An executive management school program is now 
being prepared by Ohio State University. Dates are 
to be announced for early summer. (Reported by 
Ralph B. Bell, Richmond Supply Corp., Richmond, 
Ind., chairman.) 


Personnel Testing 


Sample tests for selecting salesmen are now avail- 


able from association headquarters. (Reported by 
Robert Woodward, The Palmer-Donavin Mfg. Co.. 
Columbus. ) 


Membership 


Thirty-eight new wholesaler members and two 
new associate members were accepted during 1956. 
Membership should reach 375 by end of 1957. (Re- 





ported by George Sprick, Modern Equipment 
Corp., New Haven, Conn., chairman.) 


Air Conditioning 


Data will be gathered through a membership 
survey on the proper quantity of stock to carry 
on hand to meet peak period demands. Report will 
be broken down into marketing areas as well as by 
annual volume. (Reported by Frank L. Green, 
Heating Wholesalers Co., Des Moines, Iowa, chair- 
man. ) 


Wholesaler Sales Training 


A new W ID A (Wholesalers Integrated De- 
velopment Approach) program is scheduled for 
the week of February 3 in Minneapolis. Registra- 
tion will be limited to the first 20 applicants. (Re- 
ported by T. J. Delaney, Jr.. Waterbury Heating 
Supply Co., Minneapolis, chairman.) 


Trade Relations 


A new committee has been formed to work with 
the Federal Trade Commission to carry out the 
enforcement of the rules governing Fair Trade Reg- 
ulations. (Reported by A. M. Vorys, Vorys Bros. 
Inc., Columbus, O., chairman. ) 


Statistical 


Quarterly surveys will be conducted during 1957 
and reported to members in place of the annual 
report issued previously. (Reported by Wm. O. 
Schoedinger, F. D. Schoedinger, Inc., Columbus, 
O., chairman. ) 








Belco Distributors, Inc., Somerville, Mass.; Region 2, W. 
V. Myers, Myers Furnace Supply Co., Wilkensburg, Pa.; 
Region 3, J. Orville Garrett, Loman Supply & Equipment 
Co., Inc., Greensboro, N. C.; Region 4, C. Blaine Lytle, 
Air Con, Inc., Detroit; Region 5, Robert C. MacIntyre, 
MacIntyre Co., Inc., Fond du Lac, Wis.; Region 6, 
Joseph Forshaw III, Forshaw of St. Louis, Inc., St. Louis; 
Region 7, Art Thys, W. M. Dunbar Co., Inc., Birming- 
ham, Ala.; Region 9, Harry D. Hunt, Midland Imple- 
ment Co., Inc., Billings, Mont.; Region 10, R. B. Hesting, 
Climate Distributing Co., Inc., Van Nuys, Calif.; Region 
11, G. Mitchell, G. Mitchell & Co., Ltd., Montreal, Que- 
bec. 

A business conference program was conducted on the 
second day. Wholesalers had the opportunity to confer 
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with top executives of the industry’s manufacturers. 
Forty-two different manufacturers were represented, with 
three to four representatives assigned to discuss needs 
and problems of mutual concern with the visiting whole- 
salers. All participants in the conference booth program 
expressed satisfaction with the event. 

Plans for future conventions were announced by Wil- 
bur R. Bull, executive director. The spring meeting is 
scheduled for the Broadmoor Hotel, Colorado Springs, 
Colo. May 6-7. The next annual meeting will take place 
Nov. 18-20 at the Morrison Hotel, Chicago. The 1958 
spring meeting is planned for Atlanta in April, and the 
1958 fall meeting will be held in Cleveland. The 1959 
spring meeting is scheduled for the Los Angeles area, 
and St. Louis will be host for the 1959 fall meeting. 





COLUMBUS CANDIDS 


Ways by which the wholesaler could best aid the deal- 
er in his advertising plans were presented by a panel of 
wholesalers and manufacturers. The panel was moderated 
by Richard F. Gang, Viking Air Products, Div. of Na- 
tional-U.S. Radiator Corp., and consisted of A. B. Mac- 
Laren, Perfection Industries Div., Hupp Corp.; George 
C. Webster, Wilson Supply Co., Inc., Washington, D.C.; 
W. S. Moellering, Century Engineering Corp.; George 
Mitchell, G. Mitchell & Co., Ltd., Montreal, Quebec, Can- 
ada. The panel summarized its individual recommenda- 
tions by proposing that wholesalers fully utilize the ad- 
vertising programs prepared by manufacturers. It was 
suggested that money allocated for advertising be used 
to pinpoint the dealers’ services. 


) : —_ oot 
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The pros and cons of selling through wholesaler sales- 
men or through salesmen representing a direct selling 
manufacturer were discussed by a panel of four whole- 
salers and three manufacturers. Richard Cullom, Gerwin 
Industries, moderated the panel, which included: Fred 
E. Baumbach, Climate Equipment & Supply Co., Inc., 
Rochester, N. Y.; R. C. Brainard, Standard Furnace Sup- 
ply Co., Ltd.; J. J. Hildebidle, International Heater Co.; 
Ralph B. Bell, Richmond Supply Corp., Richmond, Ind.; 
George Primich, G. W. Berkheimer Co., Inc., Gary, Ind.; 
W. V. Myers, Myers Furnace Supply Co., Wilkinsburg, 
Pa. A summary of the panel’s comments indicated that 
wholesalers might well consider indoctrinating their 
salesmen with the high degree of company loyalty found 
in many direct selling representatives and in selling a 
product’s merits at all levels of the wholesaler’s staff. 


106 


ED CA vn 


1 hea 


Dealer sales training programs were discussed by a 
wholesaler-manufacturer panel moderated by Cecil B. 
Oakley, Temco, Inc. Panel members were: Tommy 
Thompson, Thompson Co., Atlanta; Sidney Anderson, 
Airtemp Div., Chrysler Corp.; R. E. Breaden, The Treaty 
Co., Greenville, O.; T. S. 

American Metal 
Products Co., George Sprick, 
Modern Equipment Corp., 
New Haven, Conn. Four 


House, 


methods a dealer could em- 
ploy to increase his sales 
volume were outlined by the 
panel; 1) utilization of good 
sales tools such as brochures, 
signs and manufacturers’ 
presentation portfolios; 2) RETIRING president Gail 
C. Mason (left) extends 
congratulations to new presi- 
dent Glenn A. Ashburn 


redesigning salesmen  con- 
tests so it is possible for 
every salesman to win some 
prize rather than offering a single grand prize; 3) using 
more point-of-purchase sales aids; and 4) using customer 
incentive plans to encourage all customers to watch for 
and report possible leads among their friends and 
neighbors. A skit demonstrated how the wholesaler can 
most effectively aid the dealer in his overall merchandis- 
ing efforts. 


BUSINESS CONFERENCE program 
brought together wholesalers and 
manufacturers (1 to r): Frank Green, 
Milton Hinden, Frank Gibbons and 
Daniel Julian 
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HUGH REID'S SHEET METAL PATTERN 


How to Lay Out a 


Four Way Wye Branch Fitting 





PowisHinsg 
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PLAN VIEW | 2 


SECTION AA 





STATIONARY 
Duct 


REVOLVING 
TELE scoPEe 
Duct 


FRONT VIEW 


PLATE A - PATTERN PROBLEM is applied as 
part of the exhaust duct system for a revolving 
hub cap polishing machine 
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... for applications such as a four 
way hood for a factory or shop 
polishing machine 


THE FOUR WAY WYE branch problem was designed as 
part of the exhaust duct system for a revolving hub cap 
polishing machine as shown in Plate A. 

In considering the simplified method for this problem, 
note from Fig. 1 that the four way wye branch is sym- 
metrical about both the horizontal and vertical center 
lines. A further study shows that each leg is symmetrical 
about a 45 deg line drawn from point A (Fig. 3). From 
this analysis, it is evident that all the true length lines 
can be developed from a quarter plan view and the given 
114 in. height line as shown on Fig. 2. In the design 
of the elbows, the three way wye branches and the 
square to round fittings, the dimensions and angles for 
each type fitting must be identical. This will permit 
similar fittings to be made from the same pattern, which 
will cut down layout time. 

Plate A shows a section drawing through section AA. 
Sections are drawn for clarification. In practice, they 
would be projected perpendicular to the section line 
which is AA. 

Note that the complete pattern is developed from one 
half of the simplified method drawing. 

Given the plan and front views of a four way branch 
fitting, the following is a step-by-step analysis to the 
pattern problem solution: 


Simplified Method Drawing, Fig. 3 — 


a) Draw a 1 in. by 1 in. right angle and mark the 
intersection points of the two lines with the letter A. With 
A as center, and given radius 1 in., draw the 90 deg 
arc marked BB. 

b) Bisect the 90 deg arc, and from point A draw the 
line marked CL. From A, measure 9/16 in. on the center 
line, and mark the point O. With O as center, and given 
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radius 5/16 in., draw a circle. Divide the circle into 
eight equal spaces, and number the points 1, 2, 3, 4, 5, 
4, 3 and 2. 

c) Divide the 90 deg arc (BB) into 4 equal spaces, 
and mark the points B, F, E, F, B. From point A draw 
the work lines Al, A2, B2, B3, B4, 4F, F5 and 5E. 


To Lay Out Pattern for One Leg, Fig. 5 — 


a) Draw a vertical line and establish the point A. (See 
Fig. 4.) Draw a right angle. From Fig. 3, transfer line 
Al to the horizontal leg. Measure the given length of the 
wye as shown on Fig. 2, which is 114 in., and transfer 
this length to the vertical leg of the triangle. The hy- 
potenuse line A’l’ is the developed line. With point A 
(Fig. 5) as center, and radius A’l’, draw an arc on the 
vertical line above point A, and mark the intersection as 
point 1’. 

b) Measure length 114 in. on the vertical leg of a 
right angle, and transfer line A2 from Fig. 3 to the 
horizontal leg. The hypotenuse line A’2’ is the developed 
line. With point A (Fig. 5) as center and radius A’2’, 
draw arcs to the right and left of point 1’. With equal 
space 1 to 2 on the 5% in. diameter circle (Fig. 3) as 
radius, and point 1’ (Fig. 5) as center, cut the are A’2’, 
and mark the points 2’. 

c) From Fig. 3, transfer line 2B from Fig. 3 to the 
horizontal leg of a right angle, and measure the 114 in. 
height as given in Fig. 2 to the vertical leg. The hy- 
potenuse B’2’ is the developed line. With points 2’ (Fig. 
5) as center, and radius B’2’, draw arcs to the right and 
to the left of point A. With side length AB (Fig. 3) as 
radius and point A (Fig. 5) as center, cut the arcs B’2’ 
and mark the points B. 

d) Transfer line B3 from Fig. 3 to the horizontal leg 
of a right angle and measure the 114 in. height on the 
vertical leg. The hypotenuse line B’3’ is the developed 
line. With points B (Fig. 5) as center, and radius B’3’, 
draw arcs to the right and to the left of points 2’. With 
are length 2-3 on the 5 in. diameter circle as radius 
and points 2’ (Fig. 5) as centers, cut the arcs B’3’ and 
mark the points 3’. 

e) Draw a right angle. Working from Fig. 1, transfer 


Nine Miles of Ducts 


NINE MILEs of steel ventilating ducts have been installed 
in the new Ford Motor Co. plant at Lima, O. by Carlson 
Mfg., Inc., Barberton. The ducts were fabricated from 
475 tons of sheets, according to Wheeling Corrugating 
Co., supplier of the sheets. 

Sections were formed by the Carlson company in an 
assembly shed near the plant. As many as four individual 
duct sections were joined with connectors and _ trans- 
ported into the plant for installation. 

The factory area has a tempered and filtered air sys- 
tem. It is served by 24 large ventilating fans located in 
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line B4 from Fig. 3 to the horizontal leg, and transfer the 
given 114 in. height (Fig. 2) on the vertical leg. The 
hypotenuse B’4’ is the developed line. With points B 
(Fig. 5) as centers and radius B’4’, draw arcs to the 
right and to the left of points 3’. With equal space 3-4 on 
the 54 in. diameter as radius and points 3’ (Fig. 5) as 
centers, cut the arcs B’4’ and mark the points 4’. 

f) The line 4F is transferred from Fig. 3 to the hori- 
zontal leg of a right angle, and the 114 in. length is 
transferred to the vertical leg. The hypotenuse line 4’F’ 
is the developed line. With points 4’ (Fig. 5) as centers 
and radius 4’F’, draw arcs to the right and to the left 
of points B. With BF (Fig. 3) as radius and points B 
(Fig. 5) as centers, cut the arcs 4’F’ and mark the 
points F. 

g) On a right angle, transfer line F5 from Fig. 3 to 
the horizontal leg, and measure the 114 in. height on 
the vertical leg. The hypotenuse line F’5’ is the developed 
line. With points F (Fig. 5) as centers and radius F’5’, 
draw arcs to the right and to the left of points 4’. With 
equal space 4-5 (Fig. 3) as radius and points 4’ (Fig. 5) 
as centers, cut the arcs F’5’, and mark the points 5’. 

h) Transfer line 5E from Fig. 3 to the horizontal leg 
of a right angle and transfer the 114 in. height to the 
vertical leg. The hypotenuse 5’E’ is the developed line. 
With points 5’ (Fig. 5) as centers, and radius 5’E’, draw 
arcs to the right and to the left of points F. With equal 
space FE (Fig. 3) as radius and points F (Fig. 5) as 
centers, cut the arcs 5’E’ and mark the points E. 

i) From lines AB, measure down the given 1 in. 
flange length, and draw lines equal in length and parallel 
to lines AB. 


To Lay Out Collar Patterns, Figs. 6 and 7 — 


To calculate the circumference for the large and small 
collars, multiply the given diameters by the constant 
3.14. Thus, the circumference for the large collar is 3.14 
X 2 or 61, in., and the small collar is 0.625 X 3.14 or 
1 15/16 in. Draw rectangles equal to the circumference 
by the given collar length which is 14 in. 

Add allowances for seams and joints, lay out the neces- 
sary holes, and mark the patterns for fabrication. 


Ventilate Auto Plant 


a common roof top equipment room which is 50 ft wide 
and runs the full length of the building. 

Rectangular ducts above the ceiling provide filtered, 
heated and cooled air to the employees facilities build- 
ing through standard grilles and ceiling diffusers. 

More above-ceiling duct work supplies conditioned air 
to the administration building. Air is diffused through 
ceiling panels from low velocity modular vents. 

An average of 85 sheet metal workers and other em- 
ployees were used during the ventilating duct project, 
which was completed in 30 weeks. 
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Heat Pump Rides In 
On Cooling Boom 





. . » because of promotion by utilities to equalize 


electrical loads and because of its economic attributes 


as a practical source of year ’round comfort 


By William McGrath 


Carrier Corp. 


THE AIR-TO-AIR heat pump cannot sensibly be consid- 
ered as a device just to heat a house or commercial estab- 
lishment, because in most cases, it cannot compete with 
a heating device alone. The picture requires another in- 
gredient before the heat pump begins to make sense — 
summer air conditioning. I believe that a heat pump can 
be justified only as part of a complete air conditioning 
system. The point is that the man who has decided to 
cool his house has the makings of a heat pump which 
also can heat it. 

The same system which produces cooling in summer, 
when reversed, will produce heating in winter. 

Why, then, has so much interest been concentrated 
on the heat pump recently? The answer is increasing 
interest by the public in summer air conditioning. The 
increasing acceptance and use of air conditioning has 
created a new situation in the generation and distribution 
of electric power, which in turn makes the heat pump 
more desirable for heating from the standpoint of basic 
economics. 

Historically, the greatest peak use of electricity has 
occurred during the winter season. The days are shorter 
and much more lighting is required. However, most of 
the many air conditioning units and systems installed 
during the past 30 years operate by electricity, aud cool- 
ing systems operate only during the summer. 


Peak Demand Shifts 


Now we find in many communities the peak demand 
for electric current shifting from its historic high during 
the winter season to a new and higher point during the 
hot weather months. 

Of course, the basic cost factor in the marketing of 
electricity is the investment in power producing and 
distributing facilities. A utility must invest in large 
enough facilities to handle the peak demand. If this 
peak occurs only during the summer months, and the 
use of electricity is lower during the other months of the 
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year, then the load that creates such a peak starts to 
become less and less desirable. 

It is obviously not good economics to install expensive 
facilities for producing and distributing electricity for 
only one season of the year. Thus it has become im- 
portant for many utilities to develop a wintertime de- 
mand which will balance the new summertime load re- 
sulting from the widespread acceptance of summer air 
conditioning. 

And so the heat pump, using practically the same 
equipment to produce cooling in the summer and heat- 
ing during the winter, through its influence in develop- 
ing more balanced utility loads, has now become a highly 
desirable device for year ‘round air conditioning. 

To repeat, it is not usually practical simply as a 
straight residential heating device. It becomes practical 
only as a year “round air conditioner, supplying both 


heating and cooling through the same basic components. 


Stores May Find Heat Pump Practical 


In the commercial field, however, we have an entirely 
different picture. Stores and business offices today use 
more and more lighting, and lighting is after all a source 
of heat and one for which the user must pay. Then, too, 
stores have relatively few windows and _ accordingly 
small heat losses. 

If the owner of a store is already paying a consider- 
able portion of his heating bill for the electrical current 
which he uses for lighting, then it might well pay him 
to do the rest of it with electricity, which he puts into a 
heat pump, assuming of course that he must have the 
refrigeration equipment anyway to do his cooling job 
in the summer. 

Therefore, heat pumps may be completely practical 
in commercial establishments at lower design tempera- 


tures where residence applications might be questionable. 


(From a paper n heat pump ¢ juipment presented at a Ca yr Unitary 
Equipment Div. press conference.) 
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CLEAT DETAIL 
BATTEN SEAM ROOF 
Fig 2 


We do not wish to presume to tell you how to install gutters, leaders, roofs; 
flashing, coping covers, etc., because there are many, methods which you 
no doubt have found to be satisfactory. The purpose of this advertisement 
is to point out the methods of installation that have been proved by many 
years of use, and backed by more than a century and a half of experience in 
working with copper, to be the most satisfactory techniques. You will find 
these methods in Revere’s 110 page brochure, “COPPER AND COMMON 
SENSE.” Send for a copy today. And remember: Revere has a staff of spe- 
cialists known as Technical Advisors, whose experience qualifies them to REVERE COPPER AND BRASS INCORPORATED 
2 “ . . Founded by Paul Revere in 1801 
render valuable service and advice regarding the use of metals in the 
‘Idi id f sidetve stale il ti di h 230 Park Avenue, New York 17, N.Y. 
bui ing field. Feel free to consult with t em at all times regar ing t e USE Mills: Baltimore, Md.; Brooklyn, N. Y.; Chicago, Clinton 
of Revere Copper; you incur no obligation. Revere Technical Advisors and Joliet, Ill.¢ Detroit, Mich.; Los Angeles and Riverside, 
ss . - Calif.; New Bedford, Mass.; Newport, Ark.; Rome, N. Y. 
\ nay be contacted through the Revere Office nearest you. Sales Offices in Principal Cities, Distributors Everywhere. 
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Here is a dream come true...a line of air conditioning 
outlets by TITUS with beautiful, graceful lines that give 
unrestricted freedom of design—that fit the new design trend. 


Here are outlets that enhance che architect's studied motif... 


outlets with charm, PLUS the ability to pimpoint the air —— 
stream to a specific area. os a kage it...or ‘ its oe s 
or turn it ++ + OF ns 


Here are outlets by rhea pee a wide variety of uses 
that they accent the overall design, whether placed_i 
wall, in the ceiling, or in the baseboard. 


Specify TITUS air conditioning outlets and know that you” 
can create the air patterns so vital to efficient heating or cooling 
.. and still preserve the architectural beauty. . 


9 sae 
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TITUS MANUFACTURING CORP. »« WATERLOO, IOWA 
Gentlemen: Please rush me complete information on the new Titus Air 


Name 
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MORE AND MORE CONTRACTORS ARE cid 
; : Convector | iF | 
MAID-O -MIS1¢ Gi 


T T T P | 
as " 


GIVES MOST FOR LEAST 
While a Maid-O'-Mist humidifier gives lasting sat- 
isfaction to the customer, it costs little. Actu- 


ally, it more humidity cost than 
oe ialane cote octal = 


Fits Both Conventional and 


Counter Flow Warm Air Furnaces 

The only standard unit that does! Perfect for 

small plenums, easy to install. No flat bottom pan 

to block flow of air. 34" individual troughs, spaced 

an inch apart to allow free airflow between evapo- 

oe pede give a THIRD MORE EVAPORATING 
A 


In CONVENTIONAI 


furnaces, Maid-O'-Mist aT Something NEW! 
lesigi 


exclusive trough desig Y si—a 

soeen Jftveerchoutben ) RENEWAL KIT 

rads with evaporator pads and valve stem. 
Easy for home-owner to install himself. 
Eliminate service calls. Ask your jobber or 
write us for details. 
WRITE FOR FREE CATALOG TODAY. 


LESS AIR 
RESTRICTION 
IN PLENUM 


. MORE 
EVAPORATION 
AREA 


In COUNTER FLOW 


furnaces ai! vs down 


ane ~*~ : 
ward freel surround at 4 : i] LESS 
ing each pad, giving be ; 4) INSTALLATION 
1/3 more evaporatior - | i} TIME 
than ordinar | 


surface 
units 





AUTOMATIC TEWMIDIGIERS . «© «6 © ee eee WATERLINE CONTROLS 


AUTO VENTS «. « « HEATING AND AIR CONDITIONING SPECIALTIES 


MAID-O°-MIST, Inc. 


3217 NORTH PULASKI ROAD - CHICAGO 41, ILLINOIS 





























The only standard unit MA\ID-O-MIST pony 


a oy 


tional and counter flow > 
srtoms HUMID 


Original in design . . 
Low in cost 




















On low pressure 
steam systems— 


automatic HUMIDIFIER 








Here’s the inexpensive, efficient, QUIET way to keep 
the air freshened and comfortable. It discharges 1 pint 


FOR CONVENTIONAL warm ait of water vapor per hour at 1 Ib. steam pressure oak 





























No. 95 
. ; enough for 2000 cu. ft. Easy to install . . . just remove 4,” high 
furnaces cut opening in plenum and air vent valve from radiator and screw No. 95 in its 2," diamet 
water connections. 9 sizes avail- place. 





able with eva os capacities of 1 to 


10 gals. per 











On hot water 
or steam radiators 















a 


automatic HUMIDIFIER ; 
4 


Heavy copper twin troughs, each 5/16 - 
wide by 2” high are concealed in loops OV Faithful 
inside the radiator sections from the 
side. A constant water line is main- 
tained automatically in the troughs by 
a float controlled water valve. Patented 
corrugated evaporator pads extend 3’ Three sizes: 

above water line in troughs 18”, 24” and 34” lengths. 





uses water from 
radiator on hot water radiators, 
or from nearest supply on 
steam installations. 








Complete range of sizes! 





For either cast iron or copper 
FOR COUNTER FLOW, because of convector radiators . . 5 
its narrow desi you can in- in 2 <7 _ ater troughs 

onstructec oO ecavy copper, 
stall be either side of furnace having : the water troughs are 4” wide, 
3” minimum air passage. spaced 1” apart for unrestricted 
air flow. Each trough is auto- 



































matically supplied with water lations, water is taken from 
from radiator by No. 59 float nearest supply thru copper tub- 
control valve. On steam instal- ing. Shipped assembled, 








MAID-O-MIS 


3217 NORTH PULASKI ROAD - CHICAGO 41, ILL. 


FROM OUT OF THE PAST 


know all men by these presents: 
we hereby declare a 


deliver into our hands 


THE PALACE DUKE 


In 1886, the Palace Duke, 
legitimate oftspring of Amer- 
ica'’s most illustrious heating 
family, set out to make his 
mark in the world. The Palace 
Duke was destined for great- 
ness from the start. He gave 
off such warmth, and cut such 
a handsome figure (see cut) 
that his rise was truly as- 
tounding. Soon all America 
warmed to him. Men loved 
him because he required little, 
if any, waiting on. The ladies 
loved him because he rarely 
ever smoked or went out at 
night 


Then — it HAPPENED: One day (the date is obscured) this 
distinguished scion of America’s oldest heating family (1842) 

this heir to a name that today is recognized as the last word 
in heating (and cooling) — up and disappeared from the 
American scene. Just like that! 


OSS /SINQ 
CAG KA 


OG 


Y 4 
dis 


S) q 


- 


ee 


THE PALACE DUKE 
“ .. he rarely smoked 
or went out at night” 


Where, oh where has our little Duke gone? Will any Inter- 
national Dealer (present or future) be able to find the Palace 
Duke and claim the $500 reward for the first one reported? 


We hope so. 


If you locate one of these masterpieces with the name “Palace 
Duke’ emblazoned right on the front — beg, borrow or steal 
a flash camera and take a picture of the installation as well as 
of the edifice in which it reposes. Rush the prints to your 
nearest International distributor for authentication and then 
rush them by fast mail to Mr. Grate, Tracer of Lost Furnaces, 
International Heater Company, Utica 2, New York. 
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LOOK WHAT 
INTERNATIONAL 


OFFERS YOU FOR’57 


TWO GREAT LINES! 


Whatever your line, heating or cooling — International 
offers you the year's biggest range of models and features. 
All models are built to International's high quality stand- 
ards .. . pack more customer appeal than ever! 


A-1 DISTRIBUTION PROGRAM! 


makes your life easier all around. Your International 
Distributor maintains full stocks and repair parts only min- 
utes-away from you. You get ‘same day’ deliveries on 
anything from piping to complete heating and cooling sys- 
tems! No “‘loading yourself up’ with costly, hard-to-store 
stock — you realize more profits on less dollars invested! 


WE HELP YOU SELL MORE! 
International is heaping more fuel on the sales fire in 57 
with hard-hitting promotion material that lets you tailor- 
make your own advertising program! Colorful mailing pieces, 
personalized newspaper mats, in-store display material, 
outdoor signs, clocks, etc.— all designed to make sales 
easier and more profitable to you! 


SEE YOUR INTERNATIONAL 
DISTRIBUTOR SOON! 


You'll be handling the easiest-selling, easiest-to-install heat- The 1957 Look... 
ing and cooling systems ever... built and backed by the 


Watch for it—on all International heating and cool- 
oldest name in the industry — INTERNATIONAL of Utica. ing products. You'll be seeing — and in lot 


For complete details write. . . | of ‘em in 1957! 
International Heater Co., Utica 2, New York NTE RNATI O NAL 


INTERNATIONAL HAS BEEN IN THE 
HOME COMFORT BUSINESS SINCE 1842 


... and we KNOW our business 
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C i Ce ee 


Ventilating and Air Con- 
ditioning Fans Type NH 
Fans (shown) with 
backwardly inclined 
blade wheels, capacities 
1,000 to 725,000 cfm. 
Catalog 221. Type HV 
Fans with forward 
curved multiblade i 
wheels, capacities 150 5 Air Washers 
to 450,000 cfm. Bulle- 
tin 200. 


Capillary 
(shown) and Spray 
Type Air Washers for 
air cleaning and purifi- 
cation. Catalog 405 for 
Capillary type; Catalog 
400 for Spray type. 





Ready Unit Ventilating 
Sets Complete, ready-to- 
run units for smaller air 
handling requirements. 
Catalog 515. Direct 
connected and V-belt 
models in 18 sizes, ca- 
pacities 100 to 14,000 
cfm. Bulletin 500. 





Sprayed Coil Units Uni- 
coil Units designed prin- 





cipally for cooling and 
: dehumidifying service in 
Fan Equipment for Con- Pak. . central station air con- 
ditioning Units Type DF ; P ditioning systems. Cata- 
wheels and housings, or b. i log 411. 





complete fans for air 
conditioning units, cool- 
ing towers, evaporative 
condensers, etc. In 11 
sizes from 250 to 
10,000 cfm. Catalog 
603. 
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Industrial Exhausters 
and Blowers Type Cl 
Exhausters (shown) 
with capacities 200 to 
3,800 cfm, pressures to 
22”. Catalog 705. Type 
© Blowers with capac- 
ities 150 to 45,000 cfm 
for higher pressures. 
Bulletin 850. 


Industrial Air and 
Material Handling Fans 
Type XL Fans range up 
to 130,000 cfm, 18” 
SP, 60” inlet diameter. 
Four wheel types, 16 
fan sizes—smaller sizes 
adjustable as to dis- 
charge. Bulletin 702. 


NEW 


See it at the Show 


Booth 817 - 821 


Introducing . . . the new Clarage Centrilator, a 
centrifugal type Power Roof Ventilator, with an 
exclusive Clarage Jet Siphon feature for quiet per- 
formance, high efficiency. Self-contained, excep- 
tionally rugged, low silhouette, economical in all 
respects. Ten standard sizes with capacities to 
26,400 cfm. Request Bulletin 550. 





DISTRIBUTORS... 
WHOLESALERS... 


Did You Know... 


That's right . . . for a small investment (see example) you're ready 
to supply your dealers with complete “Gale-Aire” distribution 
systems for heating or cooling. 


That $4,000 investment will bring you a full Char-Gale truckload 


. actually all the material for 40 jobs, including plenum, fittings, 
duct and registers! 


. And, check the small space required . . . less than 300 square 
feet, 8 feet high will store all you need to start increasing your 
sales and profits with Char-Gale. 


ea TEE 


, — 


ae erie ~ 


‘ey a 
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HERE’S HOW! 





YOU INVEST... 


Just $4,000 and 300 square feet of warehouse space are enough 
to start a profitable increase in your business with the Char-Gale 
air distribution system. Immediately, with no big commitment on 
your part, you're in a position to offer your dealers the finest com- 
plete, simplified air distribution system on the market, for heating 
or cooling. 


G E T A Char-Gale truck will bring a// the elements of THE Char-Gale 
Pinon “Gale-Aire™ comfort air distribution system direct to your door, in 
one convenient delivery. You don’t have to be concerned about 
matching units from different sources, or hoping to coordinate a 
series of deliveries, because it’s all there, in ONE CONVENIENT 
LOAD. Even after Char-Gale becomes a big part of your business, 
1 TRUCK LOAD you can keep inventories down, because Char-Gale trucks travel 
anywhere in the country in a hurry. And you get truckload discounts 
on any combination of Char-Gale equipment. 


YOU SELL... 


All the material for 40 jobs, heating or cooling, is brought to you 
in your first Char-Gale truckload. This includes plenum, fittings, 
duct and registers. Everything is designed and manufactured for 
simple installation and efficient operation. And it comes to you 
completely packaged, for easy storage and protection against 


damage. 














SEND FOR THIS NEW 
ENGINEERING MANUAL 


Now, in one convenient manual, all the information 
necessary for figuring heating and cooling jobs! The 
answer to a long-felt need, this new manual will be 
an invaluable tool for distributors, wholesalers, deal- 
ers, and architects alike. Write today, on your 
letterhead, for your free copy. 
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Act Now, to Increase Your Business 
and Your Profits, with Char-Gale! 


As you can see, it’s not necessary to tie up your 
capital in large inventories of duct, fittings and 
registers. By stocking the simplified “Gale-Aire” 
system, you and your dealers get a complete 
air distribution line for either heating or cooling, 
that’s easy to store, sell and install. 


For further information, write us, today! 


SEE YOU AT THE SHOW 


Visit us in Booth 873 at the International Heating 
and Air Conditioning Exposition in Chicago, 
FEBRUARY 25 THROUGH MARCH 1, 1957. 





"“CRESTOGRIP” 
A new and better Utility Plier 


QUICK, POSITIVE 


ADJUSTMENT “7 \ <3 
Cut-away view (~ ZIRT 
shows joint mas 


r 
* f—~ 
construction. ; : 
Extra generous : > 


bearing surface capable of heavy 
loads. 


CRESTOGRIP No. P210 Utility Plier should not 

HALF A CENTURY be confused with ordinary “‘slip-joint” pliers. Its box 
OF FI NE TOOLS joint provides twice the strength of the conventional 
lap joint and eliminates sideways twist and strain. 

The Crescent Wrench, originated It will grip flat, square, hex or round objects with 
in 1907, is probably the most im- powerful leverage. Adjusts to four positions up to 
itated hand tool in the world to- 14" capacity. It has no rivet projections and meas- 
day. Through the years Crescent ures only 4" at its thickest point. Handsomely fin- 


has not only improved this famous ished in rust-resistant zinc plate. Overall length, 914”. 
wrench but hasdesigned many new 
tools to fill the needs of changing 


industry and specialized skills. 
Crescent Tools are sold by Hard- 


a a. 
ware Dealers and Industrial Dis- 


: ls A 
tributors everywhere. CRESCENT TOOLS mx? Ss 
Give Wings lo Work mm? 


VL A Le aL 
Symbol of Excellence 


Crescent is our trade-mark, registered in the United Stotes and abroad, for wrenches and other tools. Sold by leading distributors and retailers everywhere and made only by 


CRESCENT TOOL COMPANY, JAMESTOWN, NEW YOR K 
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COMPLETELY INTERCHANGEABLE 
—witt reptace any fuel-unit now 


on market 


MOUNTS IN ANY POSITION 
—for easier changeover 


360° PORT ARRANGEMENT 
—Ooptional ports for convenience 


and Serviceability 


COMPACT AND LIGHTWEIGHT 
permits installation in the 
tightest of quarters 


LOW -FRICTION SEAL 
“and life-time lubricated 
outboard seal beatings 


Webster Service Saver 


Come see us at Booth 572, IHAC Exposition 
International Amphitheatre, Chicago. 


franklin adv. A100 
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THE ROTARY ‘x 
FILTER THAT (fe 
NEVER CLOGS 


— the first major improvement 
in fuel pumps in 25 years 


After eight years of developing and 
testing, Webster has applied a 
self-cleaning rotary filter principle to 
the new “‘ServiceSaver’’ fuel-unit. 
Internal screens and strainers have 
been eliminated. So have clogging and 
cleaning. The rotary blade renews 

the “‘filtering’”’ surface 7000 times 

a minute allowing only filtered oil 
with a particle discrimination of 125 
microns to pass to the nozzle. 

This is equal to the filtering action 

of 100 mesh screen. 

Catalog data sheet A9A1 tells the entire 
story, complete with specifications, 
installation drawings and dimensions, 
ratings, etc. Write for your copy; 
you'll be glad you did. 


INDUSTRIAL DIVISION 
WEBSTER [--. 3) ELECTRIC 


Racine, Wis, 





| NEW FEATURES 
with a BIGGER FUTURE 
for YOU from 





MODEL 400 HUMIDIMATIC 
New Electric Humidifier 





a 


The difficult problem of maintaining the proper amount of 
humidity in a large home is solved with Skuttle’s' new electric 
humidifier. Designed for warm air heating sysséms, Model 400 


Humidimatic is capable of vaporizing 27 quarts of water in 24 
hours! 


When the humidistat calls for mose*humidity, Model 490 anto- 
matically creates and contrgles# 
tion. Vapor is pro 


Model 400 Humidimatic is equipped for automatic water feed. 
A valve controlled by a glass, leakproof float keeps water in the 
humidifier at all times. No evaporation plates are necessary. 
For plenum or trunkline installations. 
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Clog Free OPERATION 





HUMIDEX TABLETS 
Prolong Life of Humidifier 


STANDARDIZE THE COMPLETE LINE 
ON wih 
INTERCHANGEABLE PARTS 





MODEL 600 


The most popular and successful 
of all humidifiers for many years. 
More than two million are in use 
today. It’s the humidifier for 
warm air furnaces of the stand- 
ard type, including winter air 
conditioning. 





MODEL 450 


Hangs on the side of the heater 

— evaporating plates reach into 

the air stream. Useful in coun- 

terflow, highboy, floor furnaces 

and space heaters, where space : oe ’ 

oma permit the use of Series New lifetime stainless steel Vapoglas Plate Holders are now 


etiertceM@oc li (s@eme tian) atieelams (retteltitae, 





MODEL 760 


This increasingly popular duct 
type installation does an excep- 
tional job of humidification. 
Note how the unit is installed on 
the bottom outside of the trunk- 
line, leaving only the plates en- 
tirely exposed to give maximum 
evaporation without any obstruc- 
tion. Airflow scrubs both sides 
and full length of each Vapoglas 
Plate. 
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It’s great to be COMFORT ably fixed! 





... and comfort is a major sales advantage of Caercé 


ies 


4 


It’s easy to see why the efficient line of Capitolaire Winter 
Air Conditioners provide sales assets that are readily accepted 
and valued in both residential and commercial fields. 
These rugged, thoroughly dependable units are designed to give 
years of trouble-free heating comfort with maximum fuel economy. With Capitolaire Winter 
Air Conditioners, owners will enjoy: PLEASANT, HEALTHFUL TEMPERATURES 





CLEAN HEAT + LOW COST FUEL CONSUMPTION «¢ AUTOMATIC OPERATION 
LONG TROUBLE-FREE SERVICE « COMPACT SIZE « ATTRACTIVE DESIGN 





LO-BOY 

Fully automatic... 
compact, clean, trou- 
ble-free . . . for base- 
ment installations . . . 
gas, oil or coal-fired 
up to 250,000 Btu/Hr. 
input. 


HI-BOY 

Completely automatic . . . 

gas or oil-fired ... de- 

signed for minimum space 
. ideal for small homes 
. can be installed in 

closet or utility room .. . 

vp to 125,000 Btu/Hr. in- 





COUNTERFLOW 

For basementiess homes 
. ideal for perimeter 

system ... gas or oil-fired 
. can be installed in 

closet . .. economy models 

also available ... up to 

105,000 Btu/Hr. input. 


HORIZONTAL 

For installation in attic or crawl 

space .. . compact, fully auto- 

matic ... gas or oil-fired ...up 

to 135,000 Btu/Hr. input... 
. populor sizes available in 

economy models. 


put... lower cost models 
available in popular sizes. 





HI-CAP 

For industrial or commercial heating .. . gas, 
oil, stoker, or hand-firing . . . attractive, 
ruggedly built . . . capacities from 330,000 
to 1,000,000 Btu/Hr. . . . suspended models 
ovailable. 


o 
f 


Of oF 


Sales 
offices in 
principal 

cities 2 ( 





Write for complete information. 


National -U. S. Radiator 


,-ORn POs: 47-80 B 




















GRAVITY 

Deluxe cabinet, compact 

unit ... for gas or oil-fired 
. round case coal-fired 

models .. . for automatic 

or hand-firing . . . pipeless 

models. 


COMPLETE LINE FOR SUMMER AIR CONDITIONING a 


— Pa, r-_ 


WINDOW 

Deluxe model . . . thermo- 
statically controlled .. . 
flush mounting . . . clean, 
fresh circulating air .. . 
%,1,1¥%2 HP capacity. 








RESIDENTIAL 

3 models .. . water- 
cooled .. . air-cooled 
remote condenser . . . 
remote evaporator— 
air-cooled condensing 
unit... 2, 3, 5 ton ca- 
pacity ... for summer 
home comfort. 





COMMERCIAL 
Self-contained . . . for 
stores, offices, commer- 
cial buildings . . . quiet 
operation . . . cools, 
heats, dehumidifies, fil- 
ters, circulates, venti- 
lates ... 3 through 60 
HP capacity. 











HEATING AND AIR CONDITIONING DIVISION 
Johnstown, Pennsylvania 








ONE OF THE problems faced by every 
sheet metal contractor is keeping 
track of small tools and equipment. 
The larger the company, the more 
tools needed and the greater the an- 
nual loss. To keep track of the tools 
used by journeymen of the R. F. 
Knox Co., Atlanta, Earl G. Henry 
designed a 3 X 5 ft board and a 
system to show at a glance which 
tools are in use and who drew them 
out. 

The board is divided into eleven 
sections, each of which is allotted a 
specific type of tool. The tools regis- 
tered on the board are: electric hand 
drills, screw guns, grinders, sanders, 
electric hammers, tappers, powder 
driven masonry anchor guns, electric 
hand saws, portable blowers for test- 
ing high pressure duct systems and 
electric hand shears. 


Code System Used 


Each tool registered under each 
heading is given a symbol and a 
number; for example, the company’s 
71 electric drills are numbered from 
1 to 71 and use the prefix letter of 
D to identify it on the board. Simi- 
larly, the company’s ten screw guns 
are numbered one to ten and use the 
prefix letters SC. 

To round out the system, each em- 
ployee is given a set of 114 in. dia 
tool checks; a different number is 
assigned to each employee. A posted 


AMERICAN ARTISAN, JANUARY 1957 


TOOL BOARD, which shows the whereabouts of each shop tool, is checked 
by Earl G. Henry to locate tools which are in use 


record at the bottom of the board 
lists the man’s name and the number 
assigned him. When he draws a tool 
from stock, he gives the stock man 
one of his checks which is placed 
over the number on the board that 
identifies the tool being issued. This 
method of identifying the tool drawn 
out makes the mechanic return the 
same tool he withdrew. Any acciden- 
tal exchange that took place on a 


Tell Others About Your 


yuccesstul ideas 


by writing to: 
Editor, American Artisan, 
6 N. Michigan Ave., 


Chicago 2, Illinois. 


job will be quickly spotted by the 
stock man when the tools are re- 
turned. 


Colors Show Status 


The tool checks are silver in color. 
Other colors are used by the stock 
man to help him tell the status of 
each tool at any time. A red disk 
indicates that the tool is out for re- 
pairs, a green disk indicates it’s in 
stock and ready for use, and a yel- 
low disk will indicate the tool is be- 
yond repair and needs replacement. 
This tool will be removed from stock 
at inventory time. A new tool will 
be given a new number. The old tool 
number will be removed from the 
board when the tool is finally dis- 
carded. 











Presents the GREAT No. 1000 BASE DIFFUSER 
and the Matching No. 2000 Perimeter Base Intake 


SUCH A PERFECT COMBINATION HAS NEVER BEFORE BEEN OFFERED 


The MOST IMITATED BASE DIFFUSER in the WORLD 


IT has BLAZED A TRAIL That has 


WE NOW OFFER ITS RUNNING MATE .. . THE NEW 


No. 2000 U.S. PERIMETER 
IT REALLY FINISHES the 
PERIMETER SYSTEM 


BASE INTAKE. 


EASY to Install 
EASY to Decorate 
EASIEST OF ALL to Keep Clean 


ASTOUNDED COMPETITION 


Made in Two Foot and 
Four Foot Lengths. From 
these sizes, any desired 


lengths may be assem- 
bled. 





GREATEST FREE AREA — YET NON-VISION 

















( 
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No. 105 
U.S. SIDEWALL 
DIFFUSERS 





No. 410 U.S. FLOOR REGISTER — 


Made in 9 sizes. 


No. 106 
U.S. BASE 
DIFFUSERS 


MEET US AT THE CHICAGO SHOW — BOOTH 1036 














Newly improved style 
RESIDENTIAL 
AIR CONDITIONING 
REGISTERS and GRILLES 










New No. 500 


U.S. CEILING DIFFUSERS 
HAVE STEPPED-DOWN CENTER, 


SAME EFFICIENT DESIGN 


= 


a 


piette CEOPOEGRACUGNSANSTNICEDENT DTN f 





LELEDA GERUROREVTUEETPEDONT TENTED ITe 
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No. 256 A.C. REGISTER 
F » 
= : 
2 
NEW No. 153 A.C. REGISTER 40h SS 
: 4A WW 
htc 
TEECEECREGCEGEMARELEET TARE 
' FEECECECRCEEMIRERERTT RTT 
: PECECCERCRERMIARRRT ELTA 
FECERECEELEGETATR TAREE TER 
TECECCEELEEEEERL TT ET ETRE 
No. 249 Adjustable-Bar 
A.C. REGISTER 
= ——— 
No. 163-34 Out- . wre 
of-the-Wall 
A.C. REGISTER 
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No. 177H A.C. GRILLE 









. UNITED STATES REGISTER COMPANY 
ws & 


BATTLE CREEK, MICHIGAN 
MINNEAPOLIS KANSAS CITY 


ALBANY 











You ought to have 
a copy of our 
PUBLICATION LIST 


This 8-page bulletin lists and 
describes all the current pub- 
lications on the principal 
families of A-L Products: 
stainless and heat-resisting 


steels, tool and die steels, 
electrical steels and alloys, 
permanent magnet materials, 
and Carmet carbides. There 
is a handy order form for 
your convenience in getting 
the material you need: tech- 
nical and «fabricating data, 
information on applications 
and fields of utility, etc. 
Write for your copy. 


ADDRESS DEPT. AA-85 





You don’t have 


to shop around... 

















Sirmne suear... = sam = | wor  SOth ANNIVERSARY ©»: 
| vc | W. A. WHITNEY MFG. CO. 


x2" 636 RACE STREET  =_=<A. ROCKFORD, ILLINOIS 


gage sheets 
th adjustable W. A. Whitney tools are simple in design, sturdily constructed, and wel! balanced for 
easier handling. Main parts of drop forgings of alloy steel with wearing parts heat treated 
Write us for our new catalogue, then contact your jobber. 
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TINNERS HAMMERS NO. 6 PUNCH > > > 
ee 
Skylight, Ventilating and Tank Flange Punch 
Riveting Hammers — Polished T-12 Black B-12 Weight Especially adapted for button punching. Ca- 
head 12 oz. Setting Hammers — Polished T-18 Black pacity Y%” hole thru 3/16” iron. Length 
B-18 Weight head 18 oz 26%”. Weight 10% Ibs. Depth of throat 
One piece head and 13%”. Punches and dies Ye” to 9/32” by 
handle. Leather grip 1/32”. 
\ 


} 








4 4.4.NO. 2 PUNCH 


Capacity 5/16” hole thru 4” iron. Length 


23”. Weight 14 Ibs. Depth of throat 
NO. 4-B TINNERS 


1-11/16”. Punches and dies from 3/32” to 


4 qq PUNCH ve" by 1/64”. 


Capacity %” hole thru 16 gage CHANNEL IRON PUNCH > >> 
iron. Length 812”. Weight 3 Ibs. 
Depth of throat 2”. Punches and 

™ Ne” t /32” , 

: ty a phe an A companion to the No. 2 Punch for use on chan- 
ies pees ent Gis nel or angle iron. Capacity %” hole thru %” 
gee centers d iron. Length 23”. Weight 17 Ibs. Depth of 

throat 1%”. Punches and dies 3/32” to 4%” by 
1/64 


444.NO. 8-B PUNCH 


Capacity %” hole thru %” iron. Length 
182”. Weight 7% Ibs. Depth of throat 2” 


g Punches and dies 1/16” to 7/16” by 1/64”. 
NO. 91 BENCH PUNCH } > > 


Capacity 2” hole thru 4” iron, %” NO. 8-C CLIP PUNCH >>> 
hole thru 3/16” iron or 2” hole thru ; 
Ye” iron. Weight 82 Ibs. Depth of throat Capacity three thicknesses of 20 gage steel. Length 
5”. Round punches and dies Ye” to 1” by 18%2”. Weight 8 Ibs. Special tool for fastening 
1/32”-1” to 2” by 1/16”. Also has seams in duct and sheet metal work. No second 
notching attachment to notch 12 x 1% operation or hammering down required. 
x Ve angle iron. Punches, dies, bolsters 
and notcher interchangeable with No. 92, 
93, 94, 95A, 95B and No. 96 Punch 
Punches and dies made in rounds, squares, 
ovals, rectangular and special shapes. 
Bench Punch #92 #93 $94 » 
Weight (ibs) ] 

/8”" 3 

2 


Depth Throat 
Stock Size 
Round Punches 


444q.NO. 95-A HYDRAULIC PUNCH 


444NO. 1 Capacity 12% tons. e” hole thru ¥%4” - 7%” hole thru 

3/16”-2” hole thru Ye” iron. 20 Strokes per minute 

PUNCH Weight 525 Ibs. Floor space 18” x 25”. Depth throat 

10”. Standard 1% H.P. motor 1750 R.P.M. Either in 

110-220 Volt single phase or 220-440 volt three phase. 

Operated with a foot treadie. Punches, dies bolster plates 

Capacity 3%” hole through %” iron. Length 34”. and notching attachment interchangeable with No. 91, 92, 
Weight 23 Ibs. Depth of throat 1%”. Punches and 93, 94, 95B and No. 96 Punch. 

dies Ye” to 9/16” by 1/64” 


NO. 95-B HYDRAULIC PUNCH 





EXTRA PUNCHES and DIES 
WHITNEY 
LEVER PUNCHES 


Weight 450 Ibs. Floor space 1442” x 25”. Ca- 
pacity and size same as No. 95A and is the 
The type of extra punches and dies at same as that tool except power unit is not 
left are used in Nos. 1, 2, 4 and 4-B enclosed in a cabinet. Punch unit can be placed 
” 2 4 Ch above, below or at either side of power unit 

No. 6 Sky-light, 8 and 8B, and Chan- Standard length electrical cord 8 ft. Hose 6 
nel Iron, also Nos. 5, 7, 7¥2 and ft. Can be used on channel or angle iron as 
Imperial No. 8 . well as sheets. Punches, dies, bolster plates 

: and notching attachment interchangeabie 
The type at right are used in Nos with No, 91, 92, 93, 94, 95A and No. 96. 
11, 12. 14, 15, 20 ie : Made as No. 96 with 18” depth of throat. 

b oh ye ee S . Made as No. 97, with 24” depth of throat 
40A. Same as No. 95B except punch unit has 
greater depth of throat. 
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YOU AND THE LAW 


Dealer Is Liable for Improper Instructions 


. . . Which result in injury to the customer. 


But when instructions are not required and none are 


given, the customer has no legal claim for damages 


WHEN A DEALER or contractor is un- 
der no obligation to instruct a cus- 
tomer in the use of heating or cool- 
ing equipment, he incurs no liability 
if he says nothing. If however, he 
sees fit to volunteer his advice and 
is negligent in the directions he 
gives, he may be liable for any in- 
jury suffered by the customer. 

In an eastern state several years 
ago a dealer undertook to show an 
18 year old boy how to operate a 
certain piece of equipment. Appar- 
ently the dealer was under no obli- 
gation to do so. The boy, not prop- 
erly warned by the dealer, was seri- 
ously injured in an accident involv- 
ing the equipment. 

Suit was brought against the deal- 
er. He maintained that since he was 
not obliged to give these instruc- 
tions he was not liable for damages 
even if his instructions were wrong 
or insufficient. 


Court Held Dealer Liable 


The court decided the dealer was 
liable for these injuries incurred as 
the result of wrong advice, irrespec- 
tive of any obligation on the part of 
the dealer in the first place. In its 
decision the court said: 

“Liability for negligence rests on 
the principle that if a person under- 
takes to do an act or discharge a 
duty by which the conduct of an- 
other party may be properly regu- 
lated and governed, he is bound to 
perform it in such a manner that 
those who are rightfully led to a 
course of conduct or action on the 
faith that the act or duty will be 
duly and properly performed, shall 


132 


not suffer loss or injury by reason 
of his negligence.” 

In a similar instance an appliance 
dealer volunteered to tell a woman 
how to use a washing machine al- 
though he was not obliged to do so. 
He failed, however, to warn her of 
Her dress 


caught in the gears and her arm was 


some exposed gears. 
drawn into the wringer up to her 
shoulder. 

The defense argued that there was 
no obligation on the part of the deal- 
er to give instructions and conse- 
quently there was no breach of con- 
tract for which damages could be 
awarded. The court, however, ren- 
dered judgment against the dealer. 

“In this court, 
“the dealer undertook the responsi- 


case,” said the 


bility of giving instructions as to the 
proper mode of using the machine 
and how to avoid the dangers in its 
use. When the dealer undertook to 
inform this purchaser as to the mode 
of using the machine, he assumed 
the responsibility of giving such in- 
formation as was reasonably neces- 
sary for the purpose.” 


No Instructions, No Grounds 


If the dealer, although he may 
have promised to do so without com- 
pensation, refuses to give instruc- 
tions, he is free of any liability. 

In a decision rendered over a hun- 
dred years ago an English court 
said, “If a party undertake to per- 
form work and proceed on the em- 
ployment, he makes himself liable 
for any wrong-doing in the course 
of that work. But if he undertake 


but does not proceed on the work no 


action will lie against him for the 
failure to perform when there was 
no custom of the realm or any legal 
obligation to compel him to perform 
the work.” 

Not many years later in an eastern 
state a court said of this English de- 
cision, “Will then an action lie when 
one party entrusts the performance 
of a business to another who under- 
takes to do it gratuitously and wholly 
omits to do it? If the party who 
makes this engagement enters upon 
the execution of the business and 
does it amiss, through want of due 
care, by which damage ensues to the 
other party, an action will lie for the 


wrong doing. 


Not Responsible for Failure 


That is, 
structions and they are either wrong 
or insufficient, he is liable for negli- 
gence. On the other hand, accord- 
ing to this old English rule, “When 
he undertakes to do an act for an- 


when a dealer gives in- 


other without reward he is not re- 
sponsible for omitting to do the act 
and is only responsible when he at- 
tempts to do it and does it amiss. In 
other words, he is responsible for a 
wrong doing but not for a failure to 
perform.” 

That court a few years later sum- 
marized the rule of this earlier de- 
cision, “When one party entrusts the 
performance of a business to another 
who without consideration under- 
takes but wholly omits to do it, there 
is no liability notwithstanding the 
party may have sustained 
if the party enters 
upon the execution of the business 
and does it amiss 


special 
damages, but 


through the want 
of due care by which damage ensues 
to the other party, an action will lie 
for the wrong doing.” 


[Note: While this discussion applies to actual 
cases, it should be remembered that legal rules 
vary in different states} 
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Héte it is, actual size. . . the dust- 
roof, trouble-free, never-fail mer- 

/cury switch of the famous Honey- 
/ well Round. 









Pe 
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This drop of mercury 


| 
| 


can cure 67%*of your 


thermostat service headaches 


Problem: 67%* of all thermostat service calls are due to dust 
and dirt which insulate electrical contacts. Such service calls 
are big fat headaches . . . they often mean nighttime trips, 
they’re always unprofitable. 


Solution: Specify the Honeywell Round. Its mercury switch 
is 100% dust and dirt proof, with electrical contacts com- 
pletely sealed inside a glass tube. 








eins The Honeywell Round 


keeps trouble away from your door 
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“GB MORRISON CUSTOM DESIGN 


COMPLETE OR ANY 


Because of the various Morrison Blower De- 
signs and the many component parts that 
go into the making of complete assemblies, 
M.C.D.° offers you blowers that are practi- 
cally designed individually for your furnace 
and air conditioning units. 


Meeting every requirement of space and 
function, overcoming all the limitations of 
stock blowers, M.C.D.* makes it possible for 
you to obtain quality produced blowers built 
and designed specifically for your products. 


PART 


& 


In addition to this, substantial savings are 
assured by the combination of standard parts 
produced in volume. 


Morrison engineers will be happy to work 
with you — as they have with most of the 
leading Heating and Air Conditioning Man- 
ufacturers — for perfect distribution of air in 
your equipment. 


Write us today — tell us of your problems — 
and see if we can show you a simple “out”. 


MORRISON PRODUCTS 
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Photographs at left 
show Morrison Wheel 
and component parts 
of Direct Connected 
Blower. 


Be sure to visit us at the 
alicigalelilelalel Mal-telilileMeclile me Vis 
Conditioning Exposition 
Chicago Feb 25 to March Ist 


Booth 936 


INCORPORATED (‘“Givetana 10, onic. 
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WHAT THE ASSOCIATIONS ARE DOING 





- = eT LE 
---=-= ses ‘== ANN 
CONVENTION COMMITTEE for the 39th meeting of the Indiana Sheet Metal and Warm 
Air Heating Contractors Association includes: (I to r, seated) E. N. Rhodes, A. C. Tilley, 
Leroy Hunter, Harry Singleton, John Kuharic, Maxwell Goff, Harold Boyd (chairman), F. E. 
Anderson, Frank Stewart, Homer Selch; (standing) Bill Shirley, Al Nemec, Bill Garber, Harry 
Hurt, Dick Watson, Bill Meador, (unidentified), Robert Renick, Don McCloskey (president), 
Charles Buck, Ben Flock, Z. V. Hazelton, G. F. Hann, Chris Sorensen. 


Indiana Convention Designed to Help 


Dealers Do a Better Job 





“A BETTER JOB’ is the theme selected for the 39th An- 
nual Convention of the Sheet Metal and Warm Air Heat- 
ing Contractors’ Association of Indiana, Inc. The meet- 
ing will be held Feb. 7-8 at the Hotel Severin in Indian- 
apolis. 

Among the subjects planned are better sales promo- 
tion, better design and installation, better dealer manage- 
ment, certified warm air heating and cooling, and new 
taxes for Indiana contractors. 

Guy Voorhees of the National Warm Air Heating and 
Air Conditioning Association will bring members up to 
date on the latest revisions in the NWAHACA’s manuals. 
He will also report on the principles of correct design 
to give the best in indoor comfort. 


Certified Heating to Be Discussed 


Certified warm air heating and cooling programs will 
be discussed by Jack Demling of the Sheet Metal Con- 
tractors’ National Association. Certified heating and cool- 
ing is being promoted in the industry as a means to aid 
dealers in offering the highest quality installations to 
the public and to assist them in making more profit 
on these better installations. 

The discussion on dealer management will cover analy- 


sis of overhead and the best application of time, advertis- 
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ing money, and sales effort with an eye to increasing 
profits. This subject will be covered by Wilbur Bull, Na- 
tional Heating & Airconditioning Wholesalers, Inc. 

A preview of the proposed new taxes for Indiana will 
be presented by Marshall Abrams, Building Congress 
of Indiana. Sales tax, income tax, and increased gross 
income tax will be coming up for consideration in the 
state legislature. 

Convention plans also include a banquet for members 
and their wives and a stag party. The ladies committee 
is making arrangements for a theatre party, a card 
party, and a luncheon for wives. 


Dinner to Honor Dr. Willard, Associates 


TrisuteE will be paid to Dr. Arthur Cutts Willard, presi- 
dent emeritus of the University of Illinois and a past 
president of the American Society of Heating and Air- 
Conditioning Engineers, and to four former staff mem- 
bers of the university, at a reception and dinner at the 
Conrad Hilton Hotel, Chicago, on Feb. 25. 

Honored with Dr. Willard will be Dr. Raymond B. 
Allen, Dr. H. H. Mitchell, Dr. Robert W. Keeton, and 
Prof. A. P. Kratz. The affair is planned to mark the 
many contributions of these men to the arts and sciences 


(Continued on page 140) 
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Now available —for you! 
VALUABLE NEW BOOK 
on Ww 


INDUSTRIAL QUALITY...FRACTIONAL H.P. 
ELECTRIC MOTORS 


Right at your desk, make a detailed inspection of 
Century’s Fractional H.P. single phase and polyphase 
line of motors, designed to latest NEMA standards! 
This fact-filled new book gives you the comprehensive 
story on Century’s new 48-Frame and 56-Frame 
INDUSTRIAL QUALITY Motors...tells how and why 
they're befter performers than the older models, why 
they weigh less, take less space, are easier to handle. 








: Motor types and mountings are described, stator and 
INDUSTRIAL QUALITY ° 
fom ned : rotor construction, how to select proper torque and 


yd - speed ...and many other facts to help you choose the 


eae. : p R : right motors for fop performance... all along the line! 
youn ame encionse 190 erformance © ated 
ct rr dots 5 A NEW CONSOLIDATED LINE 
OF INDUSTRIAL QUALITY ELECTRIC 
MOTORS. NEW AND IMPROVED 
MATERIALS, DESIGNS AND 


OPERATING FEATURES SN A A A A TS TE 





Prectormance Rated” To CENTURY ELECTRIC COMPANY 
sia 1806 Pine Street, St. Lovis 3, Mo. 


Comptete Line 
1/20—400 HP 











Please send New Bulletin 1-IPI to: 


Mail Coupon Today |: 
for your personal copy of 1 Company 
this informative book Address 


City 








Parformance-Rated © 3 : 


MOTORS CENTURY ELECTRIC COMPANY © 


1/20 to 400 H.P. 


J 


1806 Pine Street © St. Lovis 3, Missouri © Offices and Stock Points in Principal Cities 
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Combination Rotary Machine 


Double Seaming Machine 


ca 


Furnace Collar Edging Machine 


To help you select the proper tools 
for your requirements write for 
PEXTO bulletins. Pictured are the 
handy reference catalog, Foot shear 
bulletin, Power shear bulletin. 


———a9 


Scratch Awl 


Foot Squaring Shear 
Ring and Circle Shear 


= 


Slip Roll Forming Machine 


Setting Hammer 


Combination Brake 
and Folder 


Aviation Double Cut Snip 





Adjustable Bar Folder 


Tools to match the skills of 
sheet metal journeymen... 


To the skilled sheet metal craftsman, the word “PEXTO” on a 
machine or tool means dependability . . . quality . . . unsurpassed 
performance . . . and long years of day-in, day-out service. 
Little wonder, then, that the complete line of PEXTO sheet 
metal equipment is represented in the shops of sheet metal 
workers everywhere. PEXTO machines, both power driven and 
manually operated and PEXTO hand tools combine with trade 
skill to produce job accuracy, job quality. 


PE X TQ ester some inthe set mata inde 


THE PECK, STOW & WILCOX COMPANY « since 1785 - SOUTHINGTON, CONN. 
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BLIND SOLDERED LOCK 
JOINT EVERY 8 FEET 





LOOSE LOCK TO PERMIT 
EXPANSION EVERY 24 FEET 


BATTEN CONSTRUCTION EVERY 24 FEET ALLOWS FOR 
EXPANSION AND CONTRACTION OF THE DECK COVERING 


PP ee ee 


4 


\) 








Cut cooling load with copper-faced sunshades 


ges trend toward larger window 
area and summer air condition- 
ing has made the sunshade an ever 


Typical application of copper-faced 
sunshades in an apartment building. 
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more important feature in architec- 
ture. In areas where freezing tem- 
peratures occur, it is advisable to 
cover the sunshade with copper. 
The drawing above shows prac- 
tices recommended in the design of 
a 20-ounce cornice-temper copper 
covering, interlocked with ANna- 
conpa Through-Wall Flashing for 
positive, long-life protection. This is 
one of the new drawings shown in 
“Modern Sheet Copper Practices,” 
issued by The American Brass 
Company. 
AWARD WINNER. The 104-page book 
was awarded the Certificate of Ex- 


ceptional Merit in the 1956 Building 
Products Literature Competition 
sponsored by The American Insti- 
tute of Architects and The Produc- 
ers’ Council, Inc. “An exceptionally 
comprehensive and well-arranged 
informative literature illustrating 
and describing the correct uses of 
sheet copper for various roofing and 
flashing purposes.” 

For your free copy write to The 
American Brass Company, Water- 
bury 20, Conn. In Canada, Ana- 
conda American Brass Limited, 
New Toronto, Ont. Ask for Anaconda 
Publication C-1. = 


For protection that lasts, use 


ANACONDA sneer copper 
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WITH THE ASSOCIATIONS 





of heating, air conditioning and ventilation. It will be 
held during the week of the 63rd annual meeting of the 
American Society of Heating and Air-Conditioning Engi- 
neers and the 13th International Heating and Air-Con- 
ditioning Exposition. 

Dr. Willard is internationally known as an outstanding 
engineer, author, educator, and research investigator. 
He is known for research in the fields of heating and 
heat transmission. He served as a consultant on ventila- 
tion for the Holland Tunnel under the Hudson River, the 
first in the world designed to handle automobile traffic. 

Dr. Allen, formerly executive dean of the Chicago 
professional colleges of the University of Illinois and 
now chancellor of the University of California at Los 
Angeles, is a notable educational administrator. He 
greatly aided in the development of the University of 
Illinois research programs which required the coopera- 
tion of the biological and physical sciences. 

Dr. Mitchell, professor of animal nutrition, emeritus, 
University of Illinois, is an internationally known scien- 
tist and has conducted extensive research programs in 
nutrition, including the relation of nutrition to climatic 
stress. 

One of the few medical doctors holding membership 
in ASHAF, Dr. Keeton, professor of medicine, emeritus, 
University of Illinois, is presently a member of the 
technical advisory committee on physiological research 
and the joint committee on comfort standards of the 
Society. Between 1935 and 1951 he headed the environ- 
mental physiology research program sponsored by 
ASHAE. He was awarded the F. Paul Anderson Medal 
by the Society in 1956. 

Prof. Kratz, research professor of mechanical engi- 
neering, emeritus, University of Illinois, was a close as- 
sociate of Dr. Willard’s on the Holland Tunnel ventilation 
studies. For many years he was in charge of all research 
in the department of mechanical engineering and served 
on numerous ASHAE committees. 

Tickets for the affair are available from the A. C. 
Willard Dinner Committee, Room 1106, 6 N. Michigan 
Ave., Chicago - 3 


Grand Rapids Hears Talk on Sales 


Members oF the Grand Rapids Heating Association 
heard T. R. Wellerson, Minneapolis-Honeywell Regulator 
Co., present “Seven Steps to Greater Dealer Sales.” In 
his talk, Mr. Wellerson covered every phase of how to 
create a successful heating dealership, including the 
problems of overhead, displays, merchandising, training 
of salesmen, and sales techniques. The Seven Steps pres- 
entation was developed a few years ago after a year of 
research and production. It includes seven booklets cover- 
ing each of the steps. Minneapolis-Honeywell has dis- 
tributed more than 30,000 sets of the booklets. 
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(Continued from page 136) 


Ohio Plans 43rd Annual Convention 


THE PROGRAM for the 43rd Annual Convention of the 
Ohio Sheet Metal Contractors Association will feature dis- 
cussions and seminars “jam-packed” with current infor- 
mation for members. The convention will be held Feb. 
25-27 at the Hotel Cleveland, Cleveland. 


Opposes Crossbreaking of Duct Panels 


A sTATEMENT by D. E. Mannen, president of the Ohio 
Sheet Metal Contractors Association, in the organization’s 
newsletter asks the opinion of members on crossbreaking. 
Mr. Mannen said, “In my opinion crossbreaking is un- 
necessary if the ASHAE gage table is used with proper 
stiffening angles. In fact there might be some question 
about the increase in static through a duct which in- 
creases and decreases in cross sections because of cross- 


breaking.” 


New York Conducts Apprentice Contest 


JUDGING OF entries is now being made in the 1956 Ap- 
prentice Contest sponsored by the New York State Sheet 
Metal, Roofing and Air Conditioning Contractor’s Asso- 
ciation. Announcement of winners will be made at the 
state convention at Niagara Falls on Feb. 13. The contest 
closed Jan. 4. 

Apprentices are eligible in their first, second, third, 
and fourth years with separate $25 awards for each year. 
Each local Joint Apprenticeship Committee conducts its 
own contest and submits a single winner in each class 
for consideration in the state contest. 


Williamsport Hosts Pennsylvania Meeting 


PLANs are well underway for the ninth annual conven- 
tion of the Pennsylvania Sheet Metal, Air Conditioning 
and Roofing Contractors Association, April 26-27, at the 
Lycoming Hotel, Williamsport. 


County Chapter Formed in Pennsylvania 


A NEW ASSOCIATION known as the Lawrence County chap- 
ter, Sheet Metal, Air Conditioning and Roofing Associa- 
tion of Pennsylvania has been organized. Officers in- 
clude: William J. Barnes, president; Thomas Hartman, 
vice president; Morton Love, secretary, and Al N. Gard- 
ner treasurer, 

According to the state association’s newsletter, News- 
Reel, the organization was formed to protect the public 
from door-to-door salesmen from out-of-town organiza- 
tions which do not stand behind their merchandise. The 
new association plans a series of newspaper ads to 
acquaint the public with its aims. 
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GIVE YOURSELF A SPEED ‘MARGIN OF SAFETY’ 


Specify Preslok® Wheel... Guarantees 50% More Operating Speed 


Are your modern air condi- One more advance for Lau engineering. One more 
tioning requirements calling answer to the needs of original equipment manufac- 
for greater speeds, higher stat- turers, made possible by superior Lau engineering and 
ics? Preslok is guaranteed to production skills. 

increase your operating speed 


Perhaps your organization is confronted with a dif- 
maximums by at least 50%! 


ficult air-moving problem right now. If so, why don’t 
With Preslok, the center disc grips the blade mechan- you call in Lau, who have pioneered so many advances 
ically by an exclusive Lau locking method. Four disc in more than 25 years of service: Write Dept. M, today. 
fingers slip into the blade aperture and are pressed 
together in locking position. Preslok eliminates bal- 


looning at higher speeds . . . insures a quiet operation. THE LAU BLOWER COMPANY 
2007 Home Avenue, Dayton 7, Ohio 


Azusa, California. In Canada: The Lau Blower 


See Us February 25 to March 1 at Booth 836, International Company of Canada, Ltd., Kitchener, Ontario 


Air Conditioning Exposition, Chicago, sponsored by ASH&AE. 
\-$7 





World’s Largest Manufacturer of Air-Conditioning Blowers 
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How owners feel about an all-copper installation 


Relaxed and reassured—that’s the 
way owners of property feel about 
all-copper installations you do for 
them with Hussey Copper. Wher- 
ever you must guarantee lasting 
satisfaction, quality appearance 
and high efficiency for a lifetime 
—use the lifetime metal—Hussey 
Quality Copper. Hussey Copper 





is produced under quality con- 
trolled conditions from mine to fin- 
ished product. To build a long list 
of contented customers—make 
sure it's Hussey Copper—and be 
sure! 


C. G. HUSSEY & COMPANY 


(Division of Copper Range Co.) 
ROLLING MILLS and GENERAL OFFICES: PITTSBURGH 19, PA. 


HUSSEY 
COPPER PRODUCTS 


SHEET 
WIRE + COILS 
ROD + STRIP 
TUBING 
ROOFING PRODUCTS 


7 Convenient Warehouses to serve you 


PITTSBURGH (19) 2850 Second Ave. 
CLEVELAND (3) 5318 St. Clair Ave. 


CINCINNATI (37) 1045 Meta Drive 


CHICAGO (18) 3900 N. Elston Ave. 

ST. LOUIS (1) Central Terminal Bidg. 

PHILADELPHIA (30) 1632 Fairmount Ave. 

NEW YORK, LONG ISLAND CITY (6) 34-39 Thirty-first St. 
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profits to sell the 


E YUOIA aepe 


[elt Pek Whe Bis) 1 @1 01 @) 0: Wiel -tel (=, 

Equ ppea with the 

Movtonanat rohan cella competitive pr 
lela Mme [=] ol-lale MEU] ole), 

Iprights »v-110 inter-flow), Horizonta! 


ol-salilolmmelale Mm itelalmeeclilnl-icalel 


WRITE FOR YOUR COMPLETE CATALOG AND TRADE PRICE LIST TODAY 


SEQUOIA_MANUFACTURING Co. 


1000 Brittan Avenue San Carlos, California 





a OR UR ORD .\ 
DEALER 


The full range of profit-making 
Sequoia forced air furnaces and 


air conditioners will be at the PITCHER HEATING 
1957 ASH & AE Show — PN COMPANY 


BOOTH 131 sneeee 


New Orleans, Louisiana 
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Columbus RSES Sponsors Training 


THE coLuMBUs chapter of the Refrigeration Service 
Engineers Society is conducting a program of training 
designed to combat the serious shortage of trained per- 
sonnel in the field. Columbus area manufacturers of air 
conditioning equipment are cooperating in the presenta- 
tion of the program. 


INSTRUCTORS in training course sponsored by Colum- 
bus chapter of RSES check examination questions. 
Shown are (I to r, seated) Leonard Latshaw, Ivan C. 
Stepnich, Bob Mees, William Faller; (standing) Ray 
Link and Bill Taylor 


The training courses are part of a program sponsored 
by the national society. The Columbus program was 
organized by Ivan C. Stepnich, vice president and educa- 
tional chairman. 

Among Columbus manufacturers supporting the train- 
ing are the Armstrong Furnace Co., American Blower 
Corp., Ebco Manufacturing Co., John Harrel & Sons, 
Inc., Lennox Industries Inc., Surface Combustion Corp., 
The Sweden Freezer Manufacturing Co., and Tecumseh 
Products Co., of Marion. 


Association Provides Business Forms 


As A SERVICE to members, the Sheet Metal-Roofing-Heat- 
ing-Air Conditioning Contractors Association of Georgia 
has prepared a series of business forms which can be 
purchased in quantity by members. 

Among the forms available are roofing guarantees, 
purchase orders, various job cost estimates, material 
list—dray tickets, time sheets, repair orders, contract 


sales agreements, and various proposal forms. 


Georgia Adopts Group Insurance Plan 


A PROGRAM OF group life insurance with provisions for 
accidental death and dismemberment has been adopted 
by the Sheet Metal-Roofing-Heating-Air Conditioning 
Contractors Association of Georgia. Benefits under the 
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program range from $5000 down to $1000. Monthly 
contributions are $.60 per thousand. 

No medical examination is required if application is 
made promptly. Insurance for new employees becomes 
effective on the first of the month following completion 
of 60 days’ continuous employment. 

The plan may be written in addition to whatever plan 
of insurance a member company may have. 


Southeastern Association Boards Meet 


GovERNING BOARDS of four Southeastern Roofing and 
Sheet Metal Contractors Associations, representing Ala- 
bama, the Carolinas, Florida, and Georgia, held their 
Sth Annual Joint Meeting at Miami Beach, Fla. Featured 
speaker was Frank Rooney, national president of Asso- 
ciated General Contractors, who spoke on the problem 
of bid shopping. 


Letter Asks Architects’ Assistance 

Over 1000 letters were recently mailed to architects 
by the Ohio Sheet Metal Contractors Association asking 
their assistance in eliminating the practice of bid shop- 
ping. The letter suggested a two point plan: 1) All 
prime contractors (general and mechanical) shall list 
proposed subcontractors on or with the bid form. 2) 
After bids are opened said subcontractors shall be noti- 
fied of their acceptance (unless, of course, the owner or 
architect prefers other subcontractors) . 


Ohio Suggests Directory Listing 


A suRVEY reported by the Ohio Sheet Metal Contractors 
Association reveals that the yellow pages of a telephone 
directory may have as many as thirty possible headings 
under which a heating-air conditioning dealer might 
be listed. The association reports that a committee, after 
a study of the effectiveness of the various headings, has 
found three that are most frequently-used by consumers. 
These are Air Conditioning, Furnaces, and Heating. 

The Ohio association in its monthly newsletter suggests 
that dealers check with manufacturers and wholesalers 
to be sure that these headings are approved for coopera- 
tive advertising funds. It points out that the money saved 
by withdrawing from numerous and confusing headings 
can be used to buy more effective ads under the recom- 
mended headings. 


Indoor Comfort Course Set at Purdue 


THE EIGHTH Annual Warm Air Heating and Air Con- 

ditioning Short Course will be held at Purdue University, 

Lafayette, Ind.. April 15-18. The course is sponsored by 

the Sheet Metal and Warm Air Heating Contractors’ 
(Continued on page 148) 
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INSULATED 
WARM AIR COMPARTMENT 
CONFINES USABLE 
HEAT 


PATENTED 
HEAVY-DUTY HEAT EXCHANGER 
ASSURES IMMEDIATE 
RESPONSE 


HEAVY-DUTY 
COMBUSTION CHAMBER LASTS 
LONGER, DELIVERS QUICK 
RADIANT HEAT 


Combination 
Heating-Cooling 
Unit 


J. 
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Uatten 


NEW, 
MODERN HEAVY STEEL 
CABINET 


GAS 
OR Oll HEATING 
AIR OR WATER 
fejele) Ei, ic) 


NEW BAKED ENAMEL 
PROTECTIVE COATING IN 
POPULAR SILVER GRAY 

ele) Re) | 


20-YEAR WARRANTY 


A full 20-year warranty guards the quality of Patten Heating 
Equipment . . . and a 5-year warranty on companion Cooling 
Units. The same high-quality materials and workmanship, by 
craftsmen of the heating industry, go into a/l models and sizes. 
You can sell this new Patten line with the greatest of confi- 
dence, make fewer call-backs, develop lasting friends with 
all your customers. 


Complete Cooling Line 
@ 1% TONS TO 40 TONS 

@ AIR COOLED—WATER COOLED 

@ SELF-CONTAINED AIR COOLED HORIZONTAL 

@ COMPANION UNITS—MATCHING TYPE 

@ REMOTE COIL EQUIPMENT 


THE QUALITY LINE AT COMPETITIVE PRICES! 
4 


PATTEN COMPANY, Sycamore, Ill. 


Estab. 1898 ° Inc. 1928 
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It pays to check America’s most complete line 
for your sheet metal working jobs 


It’s simple, direct and profitable: Look at the jobs you 
want done and then look to Niagara. Outline your exact 
requirements to the dealer who handles this all-inclusive 
line in your area. He’ll not only be able to offer you the 
right machines in the right sizes, but the best machines 
for your needs. That’s because the Niagara line is not 
only the most complete, but the most advanced in design. 

For proof without obligation, write for individual bul- 
letins on any Niagara machines and tools, a few of which 
are listed and illustrated on this page. 


NIAGARA MACHINE & TOOL WORKS @ BUFFALO 11, N. Y. 
District Offices: Buffalo * Cleveland * Detroit © New York ® Philadelphia 


Dealers in principal U. S. cities and major foreign countries 





FRIGIDAIRE 


TU eslael-lma a Alali-l ac ViemCrelaleiiicelal-is— 





Get ready now... 
Get going NOW... 
with FRIGIDAIRE 


Add up what Frigidaire can mean to 
you now—and in the boom season just 
ahead. The combined prestige and ap- 
peal of the FRIGIDAIRE name and 
reputation... 


PLUS Frigidaire standards of quality 
throughout one of the world’s most 
complete lines of summer-winter air 
conditioning equipment for both the 
commercial and residential markets... 
PLUS Frigidaire promotion—at the na- 
tional level—and with power-packed 
local campaigns and promotions in your 
own market... 




















PLUS the nation-wide network of 
Frigidaire Distributors, with one nearby 
to bring you products, counsel, sales help, 
training, and service “on the double.” 
Get ready now... get GOING now! For 


full facts phone your nearest Frigidaire 
Distributor or mail the coupon at once. 





FRIGIDAIRE DIVISION 
Genera/ Motors Corporation 
Dayton 1, Ohio 





Please furnish me complete information and 
20-page catalog covering the complete 1957 line 
of Frigidaire Summer-Winter Air Conditioners 
for Commercial and Residential markets. 





NAME 
COMPANY 
STREET 


city 
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Association of Indiana. The University’s division of 
adult education and department of mechanical engineer- 
ing will conduct the course. The program will include 
design problems, lectures, panel discussions and cooling 
demonstrations. 


Florida Considers Improvement Program 


AT A MEETING of the board of directors of the Roofing 
and Sheet Metal Contractors Association of Florida, 
Norman Sandell, chairman of the ways and means com- 
mittee, presented recommendations for improving the 
financial foundations of the association. The board ap- 
proved further investigation of a four step program: 1) 
employment of a full-time executive secretary, 2) estab- 
lishment of a fund for legal expenses, 3) a sliding scale 
of dues, based on productive employees, and 4) enlarge- 
ment of the insurance program. 


Luscombe Elected to ARI Board 


AIR-CONDITIONING and Refrigeration Institute has an- 
nounced the election of Robert H. Luscombe, to its board 
of directors. Mr. Luscombe, general sales manager, Penn 
Controls, Inc., replaces E. B. Maire, who resigned. The 
new director served as president of the Refrigeration 
Equipment Manufacturers Association, ARI’s predecessor 
organization, during 1943-44. 


New Officers Named at Kalamazoo 


KaLaMazoo Sheet Metal, Heating, Roofing, and Air 
Conditioning Association elected officers for 1957. 
Harold Guernsey, Guernsey and Jones Sheet Metal Co., 
was made president; Walter Springer, Round Oak Co., 
Three Rivers, vice president; R. A. Nipe, Consumers 
Power Co., treasurer, and E. J. French, Kalamazoo 
Heating and Appliance Co., secretary. 

At the December meeting the Kalamazoo association 
saw a film featuring baseboard air distribution systems. 


Five ASHAE Members Named Fellows 


FIVE OUTSTANDING members of the American Society of 
Heating and Air-Conditioning Engineers were honored 
recently by the society’s council which conferred on 
them the grade of Fellow. This is the first time the 
society has granted this honor. 

The new Fellows of the ASHAE are Walter L. Fleisher, 
New York; L. N. Hunter, Johnstown, Pa.; J. Donald 
Kroeker, Portland, Ore.; Charles S. Leopold, Philadel- 
phia, and Samuel R. Lewis, Chicago. 

Presentation of the awards will be made at the 63rd 
Annual Meeting, Feb. 25-28 in Chicago. 


The grade of Fellow is conferred only on those who 
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have made substantial contributions through educational, 
inventive, research or original work for the advancement 
of the arts and sciences of heating, ventilating, cooling, 
air conditioning and allied arts and sciences. 

Mr. Fleisher, an air conditioning pioneer who holds 
100 American and foreign patents, was awarded the 
society's F. Paul Anderson Medal in 1953. He is presi- 
dent of Air and Refrigeration Corp., New York. 

L. N. Hunter served as president of ASHAE in 1954. 
He has engaged in heating research for 30 years and is 
senior vice president for engineering and research, Na- 
tional-U.S. Radiator Corp. 

Mr. Kroeker is the owner of J. Donald Kroeker & As- 
sociates, consulting engineers. He is noted for the design 
of the two largest U.S. installations using reverse cycle 
refrigeration for heating. 

Charles S. Leopold, air conditioning designer for the 
Pentagon and other notable buildings, is a recipient of 
the society’s F. Paul Anderson Medal and the Franklin 
Institute’s Brown Medal for outstanding citizenship. 

Mr. Lewis was the founder and president of the first 
ASHAE chapter (Illinois) in 1911. He became a 50 year 
member in 1955. He served as ASHAE president in 1914 
and was awarded the F. Paul Anderson Medal in 1950. 


Alabama Association Elects Officers 


New orricers have been elected by the Roofing, Sheet 
Metal, Heating and Air Conditioning Contractors’ Asso- 
ciation of Alabama. Jack Halfacre, Birmingham, was 
elected president. Herbert Chisenhall, Birmingham, is 
the past president. 

Other officers are Emory Cunningham, Headland, first 
vice president; Owen Leach, Gadsden, second vice presi- 
dent; Harry Hahn, Jr., Birmingham, third vice presi- 
dent, and Ferris S. Ritchey, Jr., Birmingham, secretary- 
treasurer. 

Serving as directors of the association are Herbert 
Lane, Andalusia; Bob Simmons, Geneva; Reedis Brooks, 
Montgomery; Bill Wright, Montgomery; Fred Ballard, 
Birmingham; Shirlee Palmer, Tuscaloosa; Jim Pearson, 
Marion; J. H. Smith, Anniston; Tony Persons, Syla- 
cauga; J. F. Ratliff, Cullman; Gordon Maples, Hunts- 
ville; Frank Morgan, Decatur, and Wallace Stanfield, 
Florence. 


Exhibit Planned for West Coast 


Tue First Western Air Conditioning, Heating, Ventilat- 
ing and Refrigeration Conference and Exhibit has been 
scheduled for May 3-7 at the Shrine Exposition Hall, 
Los Angeles. 

Attendance for three of the five days will be restricted 
to those directly connected with the industry. The re- 
maining two days will be open to the general public. 
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cuter BANDWAGON 


Kalamazoo Furnace & Appliance Mfg. Co. 
100 Rochester Ave., Kalamazoo, Michigan 


[] Please have your salesman present King 
Octagon's 6-Point Program. 


[-] Give me the full details by mail. 
Name 

Company 

Street 

City 


with Ggtamazoo warm air conditioners 


@ Complete Up-to-the Minute Line . . . of quality warm King Octagon is heading the parade with a a son 
air conditioners featuring the famous Octagon Radi- Program that is the best available in America Today! 
ator. The Octagon is only one of several important 
developments engineered for Kalamazoo gas, oil, 
and coal-fired furnaces. 


A program that's built around the many advantages 
of Kalamazoo gas, oil, and coal-fired heating equip- 
ment. Ask any of our present distributors or deal- 
Dependable Service—Each unit is packed with ers about this 6-Point Program. He'll tell you how 
work-saving, trouble-free improvement that make it it makes a customer of every prospect. 


easy to sell, simple to install, and economical to To get the full 6-Point story fill out the attached 
maintain. 


coupon, send it today. Get on King Octagon’s 
Kalamazoo—A Respected Name—For over 50 bandwagon—choice territories still available. 


years the name Kalamazoo has stood for precision Phone... Wire... Write Now! 
engineered, precision manufactured heating equip- 


ment. A great name yesterday, today, and tomor- 


COAL 
) 
) FURNACE & APPLIANCE MFG. CO. 


Since 1901 —the finest in heating equipment 


100 ROCHESTER AVE., LG NG VP weolome ies iic7y. 


AMERICAN ARTISAN, JANUARY 1957 





150 


THESE ’57 CHEVIES TURNED THE 
TOUGH ALCAN HIGHWAY INTO A TURNPIKE! 


They took the “‘teeth” out of North America’s 
toughest truck run in an amazing display of 
stamina and dependability! The Chevrolet 
Alcan test called for great truck components 

. and here they are, the same modern fea- 
tures you'll get in your ’57 Chevy! 


Modern high-compression 6’s—a _ time-proved 
Chevrolet truck Thriftmaster 6 made the tortuous 
Alcan Highway test look easy . . . registered a high 
18.17 miles per gallon! 


Short-stroke V8 power—with the shortest stroke of 
any truck V8’s, new Chevy engines stand first in 
their field for efficient load-pulling! Their great 
performance in Alaska proved it! 


Safe, sure brakes now Alcan proved—in light-duty 
models, Hydrovac power brakes* supplied up to 
two-thirds of the braking effort! 


Unit-design cab and body construction— Chevrolet 


truck cabs and bodies remained tight and solid 
on Alcan bumps, showed that they’re built to last! 
Rugged Synchro-Mesh manual transmissions—they 
displayed never-say-die durability . . . came through 
with smooth, flexible, trouble-free performance! 
Easy-going Hydra-Matic transmission*—it reduced 
driver’s work immeasurably and it saved wear on 
drive-line parts, too! 
Sturdy frames and long-leaf springs—these brawny 
chassis components proved they can take it when 
the going is roughest . . . took the Alcan’s worst 
with strength to spare! 
These Alcan-proved Task-Force 57 features and 
others like them (such as extra-heavy rear axles, 
new, improved tubeless tires and easy-rolling Ball- 
Gear steering) are ready to tame your tough truck 
runs too! Boost your hauling profits by seeing your 
Chevrolet dealer soon! . . . Chevrolet Division of 
General Motors, Detroit 2, Michigan. 

*Optional at extra cost. 


1957 CHEVROLET TASK-FORCE TRUCKS 


PROVED ON THE ALCAN HIGHWAY...CHAMPS OF EVERY WEIGHT CLASS! en 
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Commercial Air Conditioner Installs quickly 


5-Ton Self-Contained 


in 7.73 sq. ft. of floor space. 


Gibson Refrigerator Company, 
Greenville, Michigan 


AMERICAN 


ARTISAN, JANUARY 


1957 


ison \ine now! 


DOMESTIC | 
HEATING 


Just what the dealer ordered—a complete heating and air conditioning “pack- 
age” from the source that prices right and pays the profits! From Gibson you 
now get just what you need—and only what you need—for your customers. All 
Gibson units are engineered for easy installation and minimum service. Look 


over the list, then see your distributor about the promotional and other helps 
that Gibson gives you! 


Residential Air Conditioning 
2-3-5 ton units 

Air-cooled and water-cooled 

New attic units with prefabricated ductwork 
Remote air-cooled units 2 through 10 tons 
Packaged water-cooled units 


Commercial Air Conditioning 


Packaged units 2 to 40 tons 
All factory-assembled and tested 
Exclusive Gibson STRAT-O-VENT air circulation 


Gibson 


Domestic Heating 

Gas and oil-fired heating units 
Exclusive EVEN-FLO Vari-flame 
Complete line—Hi-Boys and Lo-Boys 
Year round air conditioning 


Industrial Air Conditioning 


Packaged direct expansion systems up to 
40 tons 

Packaged chillers ¥ 

Water-to-air and air-to-air heat pumps 


OlVviSion oF 


CORPORATION 


Temperimne Eipett fee F0 Yeatd 





WITH THE ASSOCIATIONS — 











Coming Events 


February 


Feb. 4-7—Washington University college short 
course, St. Louis. Erwin C. Hoelscher, 
school of engineering, Washington Univer- 
sity, St. Louis. 

Feb. 5-7—Society of the Plastics Industry, 
Inc., Reinforced Plastics Div., twelfth an- 
nual technical and management conference. 
Edgewater Beach Hotel, Chicago. B. S. 
Montell, Secretary, 67 W. 44th St., New 

~ York 36. 

Feb. 7-8—Sheet Metal and Warm Air Heat- 
ing Contractors’ Association of Indiana, 
Inc., annual convention. Hotel Severin, 
Indianapolis, Ind. Frank E. Anderson, Ex- 
ecutive Secretary, 439 S. 17th St., Terre 
Haute, Ind. 

Feb. 10-13—New York State Sheet Metal, 
Roofing and Air Conditioning Contractors’ 
Association, Inc., annual convention. Hotel 
Niagara, Niagara Falls, N. Y. Clarence J. 
Meyer, Executive Secretary, 567-69 Genesee 
St., Buffalo, N. Y. 

Feb. 11-12—Sheet Metal Contractors Associa- 
tion of Illinois, Inc., annual convention. 
Pere Marquette Hotel, Peoria, Ill. Jay E. 
Harms, Secretary, 1619 N. Sheridan Rd., 
Peoria, Ill. 

Feb. 14-16—Sheet Metal and Roofing Con- 
tractors’ Association of Minnesota, Inc., an- 
nual convention. Lowry Hotel, St. Paul, 
Minn. Richard J. Grant, Executive Secre- 
tary, 867 Grand Ave., St. Paul 5, Minn. 

Feb. 18-21—Sixth Annual Industrial Venti- 
lation Conference. Kellogg Center, Michi- 
gan State University, East Lansing, Mich. 
J. C. Barrett, Division of Occupational 
Health, Michigan Department of Health, 
Lansing 4, Mich. 

Feb. 18-21—Oklahoma A. & M. college short 
course, Stillwater, Okla. R. R. Irwin, Okla- 
homa A. and M. College, Stillwater, Okla. 


Feb. 25-27—Ohio Sheet Metal Contractors’ 
Association, annual convention. Cleveland 
Hotel, Cleveland. Dion E. Mannen, Chair- 
man, 9104 Woodland Ave., Cleveland. 

Feb. 25-Feb. 28—American Society of Heat- 


ing and Air-Conditioning Engineers, 63rd 
annual convention. Conrad Hilton Hotel, 
Chicago. A. V. Hutchinson, Executive Sec- 
retary, 62 Worth St., New York 13. 

Feb. 25-Mar. 1—International Heating and 
Air-Conditioning Exposition, International 
Amphitheater, Chicago. E. K. Stevens, Ex- 
position Manager, International Exposition 
Co., 480 Lexington Ave., New York 17. 


March 


Mar. 6—National Warm Air Heating and 
Air Conditioning Association of Canada, 
annual convention. Beautiful Seaway Hotel, 
Toronto. D. M. W. Wilson, managing di- 
rector, 4195 Dundas St., W., Toronto, 18, 
Ontario. 


March 11-13—Sheet Metal Contractors’ Asso- 
ciation of Wisconsin, annual convention. 
Hotel Schroeder, Milwaukee, R. S. Schmie- 
der, Executive Secretary, 8320 W. Blue- 
mound Rd., Milwaukee. 

Mar. 21-22—Michigan Heating and Sheet 
Metal Association, Inc., annual convention. 
Bancroft Hotel, Saginaw. N. J. Biddle, sec- 
retary, 3035 E. Grand Blvd., Detroit 2. 

Mar. 21-24—Southeast Trade Exposition, 
sponsored by Sheet Metal, Roofing, Heat- 
ing, Air Conditioning Contractors’ Associa- 
tion of Georgia. Atlanta Biltmore Hotel, 
Atlanta. B. L. Noblitt, Executive Secretary, 
P.O. Box 1196, Augusta, Ga. 


April 
April 26-27—Sheet Metal, Air Conditioning 


and Roofing Contractors’ Association of 
Pennsylvania, annual convention. Lycoming 
Hotel, Williamsport, Pa. Earl W. Lieber- 
mann, Secretary, 1411 Merchant St., Am- 
bridge, Pa. 


May 
May 15-18—Sheet Metal and Air Condition- 


ing Contractors’ National Association, Inc., 
annual convention. Edgewater Beach Hotel, 
Chicago. Joseph D. Wilder, Executive Sec- 
retary, 170 Division St., Elgin, Ill. 
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all-around MAN 


all-around FAN 


Remember the great Jim Thorpe? He could move from sport to sport... be a champion in all sports. 
Baseball, football, track, field—you name it—Jim could play it like the hero he was. Truly, he deserved 
the accolade “all-around man” of the sports world. 


At Utility, we have an all-around blower as versatile as Mr. Thorpe in performing well at a number of jobs. 
A 4-Way Discharge Blower, it adjusts quickly to any of four positions —top horizontal, top vertical, bottom horizontal 
or bottom vertical. Actually, it’s an eight-position fan, since it faces left or right at any of the above angles. 


The rigid frame is the key to this blower’s complete convertibility. You simply place the fan in the desired discharge 
position, and the job is done—without bolts or screws or costly sheet metal work. The rigid frame also adds a 
bonus of strength and stability to the installation. It’s a boon from an inventory standpoint. Available in single 
and double widths, this blower takes care of many jobs without emergency re-ordering or cutting-to-fit on the job. 


Of course, world-renowned Utility quality is built right in, with one-piece wheel for rigidity, long life 

and whisper-quiet operation. And because of Utility’s years-ahead production techniques, this “‘all-around fan” 
is priced right down with the lowest. Proving again that when quality and price must get together, 

it makes sense to “get together’’ with Utility! 


Manufacturers of heavy 
A Division of Utility Appliance Corp. and standard duty blowers for 
heating, air conditioning 
UTILITY FAN CORP. and ventilating installations. 

Producers of blowers 

911 East 59th Street, Los Angeles 1, California and blower parts for original 
equipment manufacturers. 
Write for catalogue data. 
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..a hard, silver-blue, baked, deluxe 
finish over prime coat—a quality 
finish for a quality product — — 
and job-painting is eliminated. 


And—do you know that — 


STEWART outlets provide the industry’s maximum 
STYLE DVL free area— 


All STEWART register faces are available with 


a - Action Valves or 1” Parallel - Acting 
ultivalves at a lower price. 





























Most STEWART products are available in Stain- 
less Steel—Solid Bronze— All Aluminum. 


An inquiry on your letterhead will receive the 
prompt, courteous attention of a representative. 


STYLE DDV 


MANUFACTURING COMPANY, INC. 


CEDAR GROVE ESSEX COUNTY NEW JERSEY 
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Niore to Sell* 


AUTOMATIC-ELECTRIC 
HUMIDIFIERS 


PLENUM MODEL —for forced air furnaces. Easily mounted on 
warm air bonnet. Uses plenum heat for evaporation—furnace fan 
and ducts for distribution of humidified air. 


HIGH CAPACITY 


(As Much As 1 G.P.H.) 


POSITIVE CONTROL 


(By Humidistat— Set It, Forget It) 


AUTOMATIC OPERATION 


(Furnishes Exact Humid ity Needed — UNIVERSAL MODEL — installed on or between joists in base- 
ment or crawl-space. Flexibility of installation permits baseboard 
But Only When Needed) 


PLUS! 
BACTERIA REMOVAL 


Now...you have even more to sell with Aprilaire Humidifiers! 
The unique operational advantages of this newest principle 

of automatic humidification now includes an outstanding 

and revolutionary firstt-—BACTERIA REMOVAL! 

Up to 70% of all bacteria is removed from the air stream 
passing through the Aprilaire...and this new and vital 

health feature is a premium benefit to offer your customers. 
And the Aprilaire’s many other features—positive 

control, high capacity, constantly maintained proper 

relative humidity—all add up to better health, greater comfort 


4 a: + Se PORTABLE MODEL —no installation necessary. Ideal fo 
and economy. For more to tell...and sell... it’s the Aprilaire! pee eas gud 


offices, apartments—wherever a permanent installation is no: 
desired. 


SEND IN COUPON FOR RESEARCH PRODUCTS CORPORATION 
COMPLETE INFORMATION PHS. Beton ai rneses 


I'm interested in the Aprilaire. Send me more 
information including literature, prices, speci- 
fications and the profit-making proposition. 





CO. NAME 





- - » PRODUCTS OF RESEARCH | 





ADDRESS 





RESEARCH PRODUCTS 


MADISON 10, WISCONSIN 





i 


RI me eee mee ae 





ee ee ee ee ee ee ee ee ee ee ee ee ee ee 


AmerIcAN ARTISAN, JANUARY 1957 155 





DON’T LET 


“cheap” 


HEATING 


Naturally you don’t cheapen your jobs by choice. You’re 


Mum’s the word... 


job goes sour, or doesn’t produce comfort. First thing you 


ath 
know, what little profit you had is washed out in service Jjanitrol 


call-backs and repairs. And how an unhappy customer can 
OIL-FIRED FURNACES 


Silence sells! You'll know what we 
Why put profits and reputation on the block with cheap ee ee pee ae oaeoacs 
soothing, sunny warmth with scarcely 
a whisper! Choice of High-Boy, Low- 
Boy and Down-Flow models. Com- 
costs just a little more to install . . . but far less in the long pact, space-saving design. Fully auto- 
matic and far ahead of the field in 
efficient, carefree operation. All mod- 
els convertible to city gas readily 
adapted for cooling with companion 
if you'll sell its overall economy, comfort and health advan- unit. Illustrated: Janitrol LOW-BOY 

. . oil furnace Model OFLS-65 


pressured on price. But it’s you who’s over a barrel when the 


wallop your reputation! 
heating? A quality system, tied to a Janitrol gas or oil furnace 
run. What’s more, your customers will pay for better heating 


tages and the peace-of-mind it brings to any household. 


janitrol is helping its 


dealers make more money on 
better heating with fact-packed, 
educational ads like these in 

the leading popular magazines. 
Equally potent messages sell 
Janitrol quality to the builder, 
too. Your Janitrol representative 
will gladly show you how to cash 
in on quality heating. Call him 
in soon. 


... the best years of your business 


begin with... in 
jjani 


HEATING ... COOLING 


Janitrol Heating & Air Conditioning Division 
Surface Combustion Corporation, Columbus 16, Ohio 
in Canada: Moffats, Ltd., Toronto 15 


Complete line of gas and ov furnaces, unit heaters, conversion burners, water-cooled and air-cooled summer cooling equipment, combination heating cooling units 
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RAI . EX a 
Model AR4 $ 8 u 5 0 
Here is a lightweight, heavy duty air hammer, designed and constructed to 
Packs a wallop at 5400 blows p.m. 


7%” long—weighs but 4% lbs. 
Flattens Pittsburgh lock seams Finger-tip control adjusts it to hundreds of difficult applications ... either 
24 to 16 ga. : r ‘ : 

ace das ce) eR feather or smashing blows. One moving part, plus the impact control trigger. 
protect the mechanism. 


perform a variety of jobs, where formerly several hammers were needed. 


Chrome plated . . . cannot rust or corfode. Moulded for perfect gripping action 
No special tools needed for quick 


tool change. and one hand operation. 


Uses 3.2 to 6.8 CFM at 30 to 
100 lbs. pressure. 


Safe: Both trigger and contact with work 
surface is necessary to operate. Stops when 
tool is removed from work. 


Smooth: Air cushioning and exhaust gives 


operator complete control without “kick.” 


Exhaust: Angled air release ports beam a 


direct stream of air on the work, to keep it 
clean. 


Versatile * Choice of over 40 individually boxed 


tools in 150 sizes one for every need. 


Sealing Lock Seams Drilling Concrete Sealing Double Seams 


fee es SSS SSF SF SS SSF SS SS Se 


See ct! “Pry ct {the RAMEX does it better, AAG 


faster, more economically. E. V. NIELSEN, INC. 


Stamford, Conn. 


(1) Please forward literature and prices for the RAMEX AR4 
and Accessory tools. 


NAME 
COMPANY 
ADDRESS 


REPRESENTATIVE AND DISTRIBUTOR INQUIRIES INVITED. 


E.V. NIELSEN, INC. 

















139 BROAD STREET 
STAMFORD, CONN. 


MY DISTRIBUTOR IS: 





poscbeee nee 


eee tt Lele 
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WMicnkKold™ 


STAINLESS 
SHEET 


Type 430 Bright Finish 


up to 48" WIDE 


BRIGHTER THAN EVER!—MicroRold stainless 
steel Type 430 in the NEW Bright Finish is now 
immediately available in sheets up to 48” wide 
offering new usefulness and economy in stainless 
fabrication. Produced with the same micro-accuracy 
of gauge for which MicroRold 36” is well known, 
Type 430 Bright up to 48” wide gives greater 
latitude in applications for quality stainless steel. 








MicroRold 430 is also available in the regu- 
lar commercial finishes and MicroRold stain- 


less in other grades are now produced up to \ as h 1 ae g ton me tee | 


48” wide. Complete details sent on request. 5) 
C orpora lion 


WOODLAND AVENUE WASHINGTON, PA 
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SOUTHERNER 


“THREE-SIXTY 


mse) ee! 


INDUSTRIAL-COMMERCIAL 


se CONVERSION BURNERS 
\ 








| 


{/ BLOWER-FILTE 


UNIT | 
ce 
B 


DUCT FURNACES 




















TWINFUEL 
CONVERSION BURNERS 


Norman Quality Gas-Fired Heating Equipment 


Here’s the quality-engineered, performance installations and trouble-free operation in resi- 
proved line of gas-fired heating equipment that dential, commercial and industrial applications. 


assures you of lasting customer satisfaction. Mail the coupon today for compiete information 
From the all new Norman “Three-Sixty” 


overhead gas heater with exclusive sealed com- NORMAN PRODUCTS CO. 
wen tea 1164 Chesapeake Ave., Columbus 12, Ohio 
bustion system and electric ignition . . . to the 


Tas ‘ Please send descriptive literature on the Norman Qual 
famous Norman Southerner original horizontal ig “cant ce tapn Que 

: ity Line of heating equipment for residential, commercial 
gas furnace . . . you can count on economical and industrial installations. 


NAME TITLE 


Nor products G2 &, FIRM NAME 
NG be company = »® i i ADDRESS 


CITY 
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AIR CONDITIONING IS PROFITABLE BUSINESS 


a 


“Air conditioning increased my business 
from 25,000 to *100,000 in 3 years” 


Reports CONTRACTOR JAY MATTHEWS OF AUSTIN, TEXAS 


Jey Matthews (right) works closely with 
builder S. R. Shepherd (left) from detailed 
plans furnished by Typhoon Air Condi- 
tioning Co. By following manufacturer’s 
specifications carefully, a job that gives 
complete customer satisfaction can be as- 
sured. Shown is exterior condenser-com- 
pressor Typhoon Weather Selector unit 
charged with “‘Freon’’. 


REG. yu. s. PAT. OFF 


BETTER THINGS 


FOR BETTER 


“Il went into home air conditioning, be- 
cause it offered a tremendous potential 
market,’’ says Mr. Matthews, President, 
Jay Matthews Co., Inc., heating and air 
conditioning contractors. “By handling 
both heating and air conditioning, our 
business has grown 400° in the last three 
years.”” 

Mr. Matthews is careful to select quality 
components. “‘We specify ‘Freon’* refrig- 
erants,’’ says Mr. Matthews. “‘We’ve used 
others, but only ‘Freon’ is available when we 
need it, and it’s completely trouble-free.”’ 

“‘Freon’”’ refrigerants have been proved 
by years of trouble-free performance in all 
types of air conditioning installations. They 
are backed by more than 25 years of 
Du Pont technical and manufacturing lead- 
ership. So when you need a refrigerant, al- 
ways ask your complete air conditioning 


FREON 


LIVING THROUGH CHEMISTRY 


and refrigeration wholesaler for acid-free, 
dry, safe, “‘Freon’’ refrigerants. 


FOR MORE INFORMATION about the profit- 
ability of home air conditioning or for the 
location of your complete air conditioning 
and refrigeration wholesaler, write. E. I. 
du Pont de Nemours & Co. (Inc.), “‘Ki- 
netic’’ Chemicals Division 241, Wilmington 
98, Delaware. 





A lways ask 
for “Freon” 
where Vou See 


this sign... 











REFRIGERANTS 


*“Freon” is Du Pont’s registered trademark 
for its fluorinated hydrocarbon refrigerants. 
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Service calls 
eating up your 
profits? 


SWITCH TO 
CONCO 


Blowing 
a fuse over 
complicated 
wiring? 
SWITCH TO 
CONCO 


\ 


eeeee eee? 


Burned 
up over 
burned out heat 
exchangers? 


Want more 
lity for your 
Parts quality ¥ 
delivery been dollars? 
falling apart? SWITCH TO 
spe SWITCH TO CONCO 


CONCO CONCO 


hiohcol at cols 010], [010 Fe vosamr- Ul obatedatc-sameoW / 


° 
° 
s 
. 
° 
. 
> 
2 
° 
. 
' 
* 
* 


Want bigger profits for ‘57? Conco is 
the answer—with factory wiring and 
assembly, easy - to - adjust burners, 
complete accessibility, compact size 
and top performance, at very com- 
petitive prices. For more business of 
all kinds, for faster installations and 
fewer service calls—switch to Conco. 
Gas and oil fired furnaces, air and 
water cooled air conditioners—for 
every size and type of home. Write 
for details now. 


Weoreseeces, 


Visit ovr exhibit, BOOTH 
1214, 3th International 
Heating & Air Conditioning 
Exposition, Chicago, February 
25-March 1. 


Heating 
Cooling / 


CONCO ENGINEERING WORKS 
DIVISION OF H. D. CONKEY & COMPANY — MENDOTA, ILLINOIS 
Manufacturers of a complete line of quality heating and air conditioning equipment 
AFFILIATES: 

CRANES, HOISTS — CONCO BUILDING PRODUCTS, INC. - BRICK, TILE, STONE 








CONCO MATERIAL HANDLING Div. - 
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The Most Complete Line of 
STANDARDIZED PIPE DUCT AND FITTINGS 


REGISTER BOOTS AND RECTANGULAR EXTENDED 
STACK BOOTS PLENUM TAKE-OFFS 


ROUND EXTENDED PLENUM TAKE-OFFS 


Many different 


jvstable boots, 
center end boots, 
straight back 
boots, 45° and 90° 
angle boots in all 
combinations of 
sizes. Packed 12 
per carton. 


Six different pre- 
notched take-offs 
including universal 
adjustable, top 
round, side round, 
topcollar, side collar 
and starting collar 
with or without 
damper. Packed 12 
per carton. 


Two different pre- 
notched take-offs 
including top take- 
off and side take- 
off in all four 
stack sizes.Packed 


12 per carton. 


UNIT CARTONED 
WALL For Your Convenience! 


STACK 


Wall stack available 
in lengths of 12", 24", 
30". Shipped knocked 
down, 10 joints per 
carton. 


TRUNK DUCT 





STACK 
HEADS 


Horizontal, single 
and double stack 
heads, baseboard 
out-of-wall stack 
heads, 12" ex- 
tended throat 
stack heads and 
baseboord regis- 
ter boxes. Packed 
12 per carton. 


Fiat ond vertical elbows, 45° vertical 
and fict angles, pre-notched warm air 
and return air collars, pre-notched offset 
warm air collar and return air collors, 
pre-notched flame-proof connector, 
trunk end caps. 


ELBOWS AND ANGLES 


4-piece, 90° ad- 
justable elbows. 
2-piece 45° ad- 
justable angles, 
24 to 30 gauge. 
Packed 12 per 
carton (3" & 4", 
24 per carton). 


Eleven different types 

including flat and ver- 

tical elbows, 45° ver- 

tical and fiat angles, 

left center and right 

reverse elbows, pre- 
Nu-Lock pipe in 60" lengths packed 10 notched warm air and 
per carton. Snap-lock pipe and hammer 
lock pipe in 24" lengths pocked 25 
joints per bundle. 


return air stack collars, 
stack adapters and 
wall stack end caps. 
Packed 12 per carton. 


FLOOR REGISTER BOXES 


GAS VENTS 


These fittings include 
24" and 15" tee 
joints, tee covers, flush 
increasers and re- 
ducers, chimney hoods, 
thimbles, Y branches, 
draw-bands and cold 
air shoes. 


Vertical, elbow and 
horizontal types in di- 
ameters of 3 to 10 


Funnel type, 6" laches. 


and 12 deep 
réctangular and 
7 "deep perimeter 
diffuser sizes. 


FOR RESIDENTIAL HEATING AND COOLING 


ADELTA MANUFACTURING CO., Inc. 


21st and Ellsworth Streets, PHILADELPHIA 46, PA. 
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THE MARK OF QUALITY 


industrial Venturi-Flio 


BARBER 
COLMAN Diffuser reduces waste cooling. 


| e of overhead space 
Uni-Flo ‘ 


. ENGINEERED 
AIR DISTRIBUTION 


Actually no need to 
cool this unoccupied 
area above diffusers. 


Blanket of air flowing 
horizontally from dif- 
fuser isolates conditioned 

space from warm 
air above diffusers. 











Warm air above dif- 








fusers does not mix with 
vertical air stream. 


Adjustable diffusers 
permit full range of 
air patterns to meet 
all area requirements. 











Now you can efficiently deliver spot or area cooling from an 
unfinished ceiling and virtually ignore the heat load of the large 
unoccupied space overhead. 


Performance of the new Industrial Venturi-Flo Diffuser, as 
illustrated here, is guaranteed by Barber-Colman Company when 
diffusers are applied in accordance with published data. 


New Model BP Industrial Get complete details from your nearby Field Office, or write us today! 
Venturi-Flo Diffuser for 


high or low ceiling cool- Only Barber-Colman Company combines skills in both air 
ing and heating in indus- distribution and automatic controls for undivided responsibility. 
trial plants, gymnasiums, 


auditoriums, hangars, TV 


studios, et: BARBER-COLMAN COMPANY 


Dept. M, 1106 Rock Street, Rockford, Illinois. Field Offices in principal cities 
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7A AN EASY-TO-USE 
DIRECT-DRIVE 


BLOWER 


The Center-Motor-Mount 


REX 
TWIN-WHEEL 


EFFICIENT, QUIET OPERATION 
FOR HEATING, COOLING, VENTILATING 


Air Controls, Inc. marks almost a quarter of a century of air 
moving experience with the proud presentation of the finest 
blower engineering accomplishment available today! 


Here, at last, is a simplified, universal blower with more benefits 
and none of the drawbacks of conventional direct-drive units. 


Only the unique, compact REX direct-drive, twin-wheel blower 


can bring you all of these desirable engineering and mer- 
chandising features: 


SIMPLIFIED, 


of S INSTALL 
FUNCTIONAL DESIGN Easiest TO 


WHATEVER YOUR BLOWER 
NEEDS ARE, REX HAS THE 


toe AIR CONTROLS, w. 


WRITE FOR CATALOG 405B Division of THE CLEVELAND HEATER co. 


TODAY! 2310 Superior Ave. * Cleveland 14, Ohio 
o 
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First Really Low Cost Answer 
to Central Air Conditioning! 


Amazingly compact York Pathfinder Units let you put central air 
conditioning in homes costing as little as $12,000. Opens doors 
for installations in stores, offices and larger buildings as well! 


FITS TINY SPACE—turns attic into 
cooling headquarters. Even a dormer 
installation for hip and low roofs. 


INSTALLS ANYWHERE—through 
wall to basement or crawlspace. 
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Low Cost...High Profit 


Now, York puts central air conditioning on a 
mass market basis with a sensational new unit 
that can be advertised for less than $500. Here 
is something you can really get your teeth into 
...Teally sell... to realize the tremendous profits 
that are ready and waiting in this great new 
growth industry. 

Add to this price story the quality and com- 
pactness of this new unit—that permits instal- 
lation almost anywhere there’s a few feet of 
waste space. Then add the pre-fabricated, pre- 
insulated ductwork that turns days of installa- 
tion into hours and you'll see the tremendous 
profit possibilities. 

The York Pathfinder installs in attic, crawl 
space, breezeway, garage, through the wall. 
Requires no plumbing, cooling tower or re- 
circulating pump. Completely sealed cooling 
circuit carries a 5-year protection plan, just 
like a household refrigerator. Uses existing 
warm air systems or pre-fabricated ductwork. 
Available in 134, 2 and 3 ton models. Contact 
your York distributor today. 


PREFABRICATED DUCTWORK...EASY AS ABC 


A Flot fiberglass duct can a) B Easily formed by simply C Risers easily connected 
be knife-cut to any length folding on pre-scored lines to main duct and sealed 


Duct is %” fiberglass with vinyl coating 


on inside and reinforced aluminum foil The quality 


vapor seal on outside. 


name in air 


Your FUTURE and FORTUNE conditioning 
Now Lies With York ! 


—— 3 


YORK CORPORATION, YORK, PA. Subsidiary of Borg-Warner 











v 


QUALITY BUILT 
SHEET METAL 


Jools 








‘““UNBREAKABLE’’ TINNERS HAMMERS... 
f Forged in one piece from tough tool steel 
the most com- 
le and durable 
all climates. (No 
loose heads or 

a 


an 


No. RH-4 Polishe 
Riveting Hammer 
3%" face, 12 
head 

No. RH-4B Industri- 
al Blue instead 
Polished. 





A “HELPER” IN 


and 4’ of chair 
or shape duct 
between or 


it is properly secur 





“RUGGED” SCRATCH AWL... 
No. A-l Properly tempered and 
shaped steel blades in tough 
“Tenite 2" Plastic Handles will with- 
stand heavy 

pounding - may 

be resharpened 

often. Awl length 

- 51/2"" — Blade - 34/2 





FOLDING TOOLS 
2") & No. 8 








ls for 2 
ga. mild steel 
Each tool folds both ¥% and 
V2" folds up to length of 
tools. Plated Tools 


COMPLETE DAMPER. . .for the price of a quadrant! 

















No handles. Just loosen 
wing nut and adjust 
with screwdriver. Easy 
to do — yet it discour- 
ages householders from 
changing your adjust- 
ment. Stud only %”" 
long for easy installa- 
tior 
Volume control dampers for 6”, 5”, 442” and 4” round pipe 
Complete—ready to install. Make every job a balanced job 
at very little extra cost. 6” available with or without tail 
piece 


166 





No. C-1 HAND CRIMPER... 





turn action - A fast 


easy cutting r 


angle 13/16” deep. Furnished with nor 


No. SL-1 SNAP-LOCK PUNCH... 





Spring return action - Forms a raised ear that stops and 
locks seamed edges of pipe or duct when snapped together. 
Capacity 20 ga. Tool sets ears in 3%" from edge. Furnished 
with nonslip grips 


No. S-2 HAND SEAMER... 


No. S-2 HAND SEAMER - Powerful Forged 
Steel jaws. Tool squeezes down seams with- 
out effort. Jaws 314" wide, seams up to 11,” 
depth. Scaled depth marks on 

seamer jaws - Furnished with non- 

slip grips - 


Wfeo PRODUCTS 


Contact your jobber, or write us today. 
, 405 East 48th Street, Minneapolis 9, Minnesota 











J 
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Here’s 18 MILES of Vapor-Trapping Wire 
Ready for a Grease Problem 


The above photo shows a““V” housing arrangement vapors from kitchen ranges. Asa result, highly com- 
of four AAF Grease Filters. Each 20” x 20” x 2” bustible grease is kept out of exhaust ducts, blower 
unit features 4//, miles of woven wire media formed equipment is protected and the kitchen stays sanitary. 
into a distinctive pyramid pocket design. 


For complete information on the AAF Grease 
The miles of media in this all-metal unit offer Filter, call your nearest AAF representative or 
plenty of surface area to condense and trap cooking write direct for Bulletin No. 204A. 


AAF Filters 
and Precipitaters 


ees 
, Aix a —— BETTER OUR BUSINESS —— 


COMPANY, INC. 


355 Central Avenue, Louisville 8, Kentucky xX a 4 
American Air Filter of Canada, Ltd., Montreal, P. Q. Herman Nelson } 


Herman Nelson 
Propeller Fans 


Unit Blowers 
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a Bermuda Roof 
f 


sbee Terne 


...and learn about the metal roof YOU can install 


Ever since Follansbee introduced the new Ber- 
muda Terne roof, architects and builders have 
been growing more enthusiastic about it . . . and 
using it. The architect likes it because it allows 
him to put new, distinctive design on the roof 
and get those long lines which add so much to the 
appearance of the contemporary house. 


G FO 


Follansbee Steel Corp. 
Follansbee, West Virginia 


Please send me additional information on the Bermuda roof of Follansbee Terne. 
OR a 


COMPANY ——_______ 


ADDRESS-__— 


rents tensigtreeerne gs eeenisegtenmnnneenrtsemrenmmminnention 


LLANSBEE 


STEEL CORPORATION 


Builders (yes, tract builders too) like the Ber- 
muda roof because it gives their houses quality 
buyers can see, and because it eliminates the 
possibility of trouble in one of the most potentially 
dangerous features of the house. You can sell the 
Bermuda Terne roof. You'll find it easy to install, 
and profitable too. 


& 














$$$ TATE $$ 


 <upuentiiaibmeenen men wse 
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CHRYSLER ENGINEERING 


at worx-FOR YOU! 


Furnaces 
designed to 


meet all 
market demands 


...with the important “plus” of 
optional FUTURE COOLING! 


Only Airtemp dealers enjoy such unparalleled sales 
opportunities because Airtemp offers such a complete 
selection of superior-engineered air conditioning. 











Selling the Airtemp heating line holds another impor- 
tant benefit, too. It’s Chrysler’s two-way ‘“‘design for 
the future!’’ First, dependable performance—continu- 
ing customer satisfaction—Chrysler-engineered. Second, 
optional cooling lets buyers convert Airtemp furnaces 
to yearound air conditioning any time! 


Big-Scale Promotion Help for You! 


Effective new Prospect-Getting Campaigns—new sales- 
making Special Promotions—and a whole array of other 
brilliant, new Merchandising Aids! And big full-page, 
full-schedule national advertising! Why not join the 
Chrysler Sweep Forward? Write for details on Airtemp 
franchise opportunities today. Airtemp Division, 
Dept. AA-1-57, Chrysler Corp., Dayton 1, Ohio. e 


bd . . 
Nixtewp offers a greater selection of air 


Siete wee Conditioning equipment...286 models 
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Why sheet-metal men enthuse over Bethcon 


The more we get around among sheet-metal contractors, the 
more evidence we discover of the growing enthusiasm for 
Bethcon galvanized steel sheet. 

“That coating is terrific,” they say. 

“Bethcon is strong, but flexible too.” 

“The way it holds up under tough forming like snap locks 
or Pittsburgh lock seams!” 

“Coating so uniform makes forming easy.” 

Comments like these can be heard wherever the new Bethcon 
sheets are in use. And the reason for them is Bethlehem’s 
continuous galvanizing process. In this method, sheet steel 
receives a zinc coating so tight that severe bending won't 


BETHLEHEM STEEL 


crack it, so uniform that any variation in thickness is difficult 
to measure. And that old-fashioned heavy beading on the 
drip end is now a thing of the past. 

Give Bethcon a tryout in your shops. You can specify it 
in cut lengths or coils, 14-gage or lighter. You can also 
choose between plain carbon steel and corrosion-resisting 
Beth-Cu-Loy (copper-bearing steel) for the base metal, 
depending on your requirements. Our nearest district office 
will gladly furnish further details about Bethcon. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by 
Bethlehem Pacific Coast Steel Corporation. Export 
Distributor: Bethlehem Steel Export Corporation 


OULLTLLYSLPLLTE. 
, 


BETHLEHEN 
STEEL 


verrrstbderrertese 
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Cozy HAS THEM ALL! 


All the elements that add up to more satisfied 
customers, more profits, and less maintenance 
and installation time on your part are found in 
the COZY line of gas-fired furnaces . . . leaders 
in quality for over 25 years. With the COZY 
furnaces you can handle over 90% of all home 
and small building heating problems. 


Compact upflow and 
counterflow COZY 
forced air models 
give zero clearance; 
let you use 4” piping 
or conventional duct- 
work. Has exclusive 
Heat Wringer. Adapt- 
able for air condi- 
tioning. 75,000, 105,- 
000, 140,000 BTU in- 
put capacities. 


THE ADVANCE 


WICHITA, KANSAS 
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Cozy Horizontal Forced Air, five 
capacities 60,000 to 140,000 BTU 
input. Can be installed in attic, 
utility room, under floor, even 
without basement. Economical. 


FURNACE CO. 


All COZY products are quality produced with 
outstanding features, such as exclusive Heat 
Wringer exchanger in upright forced air models, 
that make them easy to sell, easy to install, and 
easy to maintain. Get the facts on COZY and 
the year around, high-profit sales plan. 
Write today for complete details. 


ferent temperature controls low-cost heating. 
ere optional. 





Compare the Cozy Chal- 
Cozy Wall Heaters in four lenger Floor Furnace with 
capacities, single or dual other units on the market. 
wall installation, three dif- It’s the best in top-quality, 


Now-—a complete line of 


and Oil Furnaces 


with famous 


TYPHOON 


Engineering 


Automatic comfort control . . . long, 10-year guarantee... 
dependable economy performance . . . quality Typhoon engineering 
— you’ve got plenty to sell when you sell Typhoon furnaces. 
Planned for simple installation — priced to bring you 

more business with more profit. 

Built and backed by the makers of Typhoon air conditioning units. 


TYPHOON 
WEATHER-SELECTOR 
AIR CONDITIONER- 
FURNACE 


3, 5, 8, 10 ton units— 
TYPHOON ECONOMAIR For residential waterless—for large 


installation, the biggest thing in and small homes. 
low-cost air conditioning. 





If you want to compete, make your line complete— 
ask about a TYPHOON DIRECT FACTORY FRANCHISE 
T Y | =) ed oO oO PY TYPHOON AIR CONDITIONING CO. 
505 Carroll Street, Brooklyn 15, N. Y. 
oi vis-6n oF 


an 
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SEE THE NEW Dacor 
filter at the Heating & 
Air Conditioning Expo- 
sition, Chicago, Feb. 
25-Mar. 1 

Display Booth 1046 


Gentlemen, we direct your 
attention to the FILTER... 


IT’S A DACOR .. 


posable Activated Charcoal Odor Remover. It’s made 


which stands for Dis- 


of a gridwork of fibre strips coated with Activated Char- 
coal—-world’s foremost purifying substance. Dacor comes 
with own dust media, or plain for use with regular dust 
filters. Either way, Dacor installs in a jiffy, lasts a whole 


season. 


FINE, BUT WHAT WILL IT DO? 


Dacor does plenty—more than any furnace or air con- 
ditioner filter you ever saw! It removes stuffiness, house- 
hold odors, tobacco smoke smells, pet odors, even smog 
which is a problem in many areas. Dacor really condi- 


tions household air, makes it fresh and healthful, actually 


BARNEBEY-CHENEY CO. 
Columbus 19, Ohio St. Johns, Que. 


World's largest producer of odor removal charcoal 
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helps asthma and similar cases. All this and dust removal 


too. 


STILL FINE, BUT. 


me? Well, Dacor gives you a real plus to sell, can mean 


. what will Dacor do for 


more replacement calls with every customer. Include 
Dacor and you have a real clincher on new jobs, too. 
Dacor is good winter and summer—it’s now being used 
in leading window air conditioners. Available in all 


standard filter sizes. For the full profit story, write today. 





BARNEBEY-CHENEY CO. 
Columbus 19, Ohio 


Show me how | call sell more with Dacor 
My Name ..... 

Address . 

City . 

1 am C] dealer 


[] contractor C] equip. mfg. 


ee ee eee e eee eeereseeenessessenseenennee 

















A KLIXON F. T. C.* SERVICE RECORD 
oa Years — 3000 Installations — Here are the advantages of 


KLIXON F.T.C. on wet and 


Minimum Service Problems” dry heating: 


Joseph Barile runs his own plumbing, 
heating and fuel oil company The 
Barile Plumbing Company, in Braintree, 
Massachusetts. He works with all types 
of heating equipment, knows all details 
of all kinds of temperature controls. We 
asked him what he thought about 
KLIXON F.T.C. Here’s his answer: 
“I’m proud to report that, after three 
years of using Klixon Controls with 
fixed temperature settings in approxi- 
mately 3,000 York heating installations, 
our service records show that this 


Klixon F.T.C. gives us a minimum of 


service problems. 


@® Control application is laboratory 
“We feel that set controls installed on engineered. 


the York design boiler seem to be very @ Laboratory performance is 
satisfactory . . . unauthorized persons delivered to job. 
can’t tamper with them.” 

Thus Joseph Barile joins the growing 
list of manufacturers, service personnel : 4 
and dealers who have found that Klixon ? ht Se gy eMictency lasts 
F.T.C. saves money, increases customer e 
satisfaction. 


METALS & CONTROLS } CORPORATION 


Ss 3501 FOREST STREET, 
Spencer Thermostat Division ATTLEBORO, MASS. 
KLrxoN 


*F.1.C. — “Fixed Temperature Control” that assures proper operation of the unit as designed by the manufacturer. 


@ Service calls resulting from 
tampering are eliminated. 
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NEW =7i=7b= AIR 
CLEANING ACTION 


Cleans air without choking it off 


Permits faster release of 
heated air from furnace 
heat chamber. 


Enables furnace blower to 
main delivery of 
heated air to living zone. 


Full blower delivery 
means (1) complete use 
of BTU output. (2) Full 
benefit from fuel burned. 
{3 REAL FUEL SAV- 
Na (s) More coment 

livery m every dollar 
of fuel burned. 


Eliminates wasteful heat 
loss out chimney due to 
inability of restricted air 
stream to maintain proper 
nt delivery to ol zone. 


CLEANS THE jin” WITH 
A PRECISION TURBU- 
LENCE ACTION. 


Saves fuell 


Easy to clean. Light weight 
— easy to handle. Hose out 
with ordinary tap water. 





Lelong Air Filters 


Heavy gauge lifetime aluminum 
construction 


Originally designed for American industrial market. Now 
being made available for residential use. 


Big capacity — low resistance 


Holds two to three times more dirt than ordinary filters 
without harmful resistance to air flow. Lets furnace push 
full flow of clean warm air into living area. 





SEE OUR EXHIBIT AT THE 
INTERNATIONAL HEATING AND AIR CONDI- 


TIONING EXPOSITION, Chicago, Ill. 
Booth 333-335 Feb. 25-Mar. 1 








AIR FILTERS 
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INDUSTRIAL FILTERS 


MAKE BIGGER FILTER PROFITS — KEEP YOUR CUS- 
TOMERS HAPPY — ELIMINATE COSTLY NUISANCE 
CALL-BACKS — GET FULL DETAILS TODAY ON 
EVANS LIFELONG ALL-ALUMINUM FILTERS WITH 
FREE-FLO AIR CLEANING ACTION. 


MAIL COUPON FOR FREE LITERATURE 


THE GEORGE EVANS CORP., Moline, Illinois 


Gentlemen: | WANT TO MAKE BIGGER FILTER PROFITS. Rush full 
details on EVANS BIG CAPACITY, FREE-FLO AIR FILTERS. 


NAME 





COMPANY 





ADDRESS 





City STATE 





GREASE FILTERS 





EQUIPMENT DEVELOPMENTS 





The latest information on manufacturers’ developments is presented here with 
brief summaries of the applications of these products. For additional product 
information which is available, see this month’s New Literature department 


Heat Pumps 


A1rR-TO-AIR heat pumps for residential and commercial 
year ‘round air conditioning, ranging in size from 
Carrier Corp., Dept. AA, 300 S. Geddes 
St., Syracuse 1, N. Y. Remote installation is featured 


5 hp up 


indoor unit is slightly larger than a room cooling 


unit and can be installed in attic, basement, or top 
& 


of closet while outdoor unit is located in inconspicu- 
ous spot in shrubbery etc. Units may also use water as 
heat source, the company states. Production will soon 
begin on smaller models. “Climate Balance” principle 
is designed to achieve greater efficiency over normal 
range of heating and cooling operations, according 
to the manufacturer. 


Corrosion-Resistant Capacitors 


COOLING UNIT CAPACITORS with gray case paint and 
cadmium plated covers — General Electric Co., Capac- 
itor Div., Dept. AA, Hudson Falls, N. Y. Designed 
to resist corrosion discoloration, pinpointing and blis- 
tering, the drawn oval cooling capacitors were sub- 
jected to rigid tests in salt fog without showing signs 


of corrosion, the manufacturer states. 


Packaged Gas Chimney 


“Air-Jet” stYLe G gas chimney with dual wall smoke 
pipe and choice of five top designs General Prod- 
ucts Co., Inc., Dept. AA, Fredericksburg, Va. Eight 
different models also provide four different smoke 
pipe sizes. All metal unit weighs less than 100 Ib. 
Double-walled smoke pipe has inner wall of corrosion 
resistant aluminum; outer wall is galvanized steel. 
Top design guards against elements and downdrafts; 
rain grooves prevent flashing leakage. Units can be 
converted for use with coal and oil heating systems 
by substituting “Type O” sections and base. 


Humidifier Renewal Kit 


KiT FOR renewing humidifiers, which can be left with 
humidifier customers or used by dealer on service 
calls — Maid-O’-Mist Inc., Dept. AA, 3217 N. Pulaski 
Rd., Chicago 41. Renewal kit contains four evaporator 
pads and a valve stem with float arm. Kits are avail- 
able in two types: one with four C-15 pads and one 
with four C-18 pads. Renewal can be accomplished 
by home owner, eliminating the cause for many serv- 


ice calls, the company states. 


Long Gutter 


STYLE K galvanized steel gutter in 20, 25, 30 and 32 
ft lengths, designed to save installation costs Berger 
Mfg. Div., Republic Steel Corp., Dept. AA, 1038 


Bleden Ave., N.E., Canton 5, O. Units are also avail- 


ss = = ee 


able in choice of 10 and 12 in. girths and 26 and 28 
ga thicknesses, as well as in custom made lengths. 
Single section can be hung to serve entire width or 
length of house, eliminating measuring, cutting and 


soldering, the manufacturer states. 


Furnace Vacuum Cleaner 


Mopet 500 BP vacuum cleaner suitable for cleaning 
fee Co.. Dept. 1A, 112 W. 
Washington St., Ocala, Fla. Features include: chromed 


warm air furnaces 


motor dome, baked enamel finish inside and outside 
12 gal tank, enclosed filter, 35 ft cord, rubber swivel 
casters, 1 hp ball bearing motor, multiple fans, 60 in. 
vacuum lift. Unit weighs 45 lb, measures 32 in. high, 
17 in. in diameter. Attachments for all cleaning pur- 
poses are included. Unit has bypass motor for protec- 


tion against moisture. 


Gravity Roof Ventilators 


ROTARY TURBINE, STATIONARY and revolving head 
types of gravity roof ventilators in variety of sizes 
(Continued on page 180) 
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Wysong No. 1010, capac- 
ity 10 gauge mild steel, 
cutting length 10 feet. 


Greater Accuracy! Greater Production! 
Less Maintenance Costs! 


Hi-tensile casting construction gives the necessary weight and mass to Wysong 
squaring shears. With a tensile strength of 35,000 to 40,000 P.S.I. hi-tensile casting 
construction can resist the shock and pounding a shear must take. The heavily 
ribbed table, knife-bar and end frames resist sag or deflection and maintain accurate 
alignment. Because hi-tensile castings absorb vibrations, Wysong shears run quieter 
and smoother. 


Standard features of Wysong shears include: 


® Automatic, compensating holddown. Each foot under individual tension. 
Compensates for varying thicknesses in metal and permits simultaneous 
shearing of different thicknesses. 


@ Ball bearing precision back gauge. Adjusts to .0078 (1/128th) inches. 
@ Time proven, trouble free, 9-jaw clutch with built in non-repeat unit. 
®@ Straddle mounted gears, run in oil. 


®@ Metal finger guard, mounted on holddown. Does not obstruct view of 
cutting line. 


Wysong shears can be equipped with power operated back gauge, a light gauge, 
remote control switch, automatic lubrication, extension gauges, and rubber 
pads for holddown feet. Rake of top blade can be changed for cutting plastics, 
composition sheets and special metals. 

Wysong also builds air power and foot operated squaring shears and bend- 
ing rolls. See your dealer or write to factory for full information. 


Buy a Wysong... It's miles ahead. 


M/YSONG 


Wysong and Miles Company 
Greensboro, N. C. 
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“You bet we used P-K screws on 
the big Prudential job” 


says Frank Loeske, superintendent, the R. B. Hayward Co. 


“Our men like P-K sheet metal screws because every one is exactly alike. 
No off-center or burred slots, no undersized heads. They start right and drive 
right—help keep the job on schedule. That’s why we specified Parker-Kalon 


ing,”’ says Frank Loeske, superintendent, R. B. Hayward Company. 


for the air-conditioning contract on Chicago’s new, 41-story Prudential build- | 


P-K® sheet metal screws are headed, threaded, 
pointed and hardened to give fast, dependable 
performance on every job. As so many leading 
sheet metal contractors have found through first- 
hand experience . . . if it’s P-K, it’s O.K! 


PARKER-KALON 


fasteners 


Sold Everywhere Through Leading Industrial Distributors 
Factory: Clifton, New Jersey — Warehouses: 
Chicago, Illinois—Los Angeles, California. 


PARKER-KALON DIVISION, General American 
Transportation Corporation, Manufacturers 

of Self-tapping Screws, Socket Screws, 

Screwnails, Masonry Nails, Wing 

Nuts and Thumd Screws. 


Mid-America Home Office of the Prudential 
Insurance Company of America. 


Pree 3 soit a ae 
as "area 


ptcectscat 


ot tiaaevatne . 
2 Tense weeeebeh -- 





MON Bin esr ri-\einiobnse pin t-is 


Cuas alae seals s tell 


ited allied i died 
PESESSUEES- sts 


va 
tenses 
cecceueauaseustavengegnen 
epithe warble del 
rEsussccenaresenuenepenals 
""S 388888855 '-eerewans 


: Lf o 
ssa eRe onrT et 


AMERICAN ARTISAN, JANUARY 1957 





Have you considered 


the advantages of Airline by 


BORG-WARNER ? 


B-W Guarantees You 15% 
Sales Increase in ‘57! 


DO YOU WANT... WHAT AIRLINE OFFERS ... 


A Guaranteed Increase in Sales Volume that 
will help you produce a more profitable 
operation ? 


A Simplified Promotional Program that de- 
tails the steps toward greater volume and 
shows you how to take those steps inexpen- 
sively and gradually? 


A Line of Products that can really satisfy 
all your needs—for both quality and price? 


A Constant Flow of the Latest Ideas in Heat- 
ing and Air Conditioning. New products 
that give you the jump on competition? 


The Backing a Big Name Can Give You. 
Personal Selling Assistance at the local level. 
Immediate answers to problems when they 
arise. 





Borg-Warner Airline will guarantee you a 
15% sales increase in "57. 


Borg-Warner Airline provides every fran- 
chised dealer with all the selling tools need- 
ed. We outline on a day-to-day basis how 
to use them best. 


Borg-Warner Airline offers you a complete 
line of priced-right, built-right units. There 
are none better. 


The Vast Research Facilities of Borg-Warner 
are constantly applied to keep Airline ahead 
of the field. 1957. promises the development 
of many outstanding units. 


B-W stands for quality in your customer's 
minds. The Airline sales staff will heip you 
cash-in on that prestige. 


ACT NOW '! Ger All The Information on BORG-WARNER AIRLINE'S amazing 
guarantee. Call Bob Wallace collect or write a letter to the Airline Sales Department, 760 E. 
Vine Street, Kalamazoo, Michigan. Our representative will see you soon. 


INGERSOLL 


AIRLINE by BORG-WARNER — The Guaranteed Business Builder 
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equipment developments 





(Continued ) 


Leslie Welding Co., Inc., Dept. AA, 2943 W. Carroll 
4ve., Chicago. All are made of galvanized steel. Ro- 
tary turbine type, in residential and industrial models, 
has “weatherproof” rotor bearings; fin design enables 
minimum wind velocity to turn the unit. Stationary 
unit draws air by utilizing pressure differentials be- 
tween inside and outside atmospheres. Revolving head 
type, primarily for farm buildings, has weathervane 
fin which keeps exhaust opening downwind. 


Cooling Coils 


V-TYPE COOLING coils in 2, 3 and 5 ton sizes which 
can be mounted atop furnaces to provide central cool- 
ing and dehumidification Worthington Corp., Dept. 


AA, Harrison, N. J. Packaged units are ready to op- 


erate with any warm air system after pipe connection 
to remote air cooled or water cooled condensing unit. 
Cabinet can be installed separately with coil installed 
when central cooling is desired. 


Fiber Duct 


FIBER DUCT in 4, 5, 6, 7 and 8 in. sizes to fit all stand- 
ard connections and designed for installation in con- 
crete slab floors International Oil Burner Co., Dept. 
AA, Park & Spring, St. Louis 10, Mo. Duct consists 
of tightly wound layers of fiber, laminated with water- 
proof glue. Interior lining is aluminum foil and outer 
layer is impregnated with asphalt; ends are paraffin 
dipped. Duct is said to be capable of supporting more 
than 200 lb per lineal ft. It can be cut to size with 
hand saw. Units are designed to save time required 
for assembling short lengths of metal, clay, concrete 
or other duct. 


Iron Powder Electrode 


“Easyarc 10” iron powder electrode designed for 
shallow rippled, smooth weld deposit in all positions— 


Air Reduction Sales Co., Div., Air Reduction Co.., 


Inc., Dept. AA, 150 E. 42nd St., New York 17. Elec- 
trode is adaptable for field construction and out-of- 
position welding, according to the manufacturer. 


Prefabricated Chimney Tops 


“Protecto Top” prefabricated chimney top and rain 
cap with weather-resistant aluminized steel on all ex- 


terior surfaces and vitreous enameled steel on areas 


VENTILATION 


EXPANSION 
sOunT 


INSULATION 
VITROLINER 
ovres 
Meta: 
CASING 
Five 
MOUSING 


which contact combustion gases Condensation En- 
gineering Corp., Dept. AA, 3511 W. Potomac Ave., 
Chicago 51. Units are available in standard models, 
with 19 in. square housing, and deluxe rectangular 
models in 19 X 34 in. housing. Both models are avail- 
able in heights from 18 in. to 6 ft. Designed for oil, 
gas, coal and wood, the units bolt securely to each 
corner of the housing. 


Electrostatic Air Filters 


LINE OF ELECTRIC air cleaners for residential or small 
commercial heating or cooling units — Trion, Inc., 
Dept. AA, 1000 Island Ave., McKees Rocks, Pa. Two 
vertical flow units are included. Featured is remotely 
located power pack which is wall mounted for con- 
venient reading and operation. Unit is installed in 
return air duct; dirt is charged and attracted to 
grounded plates. 


Fractional Hp Motors 


CAPACITOR START and split phase motors in rigid and 
resilient base models in 48 frame size and 1/6, 1/4 
and 1/3 hp ratings Wagner Electric Corp., Dept. 
AA, 6400 Plymouth Ave., St. Louis 14, Mo. Use of 
smaller machined steel frames and cast aluminum end 
plates permits reducing weights by from 3 to 8 lb, 
the company states. Improved lubrication system per- 
mits mounting sleeve bearing motors at any angle. 
Features are quick-break switch and accessible ter- 
minal board, moisture resistance and thermal stability. 
the company reports. 


(More equipment news on page 187) 
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reve |HERMOSTATS 


FOR 1957 


CRISE DT SERIES 


For installations requiring a less ex- 
pensive yet reliable, sensitive ther- 
mostat, you can’t beat the Crise DT 
Series. In this design, the case is 
bronze finished and the temperature 
setting dial is located at the top. 
Heat anticipation is fixed. Just specify 
amperage rating of primary control 
with which thermostat will be used. 





gs, it's good And, like all Crise Controls, they're priced to move fast and 
beries. You'll to give you a nice margin of profit. For complete details 
installation. on these ultra-modern new designs, write us today. 


CONTROLS DIVISION 
Columbus 16, Ohio 
Plants at Columbus and Hillsboro, Ohio 
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Permaglas 
ANNOUNCES 


TIA THRIFTY SELF-CONTAINED COOLING 
UNIT IN SIZES UP TO 3% HP 


With a size for every requirement and a 
price that makes central air conditioning 
available to thousands more of your pros- 
pects, the new Permaglas Self-Contained 
may be installed in the attic, basement or 
wherever most convenient. The Permaglas 
Self-Contained takes the problem out of 
“problem cooling installations’”—even in 
boiler-heated homes—because it can op- 
erate independently as well as in conjunc- 
tion with the warm air heating system. 
Air-cooled ...1%, 2 and 3% HP sizes. 


— | 


A REMOTE AIR CONDITIONING PACKAGE 
y~ ‘FEATURING “LAWN LEVEL” AIR INTAKE 


The 1957 Permaglas Remote is fairly brimming with 
exciting new features, to make selling a pleasure and 
installation an easy task. Efficient up-draft design— 
with cooling air entering at lawn level—keeps con- 
densing unit operating at top capacity. Matching 
Permaglas Evaporators are available in a wide variety 
of types and sizes to fit any warm air unit . . . to over- 


2 and 3 HP 2.3 and 5 HP Cooling capacity-2, 3ands HP = COMe any air handling problem. Air-cooled ...1%, 
Water-cooled Air-cooled and Water-cooled Air-cooled and Water-cooled 2, 3 and 5 HP sizes. 


Roo a. Fuld Lime of P: oven Pertiaglas Favorites 











| 
VERTICAL YEAR-"ROUND UNITS 


7 . — t 
WORIZONTAL COOLING UNITS COOLING UNITS } ap me lag vy SL ouput 





With the addition of these outstanding new models, 
Permaglas is now—more than ever—your assurance of 
the right cooling unit at the right price. And remember 
that every Permaglas heating and cooling unit is fully 
approved and fully guaranteed by the world-famous 
A. O. Smith Corporation. 


HI-BOYS Lo-BoYs DOWN-FLOWS HORIZONTALS 
Gas-fired to 200,000 BTU input Gas-fired—to 140,000 BTU input 
Oil-fired to 156,800 BTU output Oil-fired -— to 252,000 BTU output 


S we 


HOME HEATING BOILERS GAS CONVERSION BURNERS CONVERSION OIL puanens 
Gas-fired—to 420,000 BTU input to 345,000 BTU maximum input to 3.00 GPH firing rate 


Fill out and return the attached coupon right 
away, for top air conditioning profits in 1957! 


Sales Department, Permaglas Division, Dept. AA-157 boon? 
A. 0. SMITH CORPORATION, Kankakee, Minois ive Are You. A 6 


Please send me full information on the new Permaglas Air Conditioning line for 1957. 
: Through research a better way 


Permagias Div., Kankakee, Hil, 
International Div., Milwaukee, Wis. 
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What was for many years the ‘‘Warm Air Heating’’ busi- 
ness has grown and ‘“‘bloomed”’ into the ‘‘Heating and Air Con- 
ditioning’’ business with greatly enlarged opportunities that 
make the future look very bright. 

We at F. Meyer & Bro. Co. are proud and happy to be a 
vital part of this development. In fact, we consider ourselves 
and our famous product, HANDY PIPE, to be the ‘‘Transportation 
Division’’ of this growing industry. 

You see, every installation needs, and will continue to need 


pipes and duct work to carry the comforting atmosphere to the 
rooms where wanted 


And That's Where HANDY PIPE Shines! 


Ever since 1866 Handy Pipe has delivered warm air to 
American homes—and in the years ahead it will provide the 
transportation for the conditioned air that Americans demand. 
We promise you the same supreme engineering, correct design 
and tight-fitting fast-assembly construction that has made 


Handy Pipe the yardstick by which others are measured. We 
invite your orders. 


F. MEYER & BRO. CO. (SeqRReRE 


Established in 1966 
PEORIA 2, ILLINOIS [oi NGS! 


MEMBER 
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TORIDHEET Model JC ’ 
Oil Burner with x ; 
Durable Multi-Jet Blender ~~ a 
= —— 5 
. ass: ~ gate ait » 
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Model JC Pressure - Atomizing 


Oil Burners, Equipped with 4 
Durable Multi-Jet Blenders, id ORI rs v4 é E Y 


Power these Fuel-Thrifty 


TORIDHEET Furnaces Durable Multi-Jet Blender 


TORIDHEET’S new Durable Multi-Jet Blender, 
though of very simple design, is the ultimate in 
efficient blending of air with oil for complete 
combustion—no matter what percent of catalytic 
| oil is used. TORIDHEET’S Multi-Jet principle 
Model OGU . . 
Oil-Fired Boiler ies onbin provides outstanding fuel economy plus extreme 
Oisiiieiinn Cems quietness— with no pulsation in even the smallest 
heating units. 








COMPLETE UNITS AND CONVERSION BURNERS—GAS OR OIL 


Wall-Fiame Oil Burners ¢ Gun Burners ¢ wall Flame Boilers, Furnaces and Water Heaters ¢ Gun 
Fired Boilers and Furnaces @ Gas Conversion Burners and Gas Fired Furnaces @ Low-Boys 
Hi-Boys @ Counterfiows @ Comfort Cooling Equipment 


Medel OGA-"Hi-Boy" | Model OGA Oil-Fired SOME DESIRABLE DEALER FRANCHISES AVAILABLE 
Furnace Winter Air Conditioner — YOUR INQUIRY IS INVITED 








ae Se ee a oe 


a — — — 
ie-lal- lilt tae lh aiid. 
CLEVELAND STEEL PRODUCTS 
AUTOMATIC HEATING el Bel @ Galel. 


16035 Brookpark Road ¢ Cleveland 11, Ohio 


Affiliated Canadian Manufacturer: Aero Tool Works Limited, Toronto, Ontario 
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£300 — MULTI-LOUVER 
SIDEWALL REGISTER 


LS — oe oT 
~~ See & 
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£880 O. B. D. 
4-WAY DEFLECTION 
WITH OPP. BLADE 





#200 ROUND 
CEILING DIFFUSER 


6" to 14” SIZES 
BUTTERFLY DAMPER & 
INSTALLATION RINGS 


RUEGER 


£600 DOOR GRILLE 


NON-VISION 
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Siimplity Your Installations! 


You can install more 
in less time... without 
extra men or special tools. 


Jettronaire Heating-Cooling Systems 
are pre-engineered “packaged” units 
that give modern, controlled air circu- 
lation, comfort and economy. Use of 
round, 5” diameter pipes for the main 
part of system minimizes wall and joist 
cutting, speeds up installation time .. . 
makes money for you! 


JETTRONAIRE FURNACES 


At right, Jettronaire Lo- 
Boy furnace equipped 
with built-in electronic 
air cleaner. Side panel 
and front removed here 
to show details. 

Other models .. 
standard Lo-Boy and 
Hi-Boy .. . gas and oil 
burners feature two- pass 
heat exchanger guaran- 
teed 10 years! Capaci- 
ties from 72,000 BTU to 
210,000 BTU. 

All gas furnaces AGA 
approved; oil burners 
U/L approved. 


EXCLUSIVE FRANCHISES AVAILABLE . . 
WRITE FOR DETAILS 


MANUFACTURED BY 


\dmmtan JETTRONAIRE 
JETTRONAIRE) 


1100 EAST WARRINGTON AVENUE 
PITTSBURGH 10, PA 


cok amnctomm emnac 35 EO" 
RISER PIPE 


TO SECOND FLOOR 


TYPE B JET PANEL 


for use with rectangular ductwork 


One panel for heating and cooling! Pos- 
sible because it circulates and re-circu- 
lates room air, intermixing smoothly, 
efficiently. Fits conventional ductwork 


or converts to 5” round pipes. 


SMALL DIAMETER PIPES 


Perfect for conversion jobs in older homes. Work 
exceedingly well with standard rectangular ducts 
on risers. 


NO OBJECTIONABLE DRAFTS 


Patented grill permits room air and warm, filtered 

furnace air to circulate and re-circulate, intermix- 

ing. Warmth flows into rooms smoothly, evenly 
. with no warm air blasts. 


COOLING UNITS 


adaptable to all models 


All Jettronaire furnaces and heating sys- 
tems are adaptable to cooling with simple 
change-overs. Installations can be made 
directly in ducts, side-by-side with furnace 
or at remote locations. 





WATER COOLED UNITS 


Capacities available . . . two, 
three, four and six ton units. 
AIR COOLED UNITS 


Available in two, three and five 
ton capacities. 
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equipment developments 


(Continued ) 
> 
Dial Thermometer 
“TEMPOINT” DIAL thermometer for 
indoor and outdoor use Bacha- 


rach Industrial Instrument Co., Dept 
AA, 7301 Penn Ave., Pittsburgh 8. 


Unit can be applied for taking out- 





door readings for adjusting outdoor 
temperature control systems or for 


measuring register, duct and furnace 


“JUNIOR” 


FLEXIBLE DUCT CONNECTORS 


Lowest cost, pre-assembled 
: flexible duct connector for 
control temperature. Measuring 


residential installations. 
warm air plenum and cold air re 


Dimensions: Metal 2”; 


turn temperatures simultaneously for Fobric 13%”: Metal 2” 
a”; ; 


CAC adjustment is accomplished 


with kit containing two thermom- , Think of it! Vibration noise 


. ’ can now be eliminated for less 
eters. Range is 10 1 +240 F. ” - : 

: a ¥ than $2.00 per installation! 
Duro-Dyne's ‘‘Junior’’ Flexible 
Duct Connector does it. 


Featured are 214 in. aluminum dial 
with black numerals and red _indi- 
‘ating inter; a 9 in. stainless stee 3 : ‘ 
. Rperiretg ; r 7 teel And it provides all these important advantages as well: 
stem; and holding sleeve to make é Rada a 

+ self *3 ¢ Pre-assembly permits fabrication 3 times faster than 
unit self-supporting. conventional methods! Cut it. . . fold it . . . install it! 


Exclusive Double-Loc seam assures that metal and 

Welding Electrode fabric will not part even under severe braking. 
Mopet 90B general purpose elec- Fabric is U. L. approved canvas or asbestos. 
trode for welding mild steel to Unique, easy-to-handle dispensing cartons carry 
medium carbon and low alloy steels 50 ne al 100 feet _ nee ‘ 

~ i Bin, Cite te i Fabric seam closes quickly and positively with Duro- 

a ae t Stapler. 

fir Reduction Co., Inc., Dept. AA, uM P ated ification CCC-D-746 ond Mili 

e , , . , “ ts Federal specitication -D- an ilitary 
50 E. : St., New b 17 sie ee. 
150 E. 42nd St., ew York 17. specifications MIL-D-10860. 
Your local Duro-Dyne distributor can give you a complete 
demonstration quickly. Call him today. You will spend a very 
profitable 30 minutes. Or write now for a sample of ‘‘Junior™’ 
current. Small diameters are suitable and the name of your local supplier. 
for light gage work; larger diameters . atl 
are for heavy sectioned weldments. The greatest name in sheet metal specialties 


Finished bead is said to be free of 


Heavily coated electrode of moderate 
arc force is designed to operate in 


all positions on alternating or direct 


surface depressions. 


Concrete Fasteners 


“Rep Heap” concrete fastening de- 





vices with self-drilling feature 


Phillips Drill Co., Dept. AA, U.S. 12 
and Liberty Trail, Michigan City, DURO-DYNE CORP., 800 Third Ave., New Hyde Park, N. be 
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Never in our 50 Years 
have we offered so much! 


. Me: Your { | 
Bee) ci, a ajestic IL) 
OMPLETE LINE ; Representative . | 
f seus tnalen and Cooling Units OR WRITE _ 
° 


for ear-round Air Conditioning 
Vii. . 


ll - 


q UTILITY IN AIR 
»|FURNACES CONDITIONING 


For whatever type of system you need or want, Majestic 

EW has the ideal economical answer in self-contained water- 
cooled units or remote air-cooled models, in matching 

BIG twin units or for add-on installations. Capacities range 
CES from 134 to 5 tons. In addition, Majestic is marketing 
FURNA a new remote heat pump, with the com- 
pressor-condenser unit designed to be set 
outdoors, and only the neat and compact 
heating-cooling unit inside the home. For 
year-round air conditioning, you can’t buy 


| E TI better than Majestic! 


Majestic has drawn on a half- 
century of home heating experience 
in putting together this 1957 line NEW 
of winter air conditioners. Sizes for 4 SUMMER 
small or large homes... fuel types for every local 
preference or supply... furnaces that meet ever) AIR 
modern demand for efficiency, automatic operation, C nditi $ 
quietness, compactness, and economy. Models for onaitioner 
system-engineered comfort from 76,000 to 400,000 


BTU output, and in up, down, or horizontal flow 
designs. 





























Ask also about Majestic’s Thulman Products — 
the tested and approved all-metal chimney and fireplace 


> 


The Majestic Co., Inc. 
394 Erie Street Huntington, Indiana 


Specialists in Home Comfort for SO Years--Since 1907 
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Ind. Fastener, which drills its own 
hole by impact, has bright red ex- 
pander plug for identification pur- 


poses, the company states. 


Furnace Vacuum Cleaner 


VACUUM CLEANER truck body unit 
for cleaning all types of furnaces 

R. A. Pringle & Son, Dept. AA, 508 
Catherine St., Walla Walla, Wash. 
Cleaner is powered by truck motor. 


Normal load for unit is 2 cu yd: wet 


ground or snow problems are elimi- 
nated bags never touch the 
ground. Entire surface of each bag 
is filter area. Storage chamber ac- 
commodates 24 two in. filters and am- 
ple metal and rubber hose. Swivel 
elbow permits cleaning from eithe: 
side, up or down. Forward dust box 
has cleanout doors on both sides. 
Unit is 79 in. wide, 98 in. long. 
Filter bags are 72 in. in circum- 
ference, 78 in. high. Pipe, hose and 


other accessories are included. 


Contact Burnisher 


Move. 162 pen type contact burn- 
isher for hard-to-reach relay con- 
tacts {dre Co.. Dept. {A,. 8980 
W. Hawthorne Lane. Hales Corners. 
Wis. The 3 in. burnisher has slim 
plastic handle, features longer basic 
element in burnisher itself and a 
spare 114 in. blade. Burnisher ele- 
ments are said to provide smooth 
polish without pitting or scratching. 
Plastic case permits use on energized 
contacts without danger of shock: 
handle is also made of insulating ma- 
terial. Unit can be clipped to shirt 


pocket. 
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“NEVA-BIND’ 


LADE KIT 


This positive action, 
precision-built 
multi-blade damper 
hardware virtually 
eliminates all 
damper binding! 




















Now, without the need for skilled specially trained personnel 
your shop can assemble fine, precision-engineered damper 
hardware — at considerably lowered costs. 


The new Duro Blade Kit with the NEVA-BIND boasts 4-way 
self-adjustability to prevent binding, and reduce assembly 
time drastically. 


You need no longer worry about inaccuracies in construction 
or assembly which result in flexed connecting rods — the main 
cause of binding. For the ‘‘Neva-Bind"’ Blade Kit allows the 
connecting rod to remain absolutely straight regardless of 
inaccurate construction or assembly. Dampers can there- 
fore be assembled with little care, and no costly alignment 
afterward! 


You can get full detailed information on this new Duro-Dyne 
development by calling your Duro-Dyne distributor today. 
Or — write for catalog and the name of your near-by local 
supplier. 


The greatest name in sheet metal specialties 


arvre 

) 

‘ AL 
f aad *e 

vant ; os —_— Ba 


= JUNIOR y 


FLEXIBLE DUCT | JIFFY PORTABLE 
CONNECTOR | DAMPER QUADRANTS REGULATORS SPOT WELDER 














DURO-DYNE CORP., 300 Third Avenue, New Hyde Park, N. Y. 
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From Viking’s “Gallery of Gripers” a few 
comments by one of your competitors 
who's doing well in spite of himself. 


“Used to play poker during A 
the slow season... © “5600” Glass-Pan 


then one of our eager beavers sold him- 

self on your humidifier. Sold so many it HUMIDIFIERS 
stopped our poker games. Only consola- 

tion is the easy installation and eliminat- 

tion of call-backs.” 


“1 used to love to insult homeowners . . . 

who were too tight to put in new forced 1] t ; 

warm air heating systems. Now | can’t do ue. Easy Selling 

it. Your sales story makes blowers so easy ) BLOWER PACKAGES 
to sell, I'm getting vicers from being pleas- i 

ant. I'm also making money selling mod- “riven 

ernization of gravity furnaces.” 


441 haven't had a good argument 
with a customer... rs. 
over noise or performance, ever since the Trouble-Free 
manufacturers whose furnaces | sell started ; % 
using Viking blowers. My customers are BLOWER ASSEMBLIES 
happy and | keep my furnace profits, but 


it takes the fun out of things.” 


‘1 lost a bet... 
when | told them a heating man couldn’t : : 
sell fans. One of my own men disagreed. os Profit-Making 


Ordinarily I'd fire a guy for that, but | WINDOW FANS 
thought I'd fix him with a good stiff bet. | 


lost my bet, but I’m making money on fans.” 


lf You’re Missing Out... 


AIR PRODUCTS See Your Viking 


Division of The National-U. S. Radiator Corporation Distributor For The 
5601 WALWORTH AVENUE * CLEVELAND 2, OHIO | Full Story! 
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Furnace-Clothes Dryer 


REDESIGNED LINE of “Heat-N-Dry” 
combination gas-fired furnaces and 
clothes dryers designed to reduce 
heat loss from both units Herbster 
Furnace Co., Dept. AA, 877 Addison 
Rd., Cleveland 3, O. Featured in fur- 


nace is venturi type cast iron heat 


exchange of one piece construction, 
designed to eliminate expansion and 
contraction noises and to provide 
greater radiation surface with light 
weight construction. Damper ar- 
rangement shuts off heat as soon as 
clothes drying cycle is completed. 
Timing dial is said to permit more 
accurate control of drying cycle 
which is about 35 minutes. Drying 
is accomplished by blowing moder- 
ately heated air through clothes at 
high velocity. Featured are large air 
filters, vent to reduce basement 
moisture, uniform 170 deg drying 
temperature with 900 cfm blower ca- 
pacity, and safety door which stops 


tumbler action when opened. 


Time Switch Case 


“SKIPPER” MODEL TS66 and T670 
series flush mounted cases for hous- 
ing several series of time switches— 
International Register Co., Dept. AA, 
2620 W. Washington Blvd., Chicago 
12. Model TS66 permits operation 
on selected days; T670 series is for 
short interval timings of 5 to 60 
min. Designed for applications which 
call for enclosing wiring and parts 
within the wall, flush mounted case 


is 0.063 in. formed steel in gray 
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DURO 
VANE-RAIL 


Now! New, improved Duro-Dyne 
Vane-Rail assures unequalled 
rigidity and greater strength. 
New coil packing adds 


convenience, cuts waste. 


Yes, with Duro-Dyne's new ‘‘Vane-Rail'’ you make single or 
hollow air-turning vanes for square elbows (on-the-job) and 
save up to 70%, on installed cost! 


What's more, you make no compromise with quality. The 
point is this: You eliminate the cost of layout time, you forget 
about tab-cutting, you shear from scrap. 


The result is a complete unit with accuracy that conforms to 
engineering specifications ... that stays assembled... that 


assures no vane noise or whistle .. . that provides maximum 
free-area! 


Call your local Duro-Dyne distributor today. You will be 
shown a quick, but profitable demonstration. Or—write today 
for full details and the name of your nearby local supplier. 


The Greatest Name in Sheet Metal Specialties 


DURO-DYNE CORP., 300 Third Avenue, New Hyde Park, N. Y. 
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* SELL MORE . MAKE MORE SZ 
SAVE WORK . CUT EXPENSES 


REDUCE STOCK INVENTORIES 


sell and specify 
pr ay 
n 


permanent dry-type 


FILTERS | 


For All Warm-Air 
Furnaces and 
Winter-Summer 
Air-Conditioners 


BEST BET for peak filter sales! 


the filter the whole industry is talking about! 





Here’s the filter that practically guarantees fast- 
action, “register-ringing” filter merchandising! 
Features that help you sell, plus an established 
demand, make it a real volume-builder. 

You'll sell more because the market is already 
primed and educated on the economy and su- 
perior efficiency of new permanent filters. You'll 
make more because the new “A-lum-O-Aire” 
pricing policy lets you realize a better return 
while you're meeting and beating competition! 

What's more, “A-lum-O-Aire” is a natural tie-in 
with your present service operations. You gain 
better control of your service accounts — and add 
new ones as you go along! Better yet, you save 
time, effort and expensive material costs required 
by out-dated filter cleaning methods. 

Sounds fine, so far! But what about “minimum 
quantities,” quotas and stock requirements? That's 
where “A-lum-O-Aire” tops them all! You buy 
only what you can sell and you stock only what 
you NEED! And, you can forget sizing problems. 
Eliminate risk and warehouse expense. Let us 
worry about storage. Send us your order NOW 
and let the plan prove itself! 


Electronic Engineering Co. 
METAL WOOL DIVISION 


Springfield, Ohio 


Safe, clean and economical, “A-lum-O-Aire” 
needs no messy oils or adhesives to catch dirt, 
dust or lint particles. Revolutionary “A-lum-O” 
Aluminum Wool does ALL the filtering; saves 
work and worry — washes clean in a jiffy with 
cold water. Rustproof and fireproof. Approved 
by Underwriters’ (Class 1). Costs less per clean 
filter than any other and they can be cleaned as 
often as necessary without sacrifice of efficiency. 
Saves on housecleaning and redecorating costs, 
because there is no oily film to settle on walls, 
floors or furnishings. 

That all adds up to real customer satisfaction! 
YOU benefit by added high-profit sales with better 
service activities and more-lucrative labor and 
material savings. Now’s the time to get set for fil- 
ter merchandising that really pays off! Costs you 
nothing to get the facts. Mail coupon, TODAY! 


j Carey Electronic Engineering Co. 

Metal Wool Division (Dept. A-17) C) dealer 

1 1880 Clifton Avenue 

1 Springfield, Ohio (C) distributor 
| Gentiemen: 

I Please send me full details and pricing schedules on new A-lum-O-Aire 
1 Filters. | want to know how we can improve our filter merchandising 
r activities. 
I 
i 
ae 


Name Title. 





id y 


Pp 








Address 





City Zone State 


Attention Distributors: Exclusive territories in several selected areas stil! 
available. Write for details, today! 
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crackle finish with hinged door with 
or without key lock. Knockouts pro- 


vide access to terminals. 


Cooling Units 


LINE OF CENTRAL and window cool- 
ing units York Corp., Subsidiary 
of Borg-Warner Corp., Dept. AA, 
Roosevelt Ave., York, Pa. “Path- 


finder” self-contained central units 





are in 134, 2 and 3 hp models; 
“Champion” remote units are in 
eight models ranging from 2 to 714 
hp. “Hi-Ef Twinline” remote units 
feature two compressors and two 
complete refrigerant circuits. “Snork- 
el” room units feature thin design 
for casement windows, measuring 9 
123, X 31 in. Units also 
installed between wall studs or in 
regular windows. “Clean Air Sentry” 
room units are in three models. Fea- 
tured is warning light which signals 
need for filter cleaning or replace- 
ment; heavy duty glass fiber filters; 
high velocity fans, outside moisture 


exhaust and reverse-cycle heat pump. 


Power Gas Burners 


PoweER GAS burners for furnaces de- 
signed for installation in ceilings, 
pits, closets, or walls of homes and 
small commercial buildings — Syn- 
chronous Flame, Inc., Dept. AA, 
Walworth, Wis. Designed to elimi- 
nate pilot failure due to short stacks 
and back pressure, the units are 
made in three sizes, are flange or leg 
mounted with firing range of 75,000 
to 400,000 Btuh. Air supply is con- 
trolled by motor-driven fan. 
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PK DAMPER CONTROLS 


The only complete quality line of 
damper regulators, quadrants and 


QUADRANTS accessories. 


There is no longer any reason to 
jeopardize an installation with con- 
trols of the wrong size, or with make- 
shift parts. 


Your Duro-Dyne jobber can quickly 
explain how you can be sure of the 
proper damper controls for any job. 
Or — write today for detailed Engi- 
neering File Catalog. 


REGULATORS 


Quadrant %” 





aN 


Pre-fabricated 


Quadrant 2” Jifty Damper 





Domper Rod Clip “*S*" Lever Arm Stroight Lever Arm 





Door Handle 
and Tongue 


=36)> 


Door Buckle 
and Tongue 


ate 


Most Popular Regulator and Quadrant Sets 


eet > tevlewrest  @ 
g ‘ _ 
« |e, ° 


Deflector Casting 











Unxid Damper 
Quadrant Set 
q 
« h. 


eo RE 


Aa 
Jitty Damper 
Regulator Set 


The Greatest Name in Sheet Metal Specialties 


DURO-DYNE CORP., 800 Third Avenue, New Hyde Park, N. Y. 





FROM THE 
BIGGEST 
TO THE 
SMALLEST 


A Full Line 


of Unishears 


by Stanley 


U218 — 4% Ibs. 
Cuts up to 18 gauge 


U3610 
Cuts up to 10 gauge 


Stanley offers a complete 
line of electric shears with 
cutting capacities from 18 
to 6 gauge hot rolled steel. 
6 portable models, 2 bench 
models and the big floor 


unit shown above. 


For fast cuts . . . for easy 
handling, equip your shop 
with a Stanley Unishear. 
For complete details see 
your supplier or write 
Stanley Electric Tools, 571 
Myrtle St., New Britain, 
Connecticut. 
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Bird Barrier 


| “NIXALITE” MODEL S-56 bird bar- 
| rier made of stainless steel springy 


prongs similar to quills on a porcu- 
pine, designed to keep birds from 
gutters, eaves, signs, etc.—VNixalite 
Co. of America, Dept. AA, 115-119 
W. Third St., Davenport, la. Ends 


Mls , Ls Ue incon 


of prongs extend directly upward; 
two inner e, are crossed to give 
greater rigidity to barrier. Flexible 
base bar fused to prongs can be bent 
to conform to curvature of any sur- 
face; reversely bent resilient clip 
fastens around base bar, permits in- 
stallation on all types of material. 
Barrier is about 334 in. wide and 
approximately 4 in. high, according 


to the manufacturer. 


Room Cooling Units 


Line or 15 room cooling units, two 
of which contain “lonitron” nega- 
tive ion systems for relief of hay 
fever—Philco Corp., Dept. AA, Ti- 
oga and C Sts., Philadelphia 34. Line 
features six styles of cooling units 
with ten models available in 1 hp 
units, 3 in 34 hp units and 2 in 2 
hp units. The 1 hp models operate 
on 208 or 230-v sevice. “Ionitron” 
air purifying system negatively ion- 
izes the air, a process said to pro- 
vide relief to hay fever victims; elec- 
trostatic filter system is also pro- 
vided. “Ionitron” system is in four 
sections: two aluminum fine mesh 
filters, the charger and an activated 
charcoal filter. Negatively ionized 
impurities adhere to second filter; 
cleaned air passes through charcoal 
filter for odor control. 
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Photo shows new Lima Super 72 
Extended Baseboard Diffuser 
with automatic pushbutton damper 


Unretouched test photo shows the quality 
of Lima's electrostatically applied per- 
manent finish. After hard bending of the 
metal with pliers, the beautiful finish 
has not chipped or flaked. 


Exclusive built-in automatic pushbutton 
damper on the Lima Super 72 runs the 
full length of louver openings . . . pro- 
vides fingertip volume contro! and uni- 
form diffusion at all settings 


-T-1 | Ma alelg-mecelaale}(-1(-) 
Tab-jt-lit-lilelal-m dligm ial 


Extra heavy construction of Lima's hori- 
zontal louvers, and double spring tension 


« * on the full length damper, both elimi- 
nate any rattling or whistling at the 
higher air velocities needed for cooling. 


Whenever you see a prospect about a heating or cooling job, you 
will have a real sales tool in the Lima Quality and Performance 
Story. 

Instead of cutting corners to meet competition, you can confi- 
dently talk up quality . .. showing the extra quality construction 
and permanent beauty of Lima diffusers .. . pointing up the 
efficient performance that assures lasting comfort and 
satisfaction. 








Take a Lima diffuser along on your next call and see how it 
helps you sell the furnace, the ductwork and the complete 
installation. It’s the showpiece of your job—installed in the pane genes of tun Tent tiene topes 

=F i i : : 72 showing proper throw and spread for 
living quarters where it is seen every day by everybody in the real indoor comfort at the living level in 
home. heating and cooling. 


Lima REGISTER COMPANY « LIMA, OHIO = 


sold exclusively through heating manufacturers and wholesalers : 
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NOW! Preferred 


SIF 


The Most Sensational Developments In The 
Heating And Cooling Industry 


te INCREASED 
SALES 


we LABOR 
SAVED 


te KNUCKLES 
SAVED 


We NOTCHING 
ELIMINATED 


we EASY 
HANDLING 


¥%& TIME 
SAVED 


He STRONGER 
CONNECTIONS 


ye MONEY 
SAVED 


we PRICED 
RIGHT! 


SEE YOUR 


JOBBER TODAY 


FOR FURTHER 
INFORMATION 
WRITE 


In Many Years 








TAKE — OFFS 


COLLAPSE COLLAR 
and SNAP-IN > > > 








DON'T CUT PIPE 


. . . USE SNAPPY wi : 
4” and 14” ’ 


CONNECTORS 


MADE FOR 
4” THROUGH 14” 
PIPE SIZES 








HANGERS 


YOU CANT 

AFFORD TO 

MAKE YOUR 
} OWN! 


MADE FOR 4” THROUGH 
9” PIPE SIZES 











DETROIT LAKES, 
"SNAPP y, "INC. MINNESOTA 
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Rolling Machines 


Lines OF lock rolling and roll form- 
ing machines with press type flying 
cutoff attachment—The Flagler 
Corp., Dept. AA, 19321 Filer Ave.. 
Detroit 34. Units form variety of 


locks or shapes at speeds from 30 


to 120 fpm. Capacity of strip is 
1 34 to 3 in. wide; flying cutoff is 
equipped with adjustable trip and 
will cut an 8 in. minimum or 72 in. 
maximum length. Each roll shaft 
can be independently adjusted or re- 
placed; forming rolls can be replaced 
with other rolls to produce different 
shapes. Motor and drive are in base 
cabinet. 


Stud Gun 


Stup GUN with holder for parts to 
be fastened LeBelier Stud Gun 
Corp. of America, Dept. AA, Mer- 
cantile National Bank Bldg.. Miami 
Beach, Fla. Tool must be exactly 
perpendicular to work surface before 
charge can be fired, eliminating 
ricochet, stud shearing, surprise 
detonation and flying particles. No 
preliminary drilling is required; 
fastenings into wood, steel or con- 
crete can be made in as little as 


15 seconds, the company states. 


Roof Ventilators 


THREE MODELS of low silhouette 
roof ventilators, in 6%4 to 1234 in. 
heights—/lg Electric Ventilating Co., 
Dept. AA, 2850 N. Crawford Ave., 
Chicago 41. Designed to harmonize 
with modern architectural require- 


ments, units are in capacities of 287 
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Facts about the 
Van-Packer Chimney 


Your heating installation will operate 
at peak efficiency when you install the 
Van-Packer Factory-Built Masonry 
Chimney. The higher draft provided 
by Van-Packer’s insulated masonry con- 
struction assures this. 


Van-Packer’s higher draft proven in 
independent laboratory tests. Van- 
Packer Chimney reached maximum 
draft in 4 minutes and showed less cool- 
ing after burner shut-off (more potential 
draft for next furnace cycle). 


Furnace service call-backs cut 
Van-Packer’s higher draft. It’s quiet 
won’t transmit furnace or fan noises. 
Asbestos-cement housing won’t dent, rust 
or streak roof. 


Safe, permanent masonry sections 
have insulating value of 2 ft. of solid 
brick. Acidproof fire clay tile liner with- 
stands over 2100° F. — won’t dent, rattle, 
corrode or flake off. Why not install the 
best — install Van-Packer. 


by 





Typical installations 





CEILING 
SUSPENDED 


FLOOR 
SUSPENDED 











S 
\ 
SN 


One or Two Story 


One or Two Story 
No Basement 


with Basement 














To order a Van-Packer All-Fuel Chimney or Gas Vent, or for 
prices, give your Van-Packer Jobber “H and L’””’ measurements 
as indicated above. See “Chimneys—Prefabricated” in Yellow 
Pages for your nearest jobber, or write Van-Packer. 


Van-Packer Company ° Division of The Flintkote Company 


QVan-Packer acessae Chimney 


SM 


VR 





Van-Packer 
Gas Vent 





Provides safety, 
permanence and 
beauty of brick. Flue 
sections are 5” fire clay 
tile with asbestos-cement 
jacket. Section joints sealed with acid-proof, leak-proof 
cement and aluminum drawbands. Enclosed above roof 
gE by attractive brick-design panel housing; no bare vent 
Ms pipe to mar appearance of home. All parts provided in- 
cluding flashing. For use with all gas-fired appliances 
1 (except incinerators) requiring 3” to 7” I.D. flues. Listed 
by Underwriters’ Laboratories for Class B service. 








ipa a ater rae AR % 2 Deere 


(ccna stad 









For complete information, 
send for Bulletin RS-1-11 and GS-22-11 


* P. ©. Box No. 306 °© Bettendorf, lowa © Phone: 5-2623 


“Il like to work with Reznor duct furnaces, 


because they let me give my customers 
exactly what they want and need” 


“There's no getting around it; selling anything is a lot easier when the 
product is exactly right. That’s why I like Reznor duct furnaces. With one 
of the Reznor duct furnaces as a starting point, I can offer each one of 

my customers the heating or heating-cooling system which is exactly 

right for his building and his needs. 


“There are duct furnaces in the Reznor line for system capacities 
from 50,000 to several million BTU. All are simply compact, efficient 
gas-fired heat exchangers with a full complement of combustion controls. 
I can take any one of them and add whatever I feel is necessary in 
the way of equipment for air moving, cooling, filtering, and humidifying. 
My hands aren't tied because some manufacturer has put together a 
complete package which can’t be exactly right for any job because 
it has to be good enough for many different jobs. 


“Satisfied customers are my best salesmen. So whenever I complete 
an installation designed around a Reznor duct furnace, it’s just like 
adding a star salesman to the payroll. I know it will win friends for 
me, because the Reznor duct furnace gave me the freedom to tailor the 
system to exact job requirements.” 


= NA 


It's the same story wherever you go. Reznor duct furnaces 
are winning friends among contractors and their cus- 
tomers because they pave the way for truly ideal 
heating and heating-cooling installations. For the com- 
plete story, see your nearby Reznor distributor. He's 
listed under ‘‘Heaters-Unit"’ in the yellow pages of your 
telephone directory. 
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to 938 cfm. Motors are shaded pole 
type, totally enclosed with perma- 
nently lubricated bearings. Vertical 
“Q” type propeller fan is mounted 
directly on the motor shaft to elimi- 
nate need for belts. 


Duct Connector 


DRAWBAND CONNECTOR for 4 through 
10 in. round duct Snappy, Inc.. 
Dept. AA, Detroit Lakes, Minn. Duct 


can be telescoped into one end of 
connector for the desired length, 
eliminating need for cutting. No 
bolts, cleats or special tools are re- 
quired. Units are spring steel; mech- 
anism is suitable for locking in any 
position, according to the manufac- 
turer. 


Drill Impact Device 


ROTARY IMPACT masonry drill at- 
tachment 6 in. long, 114 in. in diam- 
eter for pneumatic impact action 
high speed drilling in concrete, brick 
and masonry with any 1, in. electric 
drill — Power Tools Corp., Dept. 
4A, 1425 Lakeside Ave., Cleveland 
14, O. Unit develops approximately 
90,000 fpm impact force, said to drill 
14 in. holes 3 in. deep in concrete 
within 30 seconds. A 25 lb pre- 
loaded spring and two rotating cams 


provide two blows per revolution. 


Thermal Insulation 


ACCORDION DESIGN aluminum foil 


| insulation with multiple layers of re- 


flective surfaces with air spaces be- 
tween each which are kept parallel 


and rectangular Infra Insulation 
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WHITNEY-JENSEN TOOLS yon 





Hand PUNCH 


Powerful, easy-to-use punch weighing 
Capacity hole through | 
Adjustable locating stop permits qu 
any throat depth up to 2” Furnished 
and dies in metal case 


Nos. 10, 11, 12 
Ball Bearing PUNCHES 


Ball bearing screw principle enabi e 
over 14,000 Ibs. punching pressu 
identical except for tubular har dies 
punches and dies in No. 11. Ne 
deeper throat. Capacities 

mild steel 


Nos. 16, 17, 18 
Bench PUNCHES 


Roller bearing, lever-type punches for ber 
18 has higher and deeper throat tha 
Capacity mild steel: No. lé 

No. 17 4” through No. ] 

12 ga 


‘ 


No, 99 
Slotted Jaw 
BRAKE 


Slots in jaws and d apron, 
with I” and 14” spac- 
ing, enable this new 
machine to partes 
many difficult bending 
pind lg such as 

|-letter ne. 

— 1 ad 
capacity, g2. mi 
steel. 


TER 


, -WHITNEY METAL TOOL COMPANY © 702 Forbes St., Rockford, Ilinois | 


Nos. 20, 24, 25, 40 
Bail Bearing PUNCHES 


w press action with ball bearings in the race gives 
tremendous power. Replace me nt ratchet handles 
available for Nos. 20, 24 and 25, bench bases for 
Nos. 20 and 40. For metal *« 2” and %” thick 


Nos. 7, 72, 8 
Roller Bearing PUNCHES 


Powerful, lever-type punches with roller bearings 
Will punch and strip positively inside 90°. Lever 
annot disengage by moving too far in either direction 
Quick change punches and dies. Swivel bases avail 


able. Capacity mild steel up to '4” thick 


No. 455 
Angle iron COMBINATION 


Strong and compact unit for shearing, notching, and 
bending angle iron. For on the job work or permanent 
mounting in the shop. Capacity all sizes angle 


iron up to and including 2” x 2” x 14 


experience 


No. 72 Series 
Power Squaring 
SHEARS 


imprs throughout! 
Positive 


WAS, 
four-edged cutting blades, 
guards sith clear 


cutting area shat ena 
utti - 
cnanpaiiaaes nak improve’ 


aila 
toes 8a yt 2- 14-16 ga., 4-ft. to 


Nos. 28, 29, 58, 68 
Deep Throat Toggle Action 
FOOT PRESSES 


Deep throats and powerful, foot-lever punch- 
ing action permit ws a variety of work. 
comm. 5 tons, or 2” hole in 16 ga. mild 
steel. Throat depths: 7”, 10”, 18”, 24”. 


Nos. 31, 32, 33, 34 
Deep Throat 
LEVER PRESSES 


my throats and extra-power- 
ful lever-toggle action provide 
top performance for jobbing 
or production. Capacity, 8tons; 
ap depths. 7”, 10”, 18” 
or 24”. 


No. 127 High Speed Inclinable 
Power PUNCH PRESS 

A smali, fast punch press with a lot of big- 
machine features. Strokes per minute, = 
Maximum tilt-back th Throat 6” deep, ? 
high. Capacity, 7% to 


Nos. 129,130,150 


10 tons; throat 

12”, 18”, 24”. 

Nos. 230, 231 

Deep Throat Power Punch 


5, onlay eames with all 
formance, Capac. 40 fons: throat . 
apie RIVET SQUEEZER 
BENCH SHEARS 
eee HAND TOOLS 
~~ PUNCHES 


Catalog DIES 





For the Metal-Working Industr 
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Inc., Dept. AA, 525 Broadway, Neu 
York 12. Side supports are said to 
stretch and keep layers of aluminum 
and air spaces open and_ parallel, 
maintaining uniform depth over 
joist space and retaining insulation 
value. Type 4S provides four reflec- 


ANCHORING IN M A ¢ fe} N ey... tive spaces; other types provide 2 


“> 


3 and 6 spaces. Insulation is in 500 


Be sure of your anchoring work. Use the best and 1000 sq ft rolls for 16 and 24 
anchors. To begin a good job right specify Rawl. in. spacing in ceilings, walls and 

Here are some new additions to the Rawl Product en ee ee 
line .. . If you're not familiar with all our products why 
not let us send you a catalog? 


“UU” factor requirements. 


Cheek Bender 


RAWL DRILL- HAMPAER CHEEK BENDER designed to make in 


side corner bends up to 24 in.— 
CONVERTS AN ELECTRIC DRILL, ECO- Bett-Marr Mfg. Co., Dept. AA, Hop- 


NOMICALLY, INTO A DEPENDABLE, FAST, kins, Minn. Unit has two-way trun- 
» POWER HAMMER. MORE THAN DOUBLES ion at open end which assures even 
THE VALUE OF YOUR %” ELECTRIC DRILL. bonds on inside corners, the com- 


Drill quickly into softest or hardest mo- pany states. Bending bar is held in 
position to make sure sheet is flat 
before bend is made. Adjustable 
plate can be set for bends of any 
width from 14 to 7% in. Unit ac- 


Automatic clutch starts or stops action commodates 24 ga sheets; spacers 


automatically when the drill point touches are available for 20 and 22 gage. 
or is taken away from work. “‘Light’’, ‘‘medium" or “heavy” blows Two lag bolts are required to install 


are selected by turning the collar. RAWLDRILLS TO FIT. wntt. 


RAWL | RAWL 
CALK-IN SCRU-LEAD 


“OMNI” ATTIC TYPE central air con- 
Improved machine screw an- The most holding power possi- he : . P 
chor. Sleeve is precision-cast ble with any lead screw anchor. ditioners with prefabricated duct 
of an exclusive Raw! lead al- | Exclusive Raw! lead alloy used work in 2 and 314 ton sizes—Gibson 
loy, especially developed for ; | for easy installation and huge ¥ bs ss ‘ 
masonry anchors. It's just holding power. The top flare Refrigerator Co., Div. of Hupp 
soft enough for easy, com- i out speeds up anchoring time Corp., Dept. AA. 515 W. Williams. 
plete caulking and hard because screws can be inserted 7 f R . . 
enough for tremendous hold- quickly. Use for either wood Greenville, Mich. Air cooled units 
' me Powe, screws or sheet metal screws. can be installed in attic; prefabri- 
Write for free new dimensional wall chart and catalog. cated, insulated duct system becomes 


sonry or stone with inexpensive Rawldrills. 
Saves money — eliminates necessity for 


using expensive carbide-tipped drills. 


Attic Cooling Unit 


— Se a 





part of the home through drop ceil- 
ing construction. Model G0-21 is 
Albany, New York Denver, Colorado Norfolk, Virginia rated at 24,000 Btu output; G0-31 
Atlanta, Georgia Detroit, Michigan Omaha, Nebraska 
Baltimore, Maryland Honolulu, Hawaii Philadelphia, Pa , . > 7 
Boston, M _ Texas Pltchurgh, Pennsytvenie ing 36,000 Btu. Other models in the 
eades ey ool ini cuit ade” a oa line include 
eston, es rginia sonvitie, ° 

Charlotte, North Carolina Kansas City, Kansas eee ae ony to 10 ton sizes and water cooled 
Chicago, Illinois Los Angeles, California Fs models of 3. 5. 8. 10. 15 tons and 
Cincinnati, Ohio Miami, Florida San Francisco, California ' he: soa eared . 
Cleveland, Ohio Milwaukee, Wisconsin Seattle, Washington larger. 
Fairfield, Connecticut Minneapolis, Minnesota Syracuse, New York grilles, controls and _ prefabricated 
Dallas, Texas New Rochelle, New York Washington, D. C. 


glass fiber insulated ducts covered 
THE RAWLPLUG COMPANY with reflective aluminum. Total 1957 


BOX 406A NEW ROCHELLE, N.Y. line includes 30 cooling units, 11 
heat pumps, 129 furnaces. 


RAWLPLUG COMPANY BRANCHES 


has two 134 ton compressors produc- 





air cooled units from 2 


All are packaged, containing 
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Model A 


GAS UNIT HEATER COOL CABINET CIRCULATORS 
65,000 TO 250,000 B.T.U | 22,000 Gf 32,000 B.T.U 


VENTED, RECESSED 


WALL HEATERS 
CHOICE 3 DECORATOR COLORS 










Model 40-G 


COMPACT UNIT HEATER 
40,000 B.T.U 














RADIANTFIRES 
WIDE RANGE OF MODELS 









WRITE FOR THIS 


a — 


CATALOG 







“ 


OPALITE RAFIRE Seties HV 


GAS LAMPS BATHROOM HEATERS RADIANTFIRE CIRCULATORS 
WITH “TOPTROL” 
5 SIZES, 30,000 TO 70,000 B.T.U 
2 FINISHES 


CRVBRAL GAS LEGHT (0), smc, nino 
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Flexible Duct for Corrosive Fumes 


Type 47-ID flexible air duct designed to handle cor- 
rosive fumes Wiremold Co., Dept. AD-AA, Hart- 


ford 10, Conn. Duct has vinyl coated glass fiber fabric 


~ 


mechanically locked into supporting spiral of corro- 
sion-resistant stainless steel. Duct can be cut and bent 
from 90 to 180 deg and is said to resist most corro- 
sive fumes encountered in industry. 


Vibration Reducing Hangers 


“Vipro-HANceRS” steel spring deflection hangers for 
suspending nbise-generating equipment and duct to 
isolate vibration — Korfund Co., Inc., Dept. AA, 48- 
01A 32nd Pl., Long Island City 1, N. Y. Helical 


springs are made of oil-tempered carbon and alloy 





steel to withstand high and low temperatures without 
setting or losing resilience. Units with box type hous- 
ing are designated type VB; types VH are in U-brack- 
et housing; type VU have no housing. Effective load 
range is from 50 to 3800 lb. 


Gas, Oil-Fired Furnaces 


Line oF about 50 gas- or oil-fired highboy, lowboy, 
counterflow and horizontal furnaces in capacities from 
80,000 to 350,000 Btuh—Worthington Corp., Dept. 
AA, Harrison, N. J. Horizontal units are adaptable 
for suspension mounting. All units can be belt or di- 
rect driven and are available with or without list of 
optional features which adapt them to accommodate 
varying conditions of operation for residential and 
commercial applications. 


Solid Deodorant-Air Freshener 


“EASTONAIRE SOLID-FORM air freshener and deodor- 
ant designed for heating, cooling and ventilating sys- 
tems — Easton R. S. Corp., Dept. AA, 876 Pacific 
St., Brooklyn 38. Product is in 1 lb. 5 Ib and 10 Ib 
units; it evaporates slowly, replacing disagreeable 
odors with agreeable, perfume-free smell. Unit is 
placed in service area near filter fresh air intake or 
beside blower. Product is non-toxic and non-irritating. 


the company reports. 


Beverly Shears MEAN BETTER WORK — 


THROATLESS SHEAR 


Make straight or intricate 
cuts in the lightest metals 
without distortion, yet handle 
heavier gauges with ease 
on a BEVERLY — the all- 
around Throatless Shear. 
Made in 4 models to handle 


BEVERLY 
ELECTRIC 
THROATLESS 
SHEAR 





pl . Powered by heavy duty 110 v. 60 
with High Aa tad cycle, 120 v. AC toe te give high 
wedi, Pn speed cutting of any shape. Will cut 
heavier gauges 15 ft. per 
minute. Capacity 10 gauge 
mild steel. May be used as 
Bench Shear (as shown) or on 
floor with addition of column. 


SLITTING SHEAR 


All steel welded construction, plus extra built- 
in strength keeps the “SS-3" Slitting Shear 
cutting clean indefinitely. No springing of 
blades, no distortion after use. Slitting ca- 
pacity 3/16" mild steel; trimming capacity 
5/16"; bar capacity 4" x 2". Equipped with 
High Carbon, High Chrome Blades. Made in 


iis 3 sizes. 


INSIDE SLOTTER See your Dealer or Write direct for illustrated catalog sheets on Beverly 


equipment. 
8" reach, Inside Slotter, design to make inside cutting 


and slotting faster and easier. Capacity up to and in- 
cluding 16 ga. mild. Cuts slot 2'/2" long x /g" wide with FG. © 
one stroke. Unique arrangement of 5 H.C.H.C. blades 
assures fast, clean, accurate cutting. 3020 W. 111th Street Chicago 43, Illinois 
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Steel tube support plate 
for cooling coils. 


THE CINCINNATI SHAPER CO. 


CINCINNATI 25, OHIO, U.S.A. 


at THE TRANE COMPANY, La Crosse, Wisc. 


saTresms a OOCULaLe 
CINCINNATI Shears 


and Press Brakes 


Cut production costs 


Three Cincinnati Shears and four Cincinnati Press 
Brakes are profitable producers in this finely 
equipped shop. 


The battery of shears produces accurate blanks, 
sheared to micrometer accuracy, which are later 
formed and pierced on the Cincinnati Press Brakes. 


The photo above shows multiple holes being pierced 
and extruded to a tolerance of +.002’ in a steel tube 
support plate for Trane cooling coils. On this oper- 
ation alone, floor to floor time was cuf from 3-1/3 
minutes to 1/2 minute by the use of Cincin- 
nati Press Brakes. The speed and outstanding 
accuracy of these Cincinnati Machines have lowered 
costs and increased quality of the air conditioning 
equipment manufactured by this leading company. 


Write Department N for Catalog S-7R on Cincinnati 
All-Steel Shears and Catalog B-4R on Cincinnati 
Press Brakes. We also suggest you consult our 
Application Engineering Department about your 
shearing and forming problems. 





SHAPERS « SHEARS « BRAKES 







Easy to cut or score with a knife; 
easy to install neatly and quickly. 
Won't absorb moisture or corrode 
metals. 





G-B INSULATION BOARD is a semi-rigid insulation board of fine 


spun mineral fibers bonded together with a thermo-setting resin. It 


is ideal for use on all types of heating, ventilating, air conditioning 
or combination ducts where neat appearance and superior thermal 
efficiency are required. 

G-B Insulation Board has a clean, smooth surface that can be 
spray-or-brush-painted or coated with weatherproofing compounds. 
For cooling or combination duct use, it comes with factory-applied 
vapor barrier facing. 

Try this new insulation on your very next job. You'll be more 
than pleased with its performance, appearance and applied cost. 
A nation-wide network of G-B Distributors stock G-B Insulation 
Board, as well as G-B ULTRALITE Glass Fiber Duct Insulation and 
Duct Liner. 


FOR INFORMATION AND DELIVERY, CALL YOUR LOCAL G-B 
DISTRIBUTOR LISTED IN ADJOINING COLUMN 


nling 
Pittle 


220 W. 10th St, Kansas City, = 
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G-B DUCT INSULATION BOARD 


DISTRIBUTORS 


(See ad on facing page) 


ALBUQUERQUE, Mt. States Insulation Co. 
AMARILLO, Ball Distributing & Engr. Co. 
APPLETON, J. D. Wiison Co. 
a., onere States Iron Roofing Co. 
BILLINGS, Mont., L. W. Worthington 
BIRMINGHAM, Ala, Shook & Fletcher Supply 
Southern States Iron Roofing Co. 
pee rag Mass., Homans-Kohler, inc 
BUFFALO Frontier ‘insulation & Suppiy Co. 
CHARLESTON, W. Va., Baldwin Asbestos Products Co. 
CHARLESTON. HEIGHTS, $. C., Stafford Insulation Co. 
CHICAGO, E. C. Carlson Co. 
CINCINNATI, R. E. Kramig & Co. 
pate The Miles Materials Co. 
COLUM A, 'S. C., Southern States iron Roofing Co. 
COLUMBUS, Santeler Brothers 
DALLAS, Insulation Supply Co., 
at te -Ladewig, inc. 
DAVENPORT, Republic Electric Co. 
DENVER, Gene Wright Lumber Co. 
DETROIT, Coon-DeVisser Co. 
EL PASO, Insulation & spememies Co. 
FARGO, N. D., Smith, In 
FT. SMITH Ark., Gunn Distributing Co. 
FT. WAYNE, ind., M. H. Hilt, Inc. 
FT. WORTH " a Co. 
GREENSBORO. N. C., Starr Davis Co., 
GULFPORT, Miss., Paine Supply Co. 
HOUSTON, Precision Insulation Co 
INDIANAPOLIS, Central Supply Co 
free Ke polte N, Mich., Champion, Inc. 
JAC Miss., ‘Paine Refri eration Supply Co. 
JACKSONVILLE. Fla., Ferber Sheet Metal Works, Inc. 
JOPLIN, Mo., Joplin ‘Cement Co. 
KANSAS CITY, Kelley Asbestos Co. 
LITTLE ROCK, Gunn Distributing Co. 
Los ANGELES, Western Fibrous Glass Products 
Piant Insulation Ce. 
LOUISVILLE, General Insulation & Roofing Co. 
MADISON, Wis., J. D. Wilson Co. 
MEMPHIS, John A. Denie’s Sons Co. 
MIAMI, Southern States Iron Roofing Co. 
MILWAUKEE, J. D. Wilson Co. 
MINNEAPOLIS, Asbestos Products, Inc 
MOBILE, Ala. ‘Shook & Fletcher 
NASHVILLE, Southern States Iron Roofing Co. 
NEWARK, N. J., Eastern Steam Specialty Co 
NEW HAVEN, Conn., Insulation Supply Co. 
NEW ORLEANS, Eagie Asbestos & ans 
NEW YORK, Eastern Steam Specialt 
OKLAHOMA CITY, Ball regen A te Engineering Co. 
OMAHA, Cardinal Supply & Mfg. C 
PHILADELPHIA, John F. Scanian, ee 
PITTSBURGH, Dravo Corp. 
PHOENIX, Ariz., Kircher Asbestos & Rubber Co. 
RALEIGH, N. C., Southern States Iron Roofing Co 
RICHMOND, Va., Southern States Iron Roofing Co 
ROCKFORD, Ili., Mott Brothers Co. 
SALT LAKE CITY, wy am ay: Asbestos Supply Co. 
SAN ANTONIO, The Bracken Co. 
SAN DIEGO, Western Fibrous Glass Products 
SAN FRANCISCO, Western Fibrous Glass Products 
SAVANNAH, Ga., Southern States Iron Roofing 
SCHENECTADY, N. Y., Jon Tree Sales & Supply Co 
SEATTLE, Western Fibrous Glass Products 
ST. LOUIS, A. G. Brauer Supply Co. 
ST. PAUL, Asbestos Products. Inc. 
SYRACUSE, N. Y., Industrial poets Ce 
ye ia Eagle Roofing & Art Metal Works, Inc 
TALLA! SSEE a., Capital Refrigeration & Supply 
Tau ohla, Ball Distributing & Engr. Co 
TUPELO Miss., Paine Supply Co. 
WASHINGTON, Walter E. Campbell Co., 
WICHITA, General Metals, | 
VANCOUVER, B. C., Fleck Brothers Limited 


GUSTIN 
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Slab Duct Anchor 


“HoLpown” fitting for perimeter 
ducts in concrete slab floors to keep 
imbedded ducts from floating until 
the cement sets or hardens Ac- 


curate Sheet Metal & Mfg. Works, 


Dept. AA, 2336-40 Milwaukee Ave., 
Chicago 47. Fittings, made of 26 ga 
galvanized steel shaped in form of 
half cylinder, are laid on top of 
vapor barrier, forming a trough for 
duct. Heavy brackets hold duct in 
position laterally; two wires attach 
duct to trough, and cement is poured 
in trough, anchoring it — and the 
attached duct to the ground. Two 
in. of cement is maintained around 
duct; trough construction guards 
against rupture of vapor barrier. 
Units are 2 ft long, contain slots in 
ends for : spacers with prongs. 
Troughs, in sizes to fit 4, 5, 6, 7, and 
8 in. duct, start at plenum and are 
placed 6 to 7 ft apart. 


Gas Wall Furnaces 


LINE OF EIGHT vented gas-fired wall 
furnaces with ample air-insulating 
space at sides and back — Ohio 
Foundry & Mfg. Co., Dept. AA, 
Penn R.R. & Slack St., Steubenville, 
O. Improved heating section and 
header plate design are said to result 
in substantial reduction flue tem- 
perature over previous units. Con- 
caved insert of heat-resistant grey 
iron is said to crown entire interior 
of the combustion chamber and take 
full impact of burner flame. Other 
features are draft di- 
verter and aerated pilot which is 


“all-weather” 
lint-proof. “Blo-Air” unit, consisting 
of 115-v a-c dual wheel blower which 
controlled and 
fitted with separate toggle switch for 
summer operation, can be added 
later if desired. 


is thermostatically 





YOU are invited 


to read and use 
AMERICAN ARTISAN 


You who are making your liveli- 
hood from warm air heating, resi- 
dential air conditioning or sheet 
metal contracting can best use the 
practical helps published in Amer- 
ican Artisan each month. 


@ Last years record is evidence 
that the Artisan covers these sub- 
jects most thoroughly: 175 feature 
pages on Air Conditioning and 
Warm Air Heating; 170 pages on 
Sheet Metal Fabrication and Con- 
tracting; 215 pages on Management 
Methods. That’s 560 pages—in ad- 
dition to useful departments such as 
Questions & Answers, New Prod- 
ucts, Trade Literature, Association 
Activities, etc. 


@ You will get in the Artisan vital 
information and practical “know- 
how” of dollars-and-cents value to 
your business. It points the way to- 
ward better methods, lower costs, 
and improvements in merchandising 
and contracting procedures, also cor- 
rect practices in design, fabrication, 
installation, and servicing. 


@ Just one idea could easily pay 
back many times the small amount 
of your entire subscription. By or- 
dering now, you'll automatically get 
the next big annual Buying Direc- 
tory described below. 








TO KEENEY PUBLISHING COMPANY 
6 N. Michigan, CHICAGO 2, ILL. 


0.K. + + Enter this subscription for 
AMERICAN ARTISAN to start 

or first possible issue — for 
checked below, at special introductory 
rate of 


[] 3 Years, (36 big issues) $6.00 
$3— 


Saves you Same as 1 yeor FREE. 


[] 2 Years, (24 big issues) $5.00 
Saves you ONE DOLLAR CASH. 


Check here [] for l-year trial for $3. in U.S. 


Rates to Canada 3 yrs., $10; 2 yrs., $7, 
or 1 yr., $4 


(It is understood that this will bring me the 
Annual Buyers’ Guide Directory of Equipment 
Manufacturers and Trade Name Index in each 
January issue.) 


[] I enclose check for $ 


. © Send bill 
later. 


My Name 
(Please Print) 


Title . 

Firm 

Street 

City 

Postal Zone No 


Business 








How to Build Heating and Cooling Profits 
With E-2-0N Damper Regulators 


Here are practical pointers on how the use of E-Z-ONS 


cut installation time, eliminate extra work and make it 


possible to handle a greater volume of 


business ... with increased profits. 


The E-Z-ON damper regulators have a new- 
ly designed Automatic Slot Opener that per- 
mits instant assembly of the regulator to the 
damper. The regulator is simply positioned 
on the damper by sliding it over the scribed 
center line. E-Z-ONS accurately stay in posi- 
tion until a hammer blow drives the sharp 
prongs through the damper. If a Gerett 
anvil the 

auto- 


is used 
clinching is 
matic. 
Advanced design of 
E.Z-ON 


regulators 


damper 
permits 
on-the-job assembly 
with only a ham- 
mer—no drilling— 
E-Z-ONS 


streamlined design 


no rivets. 


gives greater satis- 
faction because 


they avoid three 

major causes of noise, rattly rivets, loose 
holes and obstructed air flow. Job histories 
prove that your apprentice or journeyman 
can save two-thirds of their time in making 


up dampers with E-Z-ONS, 


E-Z-ONS IDEAL FOR AIR CONDITIONING 
Recent surveys reveal that the coming year 
will be the biggest in residential air con- 
ditioning. Here again, E-Z-ONS can give you 
a competitive jump. With 
handle, E-Z-ONS permit 

changing from winter to summer settings. 
In high velocity systems E-Z-ON Regulators 
can be used on dampers as small as 314” dia. 


the indicating 


simple damper 


or the head piece only can be used if desired. 
E-Z-ON regulators work equally well on 
round or rectangular volume and splitter 
type dampers. 


206 


FAMOUS E-Z-ON STANDARD DESIGN 
No. 27 
%” bearing, dozen to a box, lists at $3.48 Consists of: 
solid end tail piece, threaded head piece and wing nut. 
Made of 16 gauge steel and heavily zine plated, E-Z-ON 
prongs are strong enough to pierce 22 gauge metal. 


SUPERIOR E-Z-ON “SNAP-TITE” DESIGN 
No. 29 

%” bearing, dozen to a box, lists at $4.20 and has tail 

piece with retractable snap end bearing, threaded head 

piece and wing nut. This eliminates need to bend damper 

or spring duct to insert damper. Made of 16 gauge 

steel, heavily zine plated 


3 


Dampers installed with 
E-Z-ON Regulators on 
one side or edge for 
branch ducts. 


Slitter Damper attached 
at edge with E-Z-ON 
Damper Regulator. 


Volume Damper, with 
E-Z-ON centered at each 
end. 


E-Z-ON Damper Regu- 
lator fastened to small 
damper with 
only 


headpiece 
> AN 


STANDARD and “SNAP-TITE” 
SETTING ANVIL 


Saves time aés- 
sembling regulators, 
operating on the 
principle of a rivet 
set. Can alse be 
used in kick or pow- 
er press. Completely 
sets and fastens a 
unit in one opera- 
tion. Of hardened 
Weight 1% ths., size 1” thick, 2” wide, 3” 
complete with fastening screws. 


oy ee 


: A ig 


steel. long 


Lists at $2.80 each. 
INDICATOR HANDLE 


No. 26 Indicator Handle, lists 
at 40c per dozen. Ideal for 
systems that use same ducts 
for heating and cooling because it clearly shows damper 
position . . . can be turned to summer or winter 
setting. Made of 19 gauge steel, heavily zine plated 
Small slot in end allows use as a_ tool 


to engage 
tongue of regulator in place of pliers. 


a 


a 
» 


SNAP.-TITE 
E-Z-ON No. 29 


act 


342,877 


USE FINGERS or WRENCH 


Fine S.A.E. type thread together with the large 
clamping surface on the wing nut 
positive damper locking. 


E-Z-ONS ... built for 
speed and profits 


assures 


M. A. GERETT CORP. 


724 WINNEBAGO STREET, 


MILWAUKEE 5, WIS. 
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Heat Storage Unit for Furnaces 


“Stor-Heat” non-liquid heat storage unit designed 
to improve operating performance of gas and oil- 
fired warm air furnaces — A. M. Hexdall Co., Dept. 
AA, Morris, Ill. Units are made of steel and filled 


with heat retaining material such as sand; they are 








mounted inside plenum chamber to “absorb” heat 
from furnace during normal operation. Tear shaped 
units do not obstruct flow of air into duct work. In- 
creased radiation surfaces provide uniform flow of 
stored heat after furnace shuts off. Continuous blower 
operation causes heat to penetrate walls, floors and 
furniture and eliminates cold air pockets, the company 
states. No wiring or controls are needed; no mainte- 
nance is required. Size of furnace determines num- 
ber of storage units required. 


Extended Baseboard Diffusers 


Serres 72 LINE of extended baseboard diffusers for 
cooling systems — Lima Register Co., Dept. AA, 651 
N. Baxter St., Lima, O. Two ft size has 26.6 sq in. 
free area; four ft size has double capacity. Increased 
free area is said to improve power for throwing heavy 
cooled air upward 4 to 5 ft above floor. For store and 
office application, units can be connected in multiples. 
Featured are automatic pushbutton damper, modern 
styling and permanent finish. 


Bench Grinders, Dust Collectors 


Six INCH BENCH grinder with precision-ground shaft 
and dust collector with 1/3 hp motor which moves 
350 cu ft of air per minute — Walker-Turner Div., 
Rockwell Mjg. Co., 400 N. Lexington Ave., Pittsburgh 


8. Bench grinder has balanced grinding wheels and 
precision-ground shaft, is said to take up minimum T as 
space for grinding, polishing and buffing. Dust col- 


lector is in pressed steel cabinet, has removable filter HEATING & VENTILATING co. 


and enclosed motor with permanently lubricated bear- Since 1894 


| 
ings. Fan is squirrel cage type which develops static | ve A ENS. ARON. COND 





AMERICAN ARTISAN, JANUARY 1957 


207 





The VOW <Q Ley T 


® 


DIAMALLOY 
AVIATION SNIPS 


(Compound Action) 


LOOK AT 
THESE 


@ Blades of special analysis 
Diamalloy Steel with ser- 
rated cutting edge. 


@Large hardened pivot 
bolts for smooth action 
and long wear. 


@ Handles solid drop forged 
steel, plastic covered, 
(Not stamped sheet metal) 


Three models, 
all beautifully 
chrome plated, 
individually boxed. 


Ask your distributor for 


DAL-10 DAR-10 DAS-10 
Cuts Left Cuts Right Cuts Straight 


DIAMOND CALK 
Horseshoe Cr 


DULUTH, MINN. esr. 1908 TORONTO, ONT. 
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suction of 3 in. of water. Large door at back provides 
quick access to fire-proof cleanable filter. Inspection 
door at top provides access to the motor. 


Evaporator Unit 


Mopet LS2 redesigned evaporator assembly for in- 
stallation with the company’s air cooled equipment - 

Lennox Industries, Inc., Dept. AA, 200 S. 12th Ave., 
Marshalltown, Ia. Unit is said to require less head 


room than its predecessors and can be installed along 
with furnace; evaporator coils can be added later. 
Featured are increased evaporator surface which is 
projected into plenum, and easier coil access through 
triangular front panel. Each coil assembly has expan- 
sion valve and “eliminators” where needed and a con- 


densation pan with connection for 1 in. pipe drain. 


Stainless Steel Tubing 


Type 304 sTAINLEss steel tubing for absorption type 
refrigeration units—Alloy Tube Div., Carpenter Steel 
Co., Dept. AA, Union, N. J. Tubes are used in genera- 
tor of unit to transfer heat from flue gas inside to boil 
a solution of lithium bromide and water outside the 
tubes. Lithium bromide is the absorbent, water acts 
as refrigerant. No corrosion has been encountered in 
the tubing. according to the company. 


Vacuum Sheet Lifter 


“Arr-Lirt” vacuuM lifting device for sheet metal and 
other materials — International Staple & Machine 
Co., Materials Handling Div., Dept. AA, Herrin, Il. 
Portable hand model is said to lift up to 200 Ib. 
Vacuum is created as soon as the unit is placed on an 
object and remains sealed by means of special plastic 
gasket. Release valve allows air to enter and object is 


released. Larger capacities are also available. 


Acetylene Torch 


“Torcu-O-matic” acetylene torch which lights auto- 
matically from battery-powered ignition—Velocity 
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piece 


Stronger! 
Last Longer! 
Cost Less! 


MILLIONS NO 


All ZATKO pulleys are broached 
and 100% inspected for precision 
and perfect operation. Complete 
line of sizes in stock. 


Variable Pitch Pulleys 
Speed variations up to 30% 
allowed. OD's 3%” x 34%”. 


Be sure to visit our display Write today 

. | Heatin for Literature 
at the International Hea ' g caillictad 
& Air Conditioning Exposition. 


Chicago, Illinois 
February 25th to March Ist 1957 
Booth No. 940 


SALES OFFICES: 
THE SALES ENGINEERS 
6524 Walker St. 
Minneapolis, Minn. 
M t | Pp d t C W. E. DEAN & COMPANY 
eta atlelile pa Gem P.O. Box 6505, 4250 Harry Hines Bivd. 
Dallas 19, Texas 
D. D. DARNELL & CO. 
8 Mission Bank Bidg. 
Kansas City, Missouri 


20850 ST. CLAIR AVENUE e CLEVELAND 17, OHIO 


AMERICAN ARTISAN, JANUARY 1957 





FIELD TESTED 


! 
and PROVED: MIST-MASTER 


HUMIDIFIER 


COLD AIR 





SAFEGUARDS HEALTH 
LOWERS FUEL BILLS 


OFFERS YOU... 


Be crea Sales - 


(Zrouce Mist-MastER HAS 


MOVING PARTS 

PLATES OR TANKS 
FLOATS OR HOLDERS 
POURING OR ADJUSTING 


A Door Opener For PLUS Off-Season 
Business For Your Dealers! 


CRONSTROMS: Send us complete information about 
the Cronco Mist-Master, immediately. 


FIRM NAME 
ADDRESS 
city 

IF JOBBER—TERRITORY COVERED_ 














Croustrom MFG., INC. 


4225 HIAWATHA AVE. MINNEAPOLIS 6, MINN. 


equipment developments 





(Continued) 


Power Tool Co., Dept. AA, 201 N. Braddock Ave., 
Pittsburgh 8. Automatic shutoff is provided when 
torch is not in use. Pressing lever simultaneously opens 
torch gas valve and creates electrical spark. The 12 
oz unit provides flame temperature of about 3000 F. 
Interchanging nozzles or tips (small, medium, large) 
adapts unit to variety of work. Plastic handle con- 
tains the two small penlite dry cell batteries which pro- 
vide the spark. 


Room Cooling Units 


THIRTEEN MODELS of room cooling units including 
units designed for through-wall or window placement, 
double hung window installation, and casement win- 


port 


a ee eee 
dow location firtemp Div., Chrysler Corp., Dept. 
AA, 1600 Webster St.. Dayton 1, O. Thin models 
comprising “Imperial” series for walls or windows 
are in 14, 34 and 1 hp sizes; “Custom Royal” series 
of seven models for double-hung windows ranges 
from 34 to 2 hp; Casement units in three models 
(two 34 hp units, one 44 hp model) are enclosed 
within room so window can be opened and closed. 


Internal Flue Water Heater 


Mopvet D-SL internal flue automatic storage water 
heater with glass and stone lining, in 30 and 40 gal 
capacities — Hotstream Heater Co., Dept. AA, 2363 
E. 69th St., Cleveland 4, O. Inner wall and top are 
lined with durable stone lining and flue and bottom 
of tank are glass lined. Units are designed for natural, 
manufactured or liquefied petroleum gas. Features in- 
clude: plastic dip tube, drain valve with threaded hose 
connection, steel flue baffle and glass fiber insulation 
encasing top and sides. Drilled port burner has bell 
air mixer shutter for easy adjustment, the company 
states. 


Baseboard Diffuser Panels 


“PERIM-A-BaseE” baseboard system for heating or 
cooling, consisting of panels which can be used with 
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NEW 


PROFIT iTEM 
FOR JOBBERS 


SQUARE CEILING DIFFUSER 
NO BAFFLES— 7 i 
NO TOOLS NEEDED— Regardless of location of inlet, perfect distribution can 


be readily achieved with this all new Model RC 
NO DISASSEMBLING— Carnes Convertible Square Ceiling Diffuser! You need stock 


SIMPLY MOVE THE only this one type diffuser—for both residential and commercial 
VANE ASSEMBLY BY applications—for heating or cooling—and you can solve any 
wens installation problem, reduce installation costs, and eliminate 
HAND TO GIVE THE 


branch ducts. You can quickly change the air pattern by hand... 
DISCHARGE PATTERN 


no tools needed, no disassembling...to achieve a four, three, or 


DESIRED! two-way air pattern—simply slide or shift the inner vane 
CAR NES assembly to the required position. Model RCD is the same as 
E AT THE 
is ASHAE Model RC, but equipped with air volume control damper that is 
EXPOSITION easily adjusted from face of diffuser. Visit our booth at the 
BOOTH 407 ASHAE Exposition or write for complete information. 


Chicago Amphitheater 


Carnes Corporation, Verona, Wis. 
FEB. 25th THRU MARCH Ist 









CENTER DUCT FROM CONDITIONER 
Yy mmm ddd lddddddeea ‘itpyiiiiyyyyyyyyyyyyyyyyys ZZ 7 
Un Ves 


es ; ¥ | 






































\\ 
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ik 
utility \\K \ 
room \ 
| No 2 
(Gay, crawlspace 
(7 


basement 


ONE COMPACT LOW-COST UNIT 


« COOLS 
* DEHUMIDIFIES YOUR COLEMAN POLAR-PAK DISTRIBUTOR IS LISTED IN 
. Mie ol ADJOINING COLUMN...GET IN TOUCH WITH HIM! 
e FILTERS 
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POLARPAK 


DISTRIBUTORS 


ALABAMA—Alabamo Appliance Co. 

First Ave. N. at 13 St., Birmingham 
ARKANSAS—Gunn Distr. Co., Inc. 

1801 E. 22nd St., Little Rock 
CALIFORNIA—The Coleman Co., Inc. 

6480 Flotilla St., Los Angeles 

The Coleman Co., Inc. 

250 Sylvester St., So. San Francisco 
COLORADO —B. K. Sweeney Co., 1601 23 St., Denver 
CONNECTICUT—Roskin Distr., Inc. 

275 Park Ave., East Hartford 
©. €.—Noland Co., Inc., 136 K St., N. E., Wash. 
FLORIDA—Eckles Distributors 

1707 Industrial Bivd., Jacksonville 

J. D. Johnson Co., 16 W. Gregory, Pensacola 

1. W. Phillips & Co., P. O. Box 400, Tampa 
GEORGIA—Appliances, Inc., Box 1612, Atlanta 
WLINOIS—The Coleman Co., Inc. 

Peoria, Ill. 

Robert Barclay, Inc., 1234 W. Fulton, Chicago 
INDIANA—Greot Northern Distr., Inc. 

1117 Maumee, Fort Wayne 

Central Supply Co., 210S. Capitol, Indianapolis 

Great Northern Distr., Inc. 

209 College St., South Bend 
1OWA—Midwest-Timmermann Co. 

114-116 Western Ave., Davenport 

Sidles Co., 8 Seventh St., Des Moines 
KANSAS—Colemon Heating & Air Conditioning Co. 

P. O. Box 2060, Wichita 
KENTUCKY—Voalley Distr. Co.,912 Baxter, Louisville 
LOVISIANA—Walther Bros. Co., Inc. 

1722 Poydras at Willow St., New Orleans 
MAINE —Nelson & Small, Inc., 68-78 Union, Portland 
MASSACHUSETTS—Bigelow & Dowse Co 

2nd Ave. & A St., Needham Heights 
MICHIGAN—Semmier Wholesale Supply Co. 

5100 St. Jean, Detroit 
MINNESOTA~—Kelley-How-Thomson Co. 

309-349 S. 5th Ave., W., Duluth 
MISSOURI—Coleman Htg. & Air Cond. Co. 

1219 Union Ave., Kansas City 

Hollander & Co., Inc. 

3900 W. Pine Bivd., St. Louis 

General Wesco Distr. Co 

P. O. Box 271, MPO, Springfield 
MONTANA—Marshall-Wells Co., Box 2092, Billings 
NEBRASKA—Sidles Co., 7302 Pacific St., Omaha 
NEW MEXICO—Albuquerque Lumber Co 

501 N. First St., Albuquerque 
NEW YORK—Roskin Bros., Inc. 

1827 Broadway, Albany 

Lee Distr. Co., 845 Washington St., Buffalo 

Jericho Distr., Inc., Route 25, Centereach, L.I. 

Roskin Bros., Inc., 115 Wisner, Middletown 

Sey-Ber Distr. Co., Inc 

104 W. Division St., Syracuse 
NORTH CAROLINA—Southern Appl., Inc. 

P. O. Box 2096, Charlotte 
NORTH DAKOTA—Minot Coleman Distr 

Box 969, Minot 
OHIO—Miami Valley Dis., 8 N. Keowee St., Dayton 

Hughes-Peters, Inc., 1128 Sycamore, Cincinnati 

Shuler Distr., 2114 Woodland Ave., Cleveland 

Hughes-Peters, Inc., 111-17 E. Long, Columbus 

The Joseph B. Smith Co., 1945 Franklin, Toledo 
OKLAHOMA—Pau! W. Davis Co 

825 N. W. 2nd, Oklahoma City 
OREGON—Western Utilities Supply Co. 

1905 N. Williams Ave., Portland 
PENNSYLVANIA—The Coleman Co., Inc 

133-43 W. Hunting Park Ave., Philadelphia 

L/H Appliance Wholesolers 

930 Manchester Ave., Pittsburgh 
RHODE ISLAND—Lenz-Knight Co., Inc. 

200 Conant St., Pawtucket 
SOUTH DAKOTA—lLeo C. Lippert Co. 

506 S. Cliff Ave., Sioux Falls 
TENNESSEE—Indoor Comfort Distr. 

520 Van St., N. W., Knoxville 

Forsyth-Williams, Inc. 

34 N. Lauderdale, Memphis 
TEXAS—Amarillo Hardware Co., 

600 Grant St., Amarillo 

Paul Davis Co., P. O. Box 10102, Dallas 

W. G. Walz Co., 500 San Francisco St., El Paso 

South Texas Appl. Corp. 

641 S. Flores St., San Antonio 

Warren Distr. Co., 205 Velasco St., Houston 
VIRGINIA—R. F. Trant Distr. Corp., Box 300, Norfolk 
WASHINGTON—Western Utilities Supply Co. 

P. O. Box 3524, Seattle 

Hughes & Co., Inc. 

South 119-123 Howard St., Spokane 

Marshall-Wells Co., 131 E. Main St., Spokane 
WEST VIRGINIA—Van Zandt Supply Co. 

1123 Fourth Ave., Huntington 
WISCONSIN—Wisc. Heating Distr. 

4715 N. 32nd St., Milwaukee 
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standard heating or cooling equip- 
ment and duct work — Berger Fur- 
nace Corp., Dept. AA, 4th & Main 
St., Belle Vernon, Pa. On heating 
cycle, treated air is discharged out- 
ward at wide angle from front of 
panel at low velocity. Lower chamber 
of panel is pressurized to create radi- 
ating surface. On cooling cycle, air is 
discharged upward in front of out- 
side wall and across ceiling area. 
Cold metal surface absorbs radiant 
heat from room, the company states. 
Panels are installed from wall to wall 
and around corners. 


Drill Press 


FOURTEEN INCH drill press designed 
for sheet metal shop work — Delta 
Power Tool Div., Rockwell Mfg. Co., 
Dept. AA, 400 N. Lexington Ave., 
Pittsburgh 8. Featured are: stream- 
lined full-length belt guard hinged at 
rear and counterbalanced, enabling 
guard to be swung up and suspended 
out of the way; pivoting motor 
mounting plate permitting quick belt 
tension release; spring-loaded plung- 
er which automatically restores cor- 
rect operating tension to belt; quill 
allowing 4 5/16 in. spindle travel; 
side opening for spindle removal; 
spindle return tension adjustment; 
work table with clamping ledges and 
slots. 


Dust Collector 


Mopet 123 dust collector for heavy- 
duty continuous grinding and other 
dust volume sources — Torit Mfg. 
Co., Dept. AA, 292 Walnut St., St. 
Paul 2, Minn. Unit handles up to 
eight grinding wheels at once; it 
has dust storage capacity of 10 cu 
ft and filter area of 300 sq ft. The 
5 hp motor moves about 2000 cfm 
of air through 8 in. inlet. Static pres- 
sure for inlet is 314 in. water. Motor 
is mounted in clean air stream above 
filters. Manual starter with overload 
protection is standard equipment. 
Optional equipment is available. Unit 
is 115 in. high, 6214 in. wide, 26 


in. deep. 


Cancer can’t strike me, 
I’m hiding. 


What I don’t know 
wont hurt me. 


Cancer? 


Lots of people die of it, 
I know ... but the 
American Cancer Society 
says a great many deaths 
from cancer are NEEDLESS 
deaths. That’s why I do 
what they tell me. I have 
an annual medical 
checkup however well 

I feel. I know the seven 
danger signals. And 
when I want sound 
information, I get it from 
my Unit of the 


AMERICAN 
CANCER 
SOCIETY 
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Metal Cutting Tin Snips 


TEN INCH metal-cutting tin snip with drop forged steel 
handles, chromium plating and soft plastic handle 
covers — Diamond Calk Horseshoe Co., Dept. AA, 


4702 Grand, Duluth, Minn. Snip is in straight, right 
and left hand cut. Handles are covered with plastic 
for better grip. Narrow body is said to allow cut metal 
to pass freely over edge of snip. Blades have serrated 
cutting edges. 


Space Deodorizer 


“OQDORMASTER” PORTABLE electric diffusing unit for 
dispelling odor from homes and offices—Aireactor 
Corp., Dept. AA, 22 E. 40th St., New York 16. Unit 
consists of twin blowers, air filter and bottled deodor- 
izer. Unit blows vapor consisting of formulation of 
elements found in plant life into the air, causing re- 
alignment of molecules and atoms in the air. Vapor 





is non-toxic and non-flammable. Unit can _ be 
plugged into any 110-v, a-c outlet. 


Pump Unit for Oil Burners 


Type SU pump units for handling no. 2 fuel oils 
in oil burners on suspended furnace and other indus- 
trial installations — Tuthill Pump Co., Dept. AA, 
939 E. 95th St., Chicago 19. Units are for 2 or 4 V- 
belt drives, for pressures up to 300 psi and in capac- 
ities up to 2030 gph. Construction features include 
ball bearing pillow blocks, flexible couplings, one 
point takeup for belt tension adjustment. 


Welding Electrodes, Controls 


Move. W613B mild steel electrode with moderate arc 
force and line of non-synchronous resistance welding 
control panels — General Electric Co., Dept. AA, 1 
River Rd., Schenectady 5, N. Y. Designed for a-c or 
d-c operation in all positions, electrode is heavily 
coated mild steel, provides uniformly feathered 
edges and steady spray transfer. Featured is suitabil- 
ity to vertical fillets welding down, plus tough and 
ductile deposits, the company states. Electrodes are in 
3/16 and 14 in. diameters. Non-synchronous resist- 
ance welding control panels feature unitized plug-in 
control units, hermetically sealed relays and stand- 
ardized enclosures with swingout frames. 





{ 


THE WORLD’S FINEST HEATING 
are interested in the per- 
bility of their investment. 
uipment which offers them 
the greatest value backed by a guarantee which offers 
everything that it should. Wondaire heating is be- 
coming a “buy word” for more and more w 
and dealers as angen begins to weed out the 
iow performance operators. This 


Today’s —s pros 
formance and de 
are interested in heating 


narrow margin and 


OAR 


MODEL OCF 80 
60,000 t 80,000 BTU 
Wondaswe Special 


Wondaire 
Hortzontal 
80,000 to 400,000 BTU 


Wondaire Od-Fired Cownter-Flo 


COX MANUFACTURING CO. 


Ridgeville, Indiana 


is one of the major reasons why more and more heat- 
ing experts are recognizin uesting Wondaire 
Oil or Gas fired heat. ondaire heating is quality 





MODEL H 
96,000 to 150,000 BTU 
Weadaire Oil-Fired Hi-Boy 














1 
built at prices to please everyone. 





214 
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More Heating Comfort 


with peTroit controis (Leather. Minder 


indoor ... outdoor Thermistor Control System 


CA-407 Weather Minder Outdoor Unit \, 


Installed outside the house, this unit contains ( (e 
the thermistors which control room temperature ~~ 
in accordance with weather changes. Simple 
and compact, it requires no maintenance. 


WHAT IT IS 


The Detroit Controls Weather Minder is an indoor- 
outdoor heating control system incorporating ther- 
mally sensitive resistors called “thermistors’”’. It is 
a mew concept in temperature control, and offers 
features not available in other systems. 

e Low cost—easy to sell. 

e No complicated electronic circuits. 

e Easy to install. 

e Fully automatic. 


e Positive, trouble-free comfort control. 


e For any type heating system. 


5900 Trumbull Avenue 
Detroit 8, Michigan 





CA-406 Weather Minder Thermostat—__ 
Beautifully styled room thermostat 
harmonizes with all interiors. Large, 
easy-to-read dial makes temperature 
selection easy. 


CA-290 Weather Minder Control Panel 


The central control panel between the room thermostat, 
the outdoor unit, and the rest of the heating equipment. 
No vacuum tubes or other critical parts. 


HOW IT WORKS 


The Weather Minder System automatically raises 
indoor temperature as outdoor temperature drops, 
and conversely, lowers indoor temperature during 
mild weather. As the outside temperature varies, the 
outdoor unit alters the control point of the room 
thermostat, to provide just the right. temperature for 
maximum comfort. 


Get all the facts about the 
Weather Minder System — send 
today for Bulletin 267. 


DETROIT CONTROLS 


CORPORATION 


Division of Aptertcan-Standard 


Canadian Representatives: RAILWAY AND ENGINEERING SPECIALTIES LTD., Montreal, Toronto, Winnipeg 
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JONES & LAUGHLIN INTRODUCES 


JALZIN 


JALZINC is Jones & Laughlin’s 
new trade name for its high quality 
zinc coated steel sheet and coiled 
product. JALZINC answers your 
toughest forming, rolling and 
drawing problems. 

Produced by the proven Send- 
zimir process, JALZINC has a tight, 
uniform coating that resists crack- 
ing and flaking. The high lustre 
finish greatly improves the ap- 
pearance of your end product. 
JALZINC is available in a wide 
range of gages and widths in both 
cut lengths and coils. 

Users are enthusiastic about 
JALZINC’S uniform ductility, flat- 
ness and surface finish. Write to- 
day for complete details. 


Jones & Laughlin Steel Corporation 
Dept. 512, 3 Gateway Center 
Pittsburgh 30, Pa. 


Please send literature on JALZINC 
Please have J&L representative call 


Position 


Company 


— STEEL Jones & Laughlin 


STEEL CORPORATION: PITTSBURGH 
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new ie 
literature... hip 


Sheet Metal Machinery 


BULLETIN covers “Cliprol” machines 
designed primarily for forming clips 
but adaptable also to forming a 
variety of other light gage sheet 
metal shapes. According to the com- 
pany, the machine will form 70 to 
80 fpm of straight, uniform clips, 
1 X 1 in., with approximately 3/16 
in. extended lip. Also described and 
illustrated are “Artmire 
notch” 


for gangnotching at one stroke all 


Speed- 
notching machines designed 


notches required in the fabrication 
of ventilation ducts using clip, bar, 
slip or “S” and drive connections 
Meyer Sheet Metal Machinery Co., 
Dept. AA, 1928 Santa Fe Ave., Los 
Angeles. 


Perimeter Insulation 


THE FEATURES of “USM” mineral 
fiber perimeter insulation are de- 
scribed in a four page illustrated cir- 
cular. Included are drawings show- 
ing how to install the insulation in 
outside walls, for concrete slab on 
the ground, in crawl spaces and in 
heating or cooling ducts in slab floor 
construction. The insulation is avail- 
able in 48 in. lengths, in thicknesses 
of 34 to 2 in. and widths of 12 to 
24 in.—United States Mineral Wool 
Co., Dept. AA, Stanhope, N. J. 


Housing Statistics 


Housinc IN THE UNITED States (76 
pages) is a compilation of significant 
developments in housing prepared by 
the Housing and Home Finance 
Agency. Subjects covered include the 
shift in housing production pattern, 
the declining trend in size of house- 
hold, construction costs, wages, and 
materials, and the government’s role 
in the housing market. Thirty-two 
charts and 21 tables are included. 
The booklet is priced at 50 cents— 
Superintendent of Documents, U. S. 
Government Printing Office, Wash- 


ington 25, D.C. 
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5-10 minute conversion! 


With a simple, low-cost conversion 
kit, this unit can be quickly converted 
from natural to LP, LP-air or mixed 

as—and vice versa—with no change 
in burner or costly control alterations. 


3 reasons you're ahead 
with Modine 


1. FAST, UNIFORM HEAT — 


Continuous, even flame from front to 
rear of individually and directly fired 
tubes boosts radiant heat absorption 
and uniform heat distribution. 


For complete 
facts, mail 
this coupon TODAY! 


it's Modine’s 
advanced - design 


GAS UNIT 
HEATER 


OR instant, uniform heat—when 
and where you need it—this com- 
pact, lightweight beauty is the an- 
swer. Low-cost efficiency and smart 
appearance make it ideal for any com- 
mercial, industrial or institutional 
application. 
odines are up to 50% lighter than 
other makes — cost less to ship, 
handle, install. And they require no 
minimum up-kee ause of corro- 
sion-resistant stainless steel burners 
and stainless or aluminized steel heat 
exchangers. 

What's more, eight AGA-approved 
sizes are available from 25,000 to 
310,000 Bru. For complete details, 
call the Modine representative in 
your classified phone book. 


2. SELF-CLEANING PORTS — 
Knife-sharp stainless steel ports have 
four times the free area of conven- 
tional drilled ports . . . resist lodging 
of dirt and scale. 


3. IMPROVED COMBUSTION — 
Hooded combustion air inlets below 


each tube improve burner efficiency 
and minimize flame disturbance. 





MODINE MFG. COMPANY 
1580 DeKoven Ave., Racine, Wis. 


Please send me free Bulletin 656-A 


NAME 





FIRM. 





GAS UNIT HEATERS Big 

















new literature tion against chemical, thermal and mechanical dam- 
(Continued ) age is achieved by extruding thermosetting plastic 
through the windings and stator slots under pressure 
Standardized Ducts and Fittings and heat. Other features include welded frame and 
SIMPLIFIED PrRAcTICE RECOMMENDATION R207-56 for feet, peat 21g end brackets, and welded rotor design 
NE eR te aE —T he Lincoln Electric Co., Dept. AA, 22801 St. Clair 
hae eee g Ave., Cleveland 17. 
Air Conditioning Systems (10 cents) supersedes Rec- ‘ 
ommendation R207-54, published in 1954, The pur- 
pose of the recommendation is to establish as a stand- Power Roof Ventilators 
ard of practice in production, distribution, and use 
the kinds and sizes of prefabricated pipes, ducts and 
fittings for the heating and cooling systems listed. It 
is recommended that these products be carried in 
stock only in the sizes given. The new edition includes 
certain changes suggested by the Air Distribution In- 
stitute which reflect the changing trend in warm air 
heating equipment from gravity to forced air furnaces. 
Changes in nomenclature have also been made to con- ‘ 
form with the terminology now used in the warm air Hammer Drive Anchors 
heating industry—Superintendent of Documents, U.S. 
Government Printing Office, Washington 25, D. C. 





BULLETIN 2300 covers “LSQ” power roof ventilators 
featuring low silhouette designed for contemporary 
architectural requirements. Line drawings present di- 
mensional information and tables list capacities at 
various pressures. Suggested wiring procedures are 
included—dlg Electric Ventilating Co., Dept. AA, 
2850 N. Pulaski Rd., Chicago 41. 


POCKET SIZE BROCHURE (eight pages) illustrates nail 
anchor application methods. The brochure includes a 
proposed federal specification on safe working loads 
and lists the company’s complete line of hammer drive 
Electric Motors anchors. According to the booklet, the anchors require 
no special tools and do not deface plaster or other 
fragile surfaces. They are designed for use in cement, 
dust abrasion are described in a four page catalog cinder block, and other kinds of masonry—Brush Nail 
insert. According to the company, permanent protec- Expansion Bolt Co., Dept. AA, Greenwich, Conn. 


Morors FEATURING “MULTIGUARD” SEAL against 
chemicals, moisture, mechanical shorts, vibration and 


’ 


“BIG 3” IN SHOPS LIKE YOURS! gti 
—_Genecad——* x 


(For Large or Extra 
_ Dirty Furnaces, Deluxe 


° . ° - Model 2A-300) 
FIRST in Features . . “/RS7 in Profits 
are famous for these deluxe fea- 


tures which protect burner nozzles and pump parts and save 
customers’ fuel dollars: 1—Wool Felt “Step Back’ Cartridge 
— exposes one-third more filtering surface, traps both particles 
and moisture; 2—Patented Treatment of Cartridge Center Core 
— eliminates lint, prevents bypassing, improves filtration by making 
felt more dense; 3—Leakproof, Lifetime Cap-Bowl Design; 4— 
Twin Air Vents; 5—Four-Minute Cartridge Replacement; 6— 
Cartridge Interchangeable with All Leading Filter Makes. 


Model 200 is the only warm air humidi- 
fier using no service-stopping floats, needle valves or overflow lines! 
A simple, foolproof Nylon valve, located in the WATER-FLOW 
REGULATOR, obsoletes mechanical parts and controls evaporation 
by simple water flow! Customers can see rate of evaporation . . . 
can control humidity by number of evaporator plates used—5 to 15. 


Be a General Jobber or Dealer — WRITE 
— GENERAL FILTERS, INC. 


43800 Grand River Ave., Novi, Mich. 


IN CANADA: CANADIAN GENERAL FILTERS, LTD. 
39 Crockford Blvd. Scarborough (Toronto 16), Ont. 











Underwriters’ Laboratories Approved 
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AMERICAN 


14 Gas-Fired Winter 
Air Conditioners 
(BTU range: 

60,000 to 200,000) 


6 Gas-Fired 
Boiler-Burner Units 
(BTU range 
70,000 te 200,000) 


12 Summer 

Air Conditioners 
(Cooling Capacities: 
24,000 to 36,000) 


(Woter ond Air Cooled 


Units Availoble) 








13 Ojl-Fired Winter 
Air Conditioners 
(BTU range 

84,000 to 224,000) 


—Es 


SS 


6 Oil-Fired 
Boiler-Burner Units 
(BTU range 
93,000 to 252,000) 


4 Oil Conversion 
Burners 

(GPH Copacities 
0.50 to 6.00) 
not illustrated 


3 Gas Conversion 
Burners 

(BTU Output range: 
70,000 to 400,000) 
not illustrated 


THE HEIL CO. 


IS A MEMBER OF 


GAMA AND AN ASSOCIATE 


MEMBER OF @=*| 


ta} 














deal” __ 
ler more than @ price. You jit 
“8€ You can offe, wee 


- In design 
he jo, Please the 


Tite fo 
Ee with H ci formation on how to sel 
Se. 


THE HEIL 


sat Menta “te * Milwaukee, w 
e, 


J; Atlanta 
Sec a. svc Ge mS. 


a mi Iwate 
a Angeles Calif. r 


See us at the NAHB show in Chicago! 
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LOOKING FOR MORE PROFIT? 


YOUR PROFIT WILL BE 
MUCH LARGER WHEN YOU SELL AN 
ELECTRO-AIR WITH EVERY FURNACE AND AIR CONDITIONER! 


THE TRIPLETS, Warm-air, Cool-air and Electro-air 
are EVERYWHERE. Electro-air Electronic Air Cleaners include 
many new features such as a single ballasted circuit and 
selenium rectifiers which assure service-free 
operation and high efficiency. Electro-air “Compact Line” 
units are available in both “horizontal air flow” 
and “vertical air flow” models from 800 cfm 
to 4,800 cfm. All parts including selenium 
rectifiers are guaranteed for five years. 


WRITE FOR CATALOG 
C-10-C 


—-_ ELECTRO-AIR CLEANER COMPANY 


new literature 
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La Crosse Gutters 
and Conductor Pipe 


La Crosse “Easy Slip” Eaves Trough * Con- 


ductor Pipe & Elbows * Hangers 
Style "K” Box Gutters 





La Crosse Pipe and Fittings for 
Warm Air Heating and Cooling 


The La Crosse line of pipe, elbows, duct & 
fittings is complete — for any and every job 


Crosse Steel Roofing 


227 Jay St., La Crosse, Wis. 
P. 0. Box 837 


&  Corrugating Co. 











Axial and Centrifugal Fans 


ILLUSTRATED BOOKLET (Bulletin AA- 
102) pictures eight axial fans, con- 
tains dimensional charts, perform- 
ance tables, certified ratings and 
operational descriptions. Fourteen 
fan wheels with diameters from 12 
to 72 in. are listed. The fans have 
an air moving capacity of from 1200 
to 100,000 cfm, according to the 
booklet. Also available is a 40 page 
centrifugal fan catalog containing 
performance charts on various fan 
types. The fans, which feature for- 
ward curved, multibladed wheels, are 
suitable for either belt or direct 
drive. Ask for Supplement No. 1 to 
bulletin C-103—Chicago Blower 
Corp., Dept. AA, 9863 Pacific Ave., 
Franklin Park, Ill. 


Power Roof Exhauster 


PERFORMANCE TABLES, illustrations, 
and application information covering 
all operating facets of axial mush- 
room power exhausters are contained 
in bulletin CAM-103. The reversible 
axial fan is capable of exhausting 
350 to 34,430 cu ft of fumes, smoke 
and dust per minute with a minimum 
of noise, according to the bulletin 

Chicago Blower Corp., Dept. AA, 
9863 Pacific Ave., Franklin Park, Ill 


Floor Furnaces 


“STUBBY” FLOOR FURNACES available 
in dual models designed to heat two 
rooms as well as flat models requiring 
minimum floor space are illustrated 
in a four page brochure. Specifica- 
tion table contains selection and in- 
stallation data—Holly Mfg. Co.. 
Dept. AA, 875 S. Arroyo Parkway. 
Pasadena, Calif. 


Parts for Fireplaces 


PARTS FOR FIREPLACES are described 
in a two-page illustrated data sheet. 
Parts illustrated include base _plat- 
form: hearth, with or without tile: 
red brick surround; black glass sur- 
round; flexible screen; and basket 
grate—The Majestic Co., Inc., Dept. 
14. 733 Erie St., Huntington, Ind. 
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“WE USE WEIRKOTE ONLY- 
ZINC COATING IS FOR KEEPS: 


ITS 


You come across that thought a 


lot when you talk with users of 


Weirkote zinc-coated steel. 


Ask why they’re so sold and you 
hear that Weirkote gives a better 
job at /ower cost. Weirkote fabri- 
cates easily. Takes the toughest 
crimping, bending, twisting, lock 
seaming, the deepest draws. Its tight 
zinc coating stays on for keeps. 


Weirkote zinc-coated steel mounts 
fast because it’s rigid. Takes a lot 
of kicking around on the building 
site without damage. Makes a good- 


looking job anyone can be proud of. 
And it stays that way. 


Weirkote is continuous-process 
zinc-coated steel at its best—highly 
resistant to corrosion, heat and 
noise. Cost from sheet to finished 
sheet metal product is low. 


Send for Weirkote Booklet 


Look into Weirkote for added effi- 
ciency, economy in your operation. 
For free booklet, write today to 
Weirton Steel Company, Dept. J-3, 
Weirton, West Virginia. 


WEIRTON STEEL 


COMPANY 


WEIRTON, WEST VIRGINIA 


a division of 














Wow to WIN Customers 
NUM ced.) 9-4) = 
PROFITS! 

Ailofle 190 


AUTOMATIC HUMIDIFIER 


Feature and Sell the New 


rhilo fle 160° 


AUTOMATIC HUMIDIFIER 


with the Revolutionary Neu 
and Unbreakable Glass Fibe: 


EVAPORATOR PLATES 


Absolutely unbreakable . . 
water foster . . 
water 

prevent drip. 


. pick up 
. @vaporate more 
rustproof drain clips 
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Furnaces With Adjustable Legs 


ENVELOPE STUFFER illustrates gas fired furnaces avail- 
able with adjustable leveling legs which make the 
units particularly adaptable for use in areas subject 
to basement flooding. The, furnaces are available in 
eight sizes from 75,000 to 300,000 Btuh, are com- 
pletely assembled and wired at the factory. Summer 
air conditioning may be added at any time—Ameri- 
can-Standard Air Conditioning Div., Dept. AA, 40 W. 
40th St., New York 18. 


Basic Accounting 


Basic AccounTING AND Cost AccouNTING ($6.00) 
was written specifically for persons interested in ob- 
taining a knowledge of the basic concepts of account- 
ing but who do not intend to become professional ac- 
countants. The book devotes approximately equal space 
to general accounting and to cost accounting. Other 
topics treated briefly include budgets, depreciation, 
interpretation of financial statements, the relationship 
between accounting and forms of business organiza- 
tion, and the relationship between accounting and in- 
come taxes. 

The use of fairly short complete-cycle problems en- 
ables the author to discuss the overall picture of job 
order and process cost accounting before going into 
the numerous technical problems related to direct ma- 
terial costs, direct labor costs and indirect manufac- 
turing. Questions and problems are provided at the 
end of each chapter. 

The material presented has been used in a course 
for industrial supervisory personnel as well as in 
regular college students—McGraw-Hill 
Book Co., Inc., 330 W. 42nd St., New York 36. 


classes for 


Ventilating and Exhaust Systems 


BROCHURE ON CORROSION-RESISTANT ventilating and 
exhaust systems covers such items as themoplastic 
centrifugal fans, ducts, fittings and hoods. A six page 
section is devoted to a discussion of polyethylene and 
non-plasticized polyvinyl chloride centrifugal fans. 
Data is arranged in chart form for ease of reference 
—American Agile Corp., Dept. AA, P. O. Box 168, 
Bedford, O. 


Vibration Absorbing Machinery Mounts 


ILLUSTRATED DATA SHEET designated bulletin K2D de- 
scribes pad type machinery mounts designed to elimi- 
nate bolting and shimming. Included are construction 
and installation diagrams as well as tables showing 
dimensions and loading capacities—The Korfund Co., 
Inc., Dept. AA, 48-15 32nd Pl., Long Island City 1, 
N. Y. 


AMERICAN ARTISAN, JANUARY 1957 





DRY Filter 
1A da that requires 
a \\ / = 4 no OIL 
f ! P 


TIME TESTED Notural Heir Media treated with the new 
miracle SARAN makes possible a light weight low-density 





a1 / | i] filter of dinary efficiency and long life. 


SOLD FROM COAST 
TO COAST ON A ASSURES — both customer 
100% SATISFACTION \ 


> oe aay , satisfaction and your profit. 
BACK” BASIS. ; 


A TOP SELLING LINE 


1/2, 1“, 2” Thicknesses Economy Pad 


with Lifetime Aluminum Frame Con be cot with ordinary scissors 
for PROFESSIONAL INSTALLATIONS te supply one or more filters for 


STANDARD 15” x 24” x 2" any room unit. 


MEETS EVERY INDUSTRY wr you to capture and 
REQUIREMENT WITH old the mass filter market 


© Best Media Known | PADS IN COLORFUL 

© A Superb Bonding Agent 3 SELF MERCHANDISER 

© Excellent Framing, Grille ; poe Bh nn 
and Construction. 

, ER FAST PROFIT. NO DEAD 

FULLY WATER WASHABLE ek a apy 

NO TROUBLESOME OILING. One Pad for All Room Units 


(No Frame Needed) 








GET THE FULL FILTER STORY \|__ to: 


4512 Mt. Vereen, Houston Texa 


Gentlemen: Sure I’m i in i g filter profits by handling 
the Amazing Filtr-Aire line. Rush, me full information. 








NAME 
ADDRESS 
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See What's New for Your Business 


at the 


[5 INTERNATIONAL HEATING & 
th AIR-CONDITIONING EXPOSITION 


(formerly the International Heating & Ventilating Exposition ) 


INTERNATIONAL AMPHITHEATRE—CHICAGO 
FEBRUARY 25—MARCH 1, 1957 


Under the auspices of the American Society of Heating and Air-Condi- 
tioning Engineers, and in conjunction with their 63rd annual meeting. 


EF how to make your business better and more profitable. 

Come to Chicago, where new equipment and new ways to 
attract more domestic and industrial customers will be shown to 
you. More than 450 manufacturers—all of them in your field— 
are ready to pass on to you their know-how. This will be the 
largest exposition of its type in the world—your industry is grow- 
ing! If you want to grow with it, come to Chicago where you can 
learn and compare WHAT’S NEW. 


To be sure you'll be there, write for advance registration to: 
13th INTERNATIONAL HEATING & AIR-CONDITIONING EXPOSITION 
480 Lexington Avenue, New York 17, N.Y. 


Management: International Exposition Co. 


@ 3555 
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Aluminum Air Ducts 


ALuMINUM AiR Duct Guide (134 
pages) describes the advantages of 
aluminum duct, lists mechanical 
properties of aluminum sheet, de- 
scribes and illustrates prefabricated 
duct available, and offers suggestions 
for noise control in duct work. 

One chapter contains an engineer- 
ing guide for the design of aluminum 
air ducts and discusses methods of 
calculating heat gain and loss fo: 
residential systems. A chapter on 
estimating discusses factors included 
in a cost estimate, factors which 
must be added to the cost estimate 
to arrive at a selling price, the 
weight method of estimating cost. 
detailed methods of cost estimating. 
and keeping records to aid in cost 
estimating. Another feature is a 
drafting guide for commercial sys- 
tems which includes drawings of the 
most common fittings designed to aid 
in making preliminary layouts for 
design and _ estimating purposes. 
Typical detail views of fittings are 
presented. 

Also included is a guide for fab- 
ricating air ducts which starts with 
developing a simple box and then 
proceeds on to the more complicated 
developments required for the vari- 
ous fittings encountered in air duct 
systems. A guide for installing ducts 
contains discussions on _ handling 
overhead ducts, duct work in con- 
crete slabs, and adjustment of air 
circulation in the system. 

The appendix to the book includes 
details on calculating infiltration heat 
loss by the crackage method. Also 
included is a complete glossary of 
terms. 

The book was prepared with the 
assistance of such authorities as 5S. 
Konzo, professor of mechanical en- 
gineering, University of Illinois; G. 
A. Voorhees, technical secretary, ap- 
plication, National Warm Air Heat- 
ing and Air Conditioning Associa- 
tion; and E. R. Queer, director of 
engineering research, Penn State 
College—Reynolds Metals Co., Dept. 
AA, 2500 S. Third St., Louisville 1, 
Ky. 
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Mark of Integrity 


...In reporting circulation facts 


We display the Audit Bureau of Circulations* symbol 
with pride! It’s our mark of circulation integrity! 
The seasoned marketing man finds trustworthy 
data vital in his work of advertising media evalua- 
tion. And reliable net paid circulation figures are 
among the most valuable facts he uses in selecting 
printed media for his advertising campaigns. 

Once every advertiser guessed about circulation 
accuracy and gambled on advertising results; today 
he need not question the wealth of data in any A.B.C. 
audit report, for it contains only verified answers to 
his most searching circulation queries. 


* * * 


*The Audit Bureau of Circulations, founded in 1914, is a 
cooperative, nonprofit association of the leading buyers 
and sellers of advertising space. A.B.C. sets standards 
for net paid circulation, audits and reports circulation 
facts. To be sure of what your print media dollar 
buys—look for the A.B.C. symbol. 


When a media director or advertiser asks us, 
“How much paid circulation? What do your readers 
pay? Where does your circulation go? How do you 
get circulation—your audience for my advertising?”’, 
we need only show him our latest A.B.C. audit 
report. There he finds factual answers that annually 
pass the test of a trained A.B.C. circulation auditor's 
scrutiny. 

And any buyer of space can decide for himself, 
with confidence, the value of our circulation audience. 
Our A.B.C. membership means circulation reported 
in accordance with recognized, impartial standards, 
established by buyers and sellers of space working 
together in A.B.C. 

Publishers who meet the Bureau's high standards 
know the A.B.C. symbol as a mark of circulation 
integrity. The value-wise advertiser, too, has learned 
that the A.B.C. symbol is his dependable guide to the 
audiled facts about net paid circulation that protect 
his advertising investments. 


AMERICAN ARTISAN 


MEASURE OF SERVICE...MARK OF INTEGRITY 
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Temperature Control System 


HANDBOOK on “Electronic Moduflow” temperature 
control system was designed specifically for the use 
of installers and servicemen. The booklet, desigriated 
SA 2476, contains a trouble-shooting guide, schematic 
wiring diagrams and calibration information on line 
and low voltage systems both with and without auto- 
matic night temperature sethack—Minneapolis-Honey- 
well Regulator Co., Dept. AA, 2726 Fourth Ave., S., 
Minneapolis 8, Minn. 


Heating and Cooling Equipment 


BOOKLET DISCUSSES YEAR “ROUND air conditioning and 
details construction features of heating and cooling 
products. Also being offered is a brochure entitled 
“The Story of the World’s Second Best Heating Sys- 
tem,” which compares the company’s “Magic-Heet” 
modulated heating system with temperature control 
maintained in the human body—Permaglas Div., A. 


O. Smith Corp., Dept. AA, Kankakee, Ill. 


Dust Control Equipment 


SIXTEEN PAGE illustrated reference bulletin “Dust 


Control for Industry” describes the importance of 


dust control to industry in relation to reduced main- 
tenance costs, employee morale, and commercial utili- 
zation of dust by-products. The bulletin outlines stand- 
ards of control and efficiency in dust collection, and 
lists the primary components of an engineered dust 
control system. Drawings and photographs in con- 
junction with condensed descriptive information pre- 
sent the features of the company’s control equipment 
including self-cleaning cloth screen collectors, cloth 
bag and screen collectors, centrifugal wet collectors 
and self-contained “Ventrijet” wet collectors. Ask for 
bulletin No. 922—Pangborn Corp., Dept. AA, 560 
Pangborn Blvd., Hagerstown, Md. 


Cartoons for Advertising 


LEAFLETS show cartoons designed to create interest 
in heating and cooling remodeling and service. Mats 
of the cartoons, which are designed for dealers to use 
in their newspaper advertising, come in either one or 
two column sizes. Tie-in copy suggestions are supplied 
for each cartoon—Lilly Cartoon Ads, Dept. AA, Box 
167, Long Beach, Calif. 


Apprentice Training 
BOOKLET TITLED “APPRENTICE TRAINING—An Invest- 
ment in Manpower” (32 pages) explains in non-tech- 


nical language the aims, organization, and operation 


Conductor L. Bow says: 


Your customers deserve Cincinnati Elbows. 


They're formed mechanically on automatic machinery, 
then hot-dipped in zinc for longer rust-resisting life. 
Shaped and tapered to fit any standard size pipe. 


\ Your choice of size, angle, and gauge—in copper, alum- 
) inum, stainless or galvanized steel. Ask your jobber! 


CINCINNATI ELBOW CoO. 


4730 Madison Road « Cincinnati 27, Ohio 
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FALLSINGTON TRENDMAKERS ... 
used in hundreds of shops 


' 


5' PIPE ROLLER . . . rolls pipe with- 
out damaging the locking device. 
This allows the lock to be formed on 
the sheets while it is flat. Capacity: 
26 gage, 4° diameter (min.) in 
lengths up to 5’. All rollers are gear 
driven. 


FALLSINGTON 


HUSKY PRESS .. . gives you large 
press bed area in the low price field. 
Designed to handle large sheets for 
blanking, forming, notching and 
piercing various types of fittings and 
duct work. Available in 36", 48", 
60" sizes. Model shown is back 
geared. 


WRITE DIRECTLY TO US OR CONTACT YOUR 
NEAREST DEALER. 


REPRESENTATIVES 


Meyer Sheet Metal Machinery Company, 
Les Angeles, Calif. 


S. J. Johnson Company, Detroit, Mich. 
Ward Machinery Company, Chicago, Ill. 

H. Weiss & Company, New York, New York 
Fable & Company, inc., Philadelphia, Penna. 
Vorys Bros., Inc., Columbus, Ohio. 

B. D. Brooks Company, Ltd., Boston, Mass. 
O'Neill Machinery Company, Seattle, Wash. 
4. B. Wallis Company, Jacksonville, Fla. 


Brown-Boggs Machinery & Foundry Company, Ltd., 


Hamilton, Canada 
Airce Products, Ltd., Vancouver, British Columbia 
Hinkle Supply Company, Birmingham, Ala. 
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BEAD AND CRIMPER .. . recently 
developed by Fallsington engineers 
to eliminate waste of pipe during 
beading and crimping operation. Air 
actuated and equipped with elec- 
tronic timer which can be set quickly 
for any diameter pipe. Easily op- 
erated and greatly reduces the 
fatigue factor. Companion machine 
for 5' Pipe Roller. 


COLLAR ROLLER .. . this machine 
will make five different types of col- 
lars. Adjustable table gages permit 
rapid set ups for any of the follow- 
ing operations: bead; bead and slit; 
bead and crimp; bead, crimp and 
slit; slit in the flat. 


sheet metal machinery 
by 


FALLSINGTON MFG. COMPANY 


Fallsington, Penna. 


(Delaware Valley, U. S. A.) 


throughout the nation 





one eee We eee eee 
MULTI-NOTCHER . . . will make six 
notches at one time. Ideal for duct 
work. Dies are adjustable along the 
entire length of the machine. Power 
driven on hand operated models 
available in 36", 48", 60" sizes. 


FALLSINGTON 


Se itn ol 


PROGRESSIVE POWER BRAKE... . 


compactly designed for making "Z" 


locks for button and slot, 5' pipe for 
boxes and for sectional die bends. 
Dies are available for full length of 
machine. 





Qnvitation. 


You are invited to visit our plant 
whenever in the area. We are lo- 
cated between Trenton and Philadel- 
phia, 3 miles south of Trenton, off 
Route |. (Near the new Fairless Steel 
Works.) 
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of the national apprenticeship program. According to 
W. F. Patterson, director of the U. S. Department of 
Labor’s Bureau of Apprenticeship, the booklet is de- 
signed to answer inquiries concerning the national 
apprenticeship program received from employers, la- 
bor unions, young persons interested in learning a 
skilled trade and others concerned with industrial 
training—Publications Branch, Bureax of Apprentice- 


ship, U. S. Department of Labor, Washington 25, D.C. 


Hermetic Compressors 


FIELD SERVICEABLE hermetic compressors are de- 
scribed and illustrated in bulletin C-1100-B93 P. The 
compressors feature interchangeable parts, reversible 
oil pump, aircraft type oil filter, and improved suc- 
tion gas cooling designed to insure maximum heat 
removal and eliminate need for water connections or 
finned crankcase castings. Models are available in 
sizes ranging from 2 to 714 hp—Worthington Corp., 
Dept. AA, Harrison, NJ. 


Reinforced Plastic Panels 


Uses OF REINFORCED GLASS FIBER and nylon plastic 
panels in homes and commercial establishments are 
discussed in an eight page illustrated bulletin. Typical 


applications in the home include skylights, carports, 
awnings, canopies and sun porches. In commercial 
buildings the panels may be used for partitions, store- 
fronts, lighting effects, etc. The panels are said to be 
shatterproof, fire and weather resistant, light in weight 
and economical. They are available in 20 colors 
Filon Plastics Corp., Dept. AA, 2051 E. Maple Ave., 
El Segundo, Calif. 


Glass Fiber Insulation 


Brocuure describes three kinds of flame-blown glass 
fiber insulations used for thermal and acoustical ap- 
plications. Charts are included illustrating the ther- 
mal and acoustical values of “Microlite,” “Super Fine” 
and “Microtex” insulating blankets. Ask for bulletin 
No. WPD-12—L-O-F Glass Fibers Co., Dept. AA, 
1810 Madison Ave., Toledo 1. 


Gas Vent installation 


GAS VENT INSTALLATION DATA illustrated with dia- 
grams, sketches and tables is presented in a 16 page 
booklet entitled “Safety System Gas Vent Tables.” 
Eight tables cover double-wall gas vent pipe sizes from 
3 through 12 in. interior diameters. Additional tables 
of combined gas vents are also included, with direc- 
tions for their use—William Wallace Co., Metalbestos 
Div., Dept. AA, Belmont, Calif. 








fore Assembly 


Make all your installations a “SNAP” 
Use EXCELSIOR SNAP-LOCK DUCT WITH DRIVE CLEAT 


More than a year’s field tests prove it's 

the easiest-to-assemble duct available. 

Check these time-saving features 

a os 1. Completely Snap Lock — no pounding over. 

No. 732SD Snap-Lock Duct be- 2. Click-Lock Slips top and bottom — to receive buttons on 


straight-edge end. 


. 8-inch Side edges turned back 180° for easy insertion of Drive 


Strap. 


. Two 8-inch, No. 733 Drive Straps furnished with each length 
of Duct. 


- Matching Trunk Fittings also available. 
. Available sizes: 4” x 8” to 24” x 8”, 32-inch lengths. 
. Carton packed. 





THE EXCELSIOR STEEL FURNACE CO. 





546 W. WASHINGTON BLVD. 


No. 732SD Snap-Lock Duct As- 
sembled 


rrr 


No. 733 Drive Strap 


eee EXCELSIOR HEATING & SUPPLY DIV. 


The Excelsior Steel Furnace Company 
879 Hersey Ave., St. Paul 14, Minn. 
Telephone: MI dway 6-7255 


CHICAGO 6, ILLINOIS 


Telephone: FR anklin 2-8145 


Divisions 


EXCELSIOR HEATING SUPPLY Div. 


The Excelsior Steel Furnace Company 
2 East 3rd St., Kansas City 6, Mo. 
Telephone: Vi ctor 2-3715 
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we hear that... 









REFRIGERATING UNIT for air condition- 
ing system undergoes capacity and vibration 
tests in “calorimeter” section of new Carrier 
Corp. laboratory. Technician checks the rec- 
ord written on tape of electronic device 
which shows sound and vibration character- 
istics 





> “OUR OBJECTIVE is to bring better air condition- 
ing to larger and larger numbers of people,” Cloud 
Wampler told a group of press representatives attend- 
ing the dedication of Carrier Corp’s new engineering 
facility for its Unitary Equipment Div. Mr. Wampler, 
chairman of the board, said that the firm has em- 





barked on a $30 million expansion and improvement 








program, of which the new engineering facility is the 
first project to be completed. He described the expan- 
sion program as “backing with dollars our conviction 
that the air conditioning business will continue its dy- 
namic growth.” Pointing out that the industry in 1956 
broke all previous records for the seventh consecu- 
tive year with a total retail volume somewhat in excess 
of $3 billion, he predicted that the industry would do 
$3.5 billion of business in 1957 and then reach $5 bil- 
lion by 1961. 

The firm’s expansion program includes, in addition 
to the new development and test facilities for its Uni- 
tary Equipment Div.: 1) a research center which will 
be devoted largely to the basic investigation of new 
concepts in the air conditioning field; 2) a series of 
additions and improvements to the production facil- 
ities of the Unitary Equipment Div.; and 3) a new 
plant at La Puente, Calif. for the Day and Night Mfg. 
Co., a Carrier division. 






>» Frexonics Corp. has acquired the Flex-O-Tube 
Div. of Meridan Corp. Mel Maurer, Flex-O-Tube pres- 





division. 





ident, will continue as chief executive officer of the 















VALLEY 


Furnace Fittin gs 


| Old-fashioned“home made’ fittings don't 
| | meet modern standards. Your customers 
expect more for their money today, and 
Ohio Valley fittings provide it... pre- 
cision and highest quality. 

DO IT BETTER, FASTER— 

WITH OHIO VALLEY 

\Carried in Stock by Leading Wholesaler: 


New 1957 Catalog now available . . . get it from us or from your wholesale 


OHIO VALLEY 


FURNACE FITTINGS 




























Ohio Valley Hardware 
i Manufacturing Division 
Evansville 2, Indiana 


Co Inc 


3 


we hear that mY Toe firm’s subsidiary, Inland Steel Products Co., Milwau- 
apie ana kee. Joseph L. Block, president of Inland Steel Co., 
reported that the firm is now in a three year expan- 





sion program involving expenditures of more than 
$280,000,000. 


> Unirep States Street Corp. recently celebrated 
the installation of the last of over 1000 stainless steel 
curtain wall panels in the Homestead plant’s new gen- 
eral office building. Speaking at the installation cere- 
monies, Clifford F. Hood, corporation president, said 
the new building “marks the kickoff by U. S. Steel 
into a brand new market, a market that has a poten- 
tial demand for one-half a million tons of steel sheets 
yearly. I’m speaking now, of course, of the all-steel 
curtain wall market.” Mr. Hood pointed out that cur- 
tain walls provide a rapid, yet inexpensive means of 
steel building construction. “This feature,” he said. 
“combined with the possibility of substantially reduc- 
ing the building load and the wall thickness, leads to 
JOSEPH L. BLOCK (right) inspects demon- lower costs per sq ft of area of building space and to 
strator sample of steel roof deck which is greatly reduced foundation costs.” 
being produced in increasing quantities as 
epg Tage 0k cy > Crane Co.'s HEATING SCHOOL recently began its 
Steed Peodeats Co, seventh year at the Chicago suburb of Evanston, III. 
During the school year, a total of 220 salesmen and 
wholesalers’ representatives from all parts of the coun- 
cently held a special meeting at the offices of the try will attend classes conducted by Walter Kehm. The 


> THE BOARD OF DIRECTORS of Inland Steel Co. re- 
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PROFITS ZOOM THE NIXALITE WAY 


Put Nixalite’s positive ability to permanently rid buildings of birds to 
work for you. Master craftsmen — building maintenance, sheet metal, roof- 
ing, steeplejack and related contractors from ceast to coast have found 
representing and installing Wixalite to be the ideal business booster. 


The building owner whose bird problems have been permanently solved 
is a ready customer for your other regular services. 


CHECK THESE ADVANTAGES: 
¥ Nixalite requires no outlay for WY Nixalite is furnished complete 
expensive equipment. with stainless steel clips and 


asteners or special adhesive. 
t+ Nixalite is quickly and easily f . 


installed by your skilled work- Sf Nixalite is specified by leading 
men using directions furnished, architects. 


+ Nixalite can be installed on any ig Nixalite’s Research and Plan- 
type surface and on every kind ning Division helps you on 
of building material. special installation problems. 


Write teday for illustrated manual 


NIXALITE COMPANY OF AMERICA 


115-119 W. Third St. Davenport, lowa, U.S.A. 
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FOR OIL BURNERS 
GAS HEATERS AND 
AIR CONDITIONERS 


eating & 


jety of H 
The American Soc ; defines 


Engineer 
. jtioning, 
Air Cond “Air condition- 


ait conditioning as: 


of tr 
ing 1s the process 
m 
\ as to control its te 
so 


i | 
y humidity. humidity. cleanliness ger 8 6 F L U S H -T Y P E LATC H 


——— meet the me | ° i 1 k 
an UTE by National Loc 


check these convenience and 
cost-saving advantages! 
1. Mounts flush. Absence of projecting handle 

HOUMIDI i . streamlines your product. 
2. Simplifies cartoning and crating. Fewer pro- 


IS OUR BUSINESS... tective pads required. 


. Operated by large coin or screw driver. No 
special tools needed. 


eating ait 
perature, 








and it could mean bigger business 
te control of humidity | Latch tongue can be adjusted in one simple 
absolutely essential to efficient 8 pars 

operation of a modern automatic Permits pre-shipment latch installation. 
forced air unit, is positively assured 
by the installation of a Monmouth 
Humidifier. Simple to install, takes 
only a few minutes, means greater 
satisfaction to your customer, in- 
qomes on re BS | Look To This One-Source Supplier For 
Made in various capacities up to 


420,000 BTU, there’s a proper | All Your Hardware Requirements 
size for every heating unit. CATCHES - HANDLES - HINGES 


Write for descriptive literature, prices and discounts. 
PULLS - * KN 
CLEVELAND HUMIDIFIER CO. SCREWS KNOBS 


7802 Wade Park Avenue Cleveland 3, Ohio | “KEPS" - “SEMS" 


MON MOU T lal Write tor Complete Information 
HUMIDIFIERS INJNATIONAL LOCK COMPANY 


Rockford, Illinois 


6. Provides worthwhile savings within your 
functional hardware costs. 


Send for specifications and sample today 
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to Wereerrereece 


AEROFIN 


Smooth-Fin Coils 
offer you 


Greater Heat Transfer 
per sq. ft. of face area 


Lower Airway 
Resistance 


Aerofin smooth fins can be spaced as closely 
as 14 per inch with low air friction. Conse- 
quently, the heat-exchange capacity per 
square foot of face area is extremely high, 
and the use of high air velocities entirely 
practical. Tapered fin construction provides 
ample tube-contact surface so that the entire 
fin becomes effective transfer surface. Stand- 
ardized encased units arranged for simple, 
quick, economical installation. 


Write for Bulletin S-55 


AEROFIN 


———— 
x 


. . CORPORATION 





101 Greenway Ave., Syracuse 3, N.Y. 


Aerofin is sold only by manufacturers of fan system 
apparatus. List on request. 


we hear that 


(Continued ) 





school, which will be repeated three times during the 
year, covers calculation of heat loss and heat gain, 
the design of residential warm air heating systems, 
combustion requirements for oil and gas fuel, and 
electrical control cycles for residential heating and 
cooling. 


ADVANTAGES of zone controls are pointed out 
by Howard Mickley, Majestic Co., to Chester 
Brown, Rural Improvements Corp., and Bert Holl- 
oran, Otwell Heating Co., at the manufacturer's 
winter dealer school 


> A WINTER SCHOOL for dealers was held by the 
Majestic Co., Dec. 5-6 at the Lafontaine Hotel, Hunt- 
ington, Ind. The meeting was attended by some 400 
dealers from all sections of the country. 

Following a tour of the plant and a luncheon, the 
dealers settled down to business sessions where they 
heard a discussion on advertising and were introduced 
to the company’s “Golden Anniversary” line of equip- 
ment. 

Subjects covered on the second day of the school 
included basic and advanced air conditioning and 
the importance of proper record keeping. The meet- 
ing closed with a panel which was open to questions 
posed by the dealers. 


> Tue American Fect Co., Glenville, Conn. recent- 
ly completed a survey of 13 dust collection installa- 
tions using the “Hersey” reverse-jet method of filter- 
ing dust and types of fume from air. A thick dense 
filter medium wool felt or similar structures made 
of synthetic fibers is used to increase the effective- 
ness of the filtration processes independent of the 
bridging of interstices such as exist in woven fabrics. 
The end result of using such a medium, according to 
the company, is to permit filtering at a high velocity 
per unit area. The porosity of the filter and the con- 
stancy of the pressure drop are maintained by a slot 
formed jet of very high velocity air injected through 
the medium in reverse direction to the filtration flow. 
The company reports that all 13 of the plants sur- 
veyed were found to have made substantial manufac- 
turing economies. 
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=< > SW ae 
MOUSETRAP, STEAM TRAP, SEWER TRAP 


...1t makes no difference 


. . . the world won’t beat a path to the door of to mass production and volume sales . . . which 
the man who builds a better one and then doesn’t means lower costs and 
advertise it so that people will know about his lower prices. 2 © 
product, know where it can be bought and how ‘ a" Sis  e 

; Yes, “Advertising 
much it costs. a 

Benefits You” .. . 

Advertising benefits the buyer, too. It tells you *specially business- 
the product story, makes it easy for you to buy. paper advertising. 
Even more important to you, advertising leads 





YES ADVERTISING BENEFITS YOu! 
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A Saves money 


Sf satisfies customers 





\ @ for gas and oil fired | 


slab-floor 
perimeter systems! 


Economical SONOAIRDUCT Fibre 
Duct can save you installation 
time and money in loop and ra- 
dial perimeter heating systems. 
Outstanding performance proven 
by over six years use by leading 
contractors, builders, architects! 


SONOAIRDUCT is lightweight, 
easy to handle and levels quick- 
ly. Aluminum foil lined and 
wrapped with asphalt duplex 
kraft. 23 sizes — 2” to 36” I.D., 
in lengths up to 50’, or it can be 
sawed to exact lengths on the 
job. Suitable for both residential 
and industrial installation. 


Made to comply with 


F.H. A. 


Minimum Property 
Requirements 


Write for FREE Installation Manual... 
and complete information today! 


Sonoco 
Propucts COMPANY 


CONSTRUCTION PRODUCTS DIVISION 


HARTSVILLE, S, C. — MAIN PLANT 
LOS ANGELES, CAL. MONTCLAIR, N. J. 
5955 SOUTH WESTERN AVE. 14 SOUTH PARK STREET 


AKRON, IND, © LONGVIEW, TEXAS @ BRANTFORD, ONT, ¢ MEXICO, DO. F. 


FOR RADIAL PERIMETER SYSTEMS 


REG. US. PAT. OFF. 








we hear that 





(Continued ) 


> Tue Dravo Corp. reports that 
the installation of 29 gas fired forced 
air space heaters resulted in sub- 
stantial savings in heating costs, im- 
proved atmospheric conditions and 
the correction of a negative air pres- 
sure condition for Pressed Metals of 
America, Inc. of Port Huron, Mich. 
The system replaced consisted of 
three coal fired boilers and more 
than 100 small steam unit heaters. 


> WestincHouse Evectric Corp. 
has developed a plan designed to 
level some of the production “peaks 
and valleys” of room air condition- 
ers. The company through its dis- 
tributors will buy back from dealers 
on July 15, 1957 a number of room 
air conditioners equal to the number 
each dealer had purchased and ac- 
cepted in the period January through 
May 1957. The purpose of the pro- 
gram is to encourage non-seasonal 
buying, and thus steady production 
of units before the arrival of warm 
weather. 


> Trape-Winp Mororrans, Inc. 
plans to hold a national sales con- 
ference next month in Disneyland. 
Twenty-three representatives and 
their wives from various parts of the 
United States and Hawaii have been 
invited to attend. During the con- 
ference, representatives will hear the 
company’s plans for sales expansion 
and new products as well as discus- 
sions of the 1957 advertising, mer- 
chandising and promotion programs. 


> J. L. Maurue has been elected 
chairman of Youngstown Sheet and 
Tube Co. A. S. Glossbrenner, former 
vice president in charge of opera- 
tions, was elected president, succeed- 
ing Mr. Mauthe. Walter E. Watson, 
first vice president, was elected 
board vice chairman. 


> Meyer SHeet Metat Machinery 
Co. is now marketing “Cliprol” clip 
forming machines. The Meyer firm 
is located at 1928 Santa Fe Ave., 
Los Angeles. 


American Artisan, January 1957 














Automatic 
Automatic Shutter Shutter 


for Unit Blower 
ee pa 
f pecialties 


All-metal shutters of great variety for commercial, 
industrial, residential and institutional installa- 
tions. Noted for their greater strength and dur- 
ability. Used by leading fan and blower manufac- 
turers and by ventilating and air conditioning 
engineers. 


Automatic Ceiling Shutter 





Write for New 
16-Page Catalog 











Hand-Operated Elgo Shutter & Manufacturing Co. Motor-Operated 
Shutter 2738 W. Warren Detroit 8, Mich. Shutter 




















Snap-Lock Easily Installed PIPE 


Made from Prime Lock-Forming 
Galvanized Steel Sheets 








You Can Depend on. . 
The Complete Line of 


STANDARDIZED 


asco) 














SNAP-LOCK 


Air Conditioning and Heating 


Pre-Fabricated 
MAXWELL STEEL COMPANY 
DUCT and FITTINGS gt 














Write for Complete Catalog +» FORT WORTH 1, TEXAS 


> 
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we hear that average new home, when correctly insulated, can have 





(Continued ) year ‘round air conditioning at a surprisingly low 


monthly cost. Produced for showings to builders 
throughout the country, the play demonstrates graphi- 
cally how, through the use of aluminum-clad insula- 
tion, substantial economies in heating and cooling 
operating costs can be effected. Forty-five cities were 


visited by the show during the course of a recent tour. 


> THe Recotp Corp., Los Angeles, recently received 
a “Citation for Community Service” at a Community 
Chest luncheon marking the launching of the 1956 
campaign. By exceeding its quota for 1956 before the 
overall solicitation got underway, Recold was one of 
34 Los Angeles firms named as a “pace-setter” among 
employee groups. 
a randy a " >» MuinNneaPoiis-HONEYWELL REGULATOR Co. has ex- 
Powers Regulator Co., presents merit certificates to : hie ; — oes me MGS CX 
(1 to r) Joseph Reiss, Robert Guhr, John Millus panded its facilities for the production of residential 
and Arthur Jenkins heating-air conditioning control panels. A $150,000 
addition will be made to link two Minneapolis build- 
ings leased by the firm for the design, engineering and 
fabrication of the control panels. 


> Ten EMPLOYEES of Powers Regulator Co. recently 
received citations for 25 years of service. Service pins 
and certificates were presented by the firm’s president, 


Harald C. Mueller. > 


INTERNATIONAL Sates Co. has changed its name 


to Tuck-aire Furnace Co. to honor the firm’s founder. 
> THe ALumMinuM Co. of America has produced a George A. Tuck. The company is presently headed by 
traveling show designed to demonstrate how the James P. Tuck 


<. son of the founder. 





STACKED SHEET CUTTING ) 
SAVES COSTLY LABOR HOURS | 


Bett-Marr’s amazing 3-wheel band saw is especially designed for sheet metal 
work and will cut 50 to 70 stacked galvanized sheets. Its 24 inch throat accom- 
modates large sheets, and it is ruggedly built for trouble-free performance. 

Quickly adjustable blade speeds from 100 to 3000 FPM allow easy cutting 
of many materials* without blade chatter. This versatile saw will friction-cut 
stainless steel, up to 12 gauge, with no distortion. Perfect blade control assures 
smooth radius and straight line cuts. Bett-Marr costs so little it will pay for 
itself quickly in any shop. 





LOW COST 2-WHEEL SAW BETT-MARR TOOL FOR 
OUTPERFORMS COSTLY SAWS 24" INSIDE BENDS *Bronze, copper, steel castings and 


The new, larger cheek bender makes forgings, wood and plastics. 
Bett-Mar Model 14SM, shown below, will bends up to 24 inches. Perfect bends MODEL 
do everything its big brother (Model 24S) along the entire length are assured by 24S— 


a two-way trunnion that keeps the 
will do, except accommodate the larger bending bar in position at the starting es . 


sheets. In actual operation, side by side, it — | ag be ng «~ i Ay .- with 24°" 

, r nds o " te %”. a s 

has outperformed saws costing 6 times as ome but 20 » 2 “gauge a a Hetext 61" 

much. Model 14SM has a 13% inch throat, available. Shipping weight: 77 Ibs. ' 
as compared to the 24 : 
inch throat of the larger 
model. It has the quick- 
ly adjustable blade 
speeds, from 100 to 3000 
FPM, for cutting wood, 
metal, and plastics with- 
out blade chatter. Like 
its big brother, it is 
especially designed for 
stacked sheet metal cut- 
ting. Both saws have 
wheels designed so that 
band cannot slip off. 








Write for information or ask your distributor Bett-Marr Mfg. . pen 
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"Flociting A 


Cools entire home! Exclusive Spring Mounting for quiet operation. 
Fuse cut-off switch for safety. Sizes from 24” to 60”, for horizontal 
or vertical mounting. UL approved—PFMA certified air ratings. 


é Satisfied Customers 


Top-quality—for the finest, trouble-free perform- 
ance. When you install Chelsea fans—for any 
cooling or ventilating job—you know that it will 
give the quiet, economical and efficient operation 


that today’s quality-minded buyers demand. Guar- 
CONDENSATE UNIT . _ anteed for 5 years. 


For Refrigerated Units! 

















@ Hermetically sealed Little Giant Recirculating 
Pump for trouble-free self-lubricating operation. 
®@ Positive displacement switch with float control, 
double pole switch for complete circuit break 
plus a three-conductor cord available. @ Sturdy 
metal tank corrosion resistant. @ Small and 
Compact. @ Quiet in operation. @ Completely 


automatic. | and ¢ $ p ] 
ry 
PUMPS FOR ANY AIR CONDITIONING APPLICATION | 
_aveeenvteavuaa eninge ti seater een ed 


Every Chelsea fan is packed with exclusive oper- 
ating features that help you sell more fans—and 
are designed for fast and simple installation! 

VAPORIZER Chelsea fans are competitively priced—with a 


bigger profit for you. With Chelsea you sell more 


For Industrial —and make more profit! 


and Commercial 
Evaporative EXHAUST FANS 


anaiiidlet wih 
Coolers ben 


foliation and operating features. WALL FAN 
5 models—14 sizes and styles for ALL WEATHER HOOD 
@ Little Giant Vaporizer Pump, hermetically sealed OS Seo Se ee 
in oil, self-lubricating. @ Die-Cast aluminum CEILING FAN 

impeller saturates evaporator pads with fine, VERTICAL DISCHARGE 
vapor-like spray for greater temperature drop. ~ 

@ Small and compact. @ Economical to operate. 
@ Available for 110 volt 60 cycle or 220 volt 
single phase current. @ No expensive piping 
necessary. 





desi: Tosel 
bad 








:] Write for free catalog and price list 


today! 
e 


T PUMP COMPANY 


Division of Little Giant Vaporizer Company, Inc. 


5101 Classen Bivd., Oklahoma City 18, Okla. 
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fetien COOLERS — 


for the 


ATIVE 
COOLER 
Investigate the huge untapped source of air 
conditioning sales. The NEW market of plants, 
factories, and laundries, where high cost re- 
frigeration is not warranted, is ready for low 
cost ALTON EVAPORATIVE COOLERS. The 
Alton is engineered for maximum circulation of 
cool fresh air . . . is built to last . . 
very economically . . 


. Operates 
. is effective in all climates. 
Seize your ALTON sales’ opportunities today. 


*Latex-Coated Filters (Alton Exclusive) 
deliver cleaner, cool air faster, more 
steadily. 


*Aquasprae Unit wets all the filtermat 
surface effectively. 

*Squirrel Cage Blower distributes maximum 
quantities of fresh air uniformly. 


WRITE US FOR THE FACTS 
DEALER TERRITORIES AVAILABLE 


ALTON MANUFACTURING COMPANY 
1112 Ross Avenue, Dallas, Texas 








we hear that 
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CHICAGO DEALERS touring Rheem Mfg. Co.'s 
plant see a gas-fired furnace go through firing test, 
final operation on the assembly line 


>» Some 225 CHICAGOLAND DEALERS recently at- 
tended a product meeting at the Rheem Mfg. Co.’s 
plant, where a tour of the factory made it possible 
for the dealers to follow each step required to as- 
semble a complete furnace. The highlight of the tour 
was the final step on the assembly line where every 
gas-fired furnace is given a “fire test” before it is 
crated. The fire test is designed to check the function 
of all moving parts and the adjustment of the controls. 
The tour ended with a “team with Rheem” meeting 
where 1957 models were on display. Announced for 
production early in 1957 was the “Rheemglas” lowboy 
furnace which will contain a ceramic coated heat ex- 
changer. 


> Frank J. Gieason has been named president of 
Copeland Refrigeration Corp. He succeeds Harry E. 
Thompson, who recently resigned. 


>» Perrection Inpustries Div. of Hupp Corp. plans 
the construction of a 28,000 sq ft warehouse at its 
Waynesboro, Ga. plant. John Gardner, vice president 
of the firm and general manager of the Georgia plant, 
said that more space was necessitated by expanded 
production of heaters and futnaces. Space now used 
for storage will be converted to production uses. 


> THe PxHriLapetpuia district sales office and ware- 
house of Penn Controls, Inc. has moved to new quar- 
ters located at 620 Huntingdon Pike, Rockledge (Phil- 
adelphia), Pa. 


>» District SALES MANAGERS of Armstrong Furnace 
Co. from all parts of the country recently spent a week 
at the firm’s Columbus factory. Purpose of their meet- 
ing was to assist in the final development of sales and 
advertising programs and to become acquainted with 
1957 models of heating and cooling equipment. 


AMERICAN ARTISAN, JANUARY 1957 








Uli; Y 
HAVE YOU 


HEARD THE 
STORY 


YOU MEAN 
THE ONE 
ABOUT 


GALVAN 
ELBOW 

















GALVAN 
ELBOWS 


SIMPLY 


G-L-1-D-E 
TOGETHER 


*He means the story of 
Precision production 


MANUFACTURING COMPANY 
NEW ALBANY, INDIANA 


—Yy 
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For Low-Cost Heating Plant Exhausting 
and Industrial Venting 
... Investigate 
Quickdraft 


| Capacities of 56 


standard and 
heavy duty 
models (6 to 
30-inches 


with or without 
stacks. Greater 
capacities on 
special order. 


%& NEW ACID-RESISTING FINISHES 

%e NO FAN OBSTRUCTION IN EXHAUST LINE 

%& BLOWER OPERATES IN CLEAN OR OUTSIDE AIR 
%& CAN BE USED WITH OR WITHOUT STACK 


FOR HEATING PLANTS AND INCINERA- 
TORS. Quickdraft provides constant draft re- 
quired for efficient and economical combustion. 
It prevents noxious concentrations of deadly 
fumes and dangerous accumulations of explo- 
sive gases from escaping into buildings. It 
eliminates pulsating or chattering, puffing, 
smoking and sooting. Quickdraft’s acid-resisting 
vitreous enamel finish assures trouble-free 
performance. 


FOR INDUSTRIAL VENTING. Quickdraft 
eliminates down-time for cleaning and replacing 
fan blades . . . cuts maintenance costs. It is 
ideal for venting paint booths . . . abrasives, 
corrosive gases, noxious fumes, high tempera- 
tures and moisture. For severe exposure to 
acids, specify our new acid-resisting plastic fin- 
ish in addition to our standard acid-resisting 
vitreous enamel finish. 


FOR MOVING AIR . 
through ducts . . 
in efficiency. 


.. in or out of buildings 
- Quickdraft is outstanding 


Send for engineering data on your 
heating or venting applications 


. today. 


y Te 


cOoOM PAN Y 
® 


~~ 


Dueber-Hampden Building, P. O. Box 87-D Canton 1, Ohio 
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SUNSET ta 
FROM GAS OR OIL 
FIRED FORCED- 

WARM AIR FURNACE 


STOR-HEAT UNITS 


MOUNTING 


STOR-HEAT Zia 


HEAT STORAGE UNITS FOR HOME AND 
COMMERCIAL HEATING SYSTEMS 


The invention of STOR-HEAT brings to the Warm Air Furnace owner 


the true, warm comfort provided in a penetrating, uniform, even 
flow heat of a storage system—much in the same way as hot | 


water provides stored heat in radiators. 


By installing the proper amount of STOR-HEAT units in the plenum | 


of the heating system, Warm Air Furnace owners can now enjoy 


this principle of storing heat in a MUCH MORE CONVENIENT | 


AND SATISFYING FORM! 


STOR-HEAT “absorbs” furnace heat, then radiates... and with the | 


help of a more continuous blower operation, provides a steady 


flow of warmth and comfort throughout the home ... even after the | 


furnace shuts off during its normal operation. 


prinstueam D ast 


STOR-HEAT is designed with airstream in mind. Each unit is tear- 








drop shaped. This permits a faster, more even flow of warm air 


through the duct system. 


@ NO WIRING! 
@ SELF-OPERATING! 


@ NO ATTENTION 
REQUIRED AFTER 
PROPER INSTALLATION! 


SEE your SUPPLIER FoR 
FURTHER INFORMATION 


A. M. HEXDALL CO. P... 


MORRIS, ILLINOIS 


DUCT HANGERS + SEAM OPENERS + HAMMERS 
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wholesaler doings... 





EXAMINING A MOBILE designed for attracting 
attention in a dealer’s display room are William 
E. O'Connor, Acme Furnace Fitting Co., and Rob- 
ert B. Gilbert, Rheem Mfg. Co. 


>» Acme Furnace FITTING has re- 
cently taken on the Rheem line of heating and cooling 
equipment. The announcement of the formation of 
this new team was made at a luncheon for 225 deal- 
ers operating within a 20 mile radius of the com- 
pany ’s warehouse. Market potentials and sales pro- 


Co., Chicago, 








ae i = Gin aelaal 


Side 6% 


---on FURNACE PIPE 
DUCTS and FITTINGS 


You actually save time, labor and 
money with MONCRIEF’S pipe 
and fittings, for this duct work is 
uniform in size, quality and 
workmanship. MONCRIEP’S sim- 
plified system of ordering, cuts 
figuring time, assures faster de- 
livery and greater profits. Write 
for Catalogue or order from 
your wholesaler today. 











om 
I} onctief FURNACE COMPANY 
(BOKNOIE| ATLANTA, GEORGIA ~ | 
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You can’t beat this pair for combination 
heating and cooling perimeter systems... 





Try this combination in just 
one home with a basement 
and you'll be convinced of 
performance and economy 
far superior to any warm 
air system. 


© Hot and cold zones are 
positively eliminated. 


© Operates efficiently at all 
times, regardiess of whether 
draperies or curtains are in 
open or closed position. 








STYLE P-28 FLOOR DIFFUSER 
Available in six sizes from 2% x 10 
to 4x 14. 

STYLE A-OS5 FLUSH RETURN AIR GRILLE 


Available in sixty one standard 
sizes. 


We make a complete line of registers, diffusers and 
grilles for all types of heating and air conditioning instal- 
lations. Write for your copy of our catalog. 





“le A & A REGISTER COMPANY 


A 8327 CLINTON ROAD «+ CLEVELAND 9, OHIO «© ATiantic 1-6166 











In the New York market 
.»» Where price is 

an important factor... 
and rigid building 

codes exist... 

Empire Ventilators 
outsell all others. 





Empire Ventilation Equipt. Co. 





Sold thru 
leading 
wholesalers. 
See your 
jobber. 


35-39 Vernon Boulevard 
Long Island City 6, N. Y. 
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wholesaler doings 


INSTANT In cs t O- en | Continued 


LIGHTING grams were described along with sales tools and the 


most effective way to use them. Special emphasis was 


placed on the use of attractive displays and mechanical 
~ . ‘ point of purchase exhibits. 
eet metal contractors can 


now have hot soldering irons ° 

in 2 minutes and with Insto- 

Gas they can be kept at the 
desired temperature all day long with- 
out even looking at the heater. Insto- 
Gas saves 40% on fuel cost and enough * 
time to pay for the entire equipment ‘lle nae anal od i : a 
in one week’s operation. ville operation recently moved into new quarters at 
The Insto-Gas soldering iron heater 129 Butte St., Steubenville, O. The new building 


when attached to the cylinder by 50-ft Wats cee ail dilcemnnnih  tetecdl ae te 
hose can be operated on a scaffold or ofers a number ol advantages, including twice the 


roof without moving the cylinder. 
INTERNALLY FIRED SOLDERING 
IRONS 





THe Rosertson Heatinc Suppty Co.'s Steuben 


amount of warehouse floor space, access from three 
streets, a large parking lot next to the building, load- 
ing docks, and a display room. 


These Insto-Gas soldering 
irons are designed for con- 
tinuous operation with no 
stopping to change irons. 
Made in three sizes; the No. 
1-S (2) for fine work; the 


No. 2-S (5) and the No. 2-S 
(8) for heavy soldering. 
Listed by Underwriters Lab- 
oratories and Factory Mutu- 
als Laboratories 

Write For Free Folder 


INSTO-GAS CORPORATION 
DETROIT 7, MICHIGAN 


>» Air Accesories, Fort Worth air conditioning dis- 
tributor, recently received its first truckload of cool- 
ing equipment shipped “piggy back” style. The ship- 
ment originated at the Dayton plant of the Airtemp 
Div., Chrysler Corp., where a trailer truck was loaded 
with conditioners and parts ordered by the Fort Worth 
firm. The truck delivered the shipment to the nearest 


ASK FOR NEW FOLDER ON INSTO-HOT 5 





railroad yard where the trailer was placed on a flat 


YEAR ’ROUND and ADD-ON UNITS 


Air Cleaners Draft Controls Oil Burners 
Attic Fans Filters Registers 
The complete Blowers Furnaces— Stokers 

P Conversion All fuels Unit Heaters 
HEATING- Burners Gas Burners Ventilators 


AIR CONDITIONING Water Heaters Fans Humidifiers 
Supply House INSULATION 
FOR ALL PURPOSES 


Aircell Magnesia Woolfelt Asbestos 
Fiberglass Foamglass Kaylo Hairfelt 
Unibestos Ultralite Cork Ultratine 


Insulating Cements "Snap-On" Pipe Covering 


FOR ALL FURNACES, STOVES and BOILERS 











A. G. BRAUER SUPPLY CO. 


2100 WASHINGTON AVENUE @ ST. LOUIS 3, MISSOURI 
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END WATER PROBLEMS LAE 


WITH LOW-COST |. CHAMPION Protects 
HIGH-QUALITY 


YOUR PROFIT! 


Your Champion pipe and fittings stay 100% ac- 
curate—from the moment they leave precision fab- 
|| ticating machinery at the factory . . . to the moment 


you fit one unit snugly into the other on the job! 
Why? Because Champion units are completely 


Z F || packaged in sturdy cartons. They stay perfect 
- H YR CON throughout shipping and handling. Cartons are 

|| clearly marked for space-saving, systematic storage 

air cooled || —and to make sure you always select the right unit 


and size for an installation. 
condenser And remember—the Champion line is complete. 


For any jop—tor every job—make more money 
with Champion. Order now! 


HANDLES UP TO 40 TONS AS EASY AS A BREEZE! | 


Here’s the ideal air cooled condenser for residential and 
commercial air conditioning installations up to 40 tons. 
The Larkin Zephyrcon pulls the air over the condensing 
coils, assuring even air distribution and holding operating 
noise to a minimum. 

The Larkin Zephyrcon is engineered with sufficient con- 
densing capacity to solve your problem, yet it is economi- 
cal to buy, install, maintain, and operate. See your whole- 
saler for details and specifications, or write direct to us. 


FIVE MODELS WITH 
OUTSTANDING FEATURES 


@ 2, 3, 5, 8, and 10-ton units engineered for parallel use 

@ Famous Larkin cross-fin coil—alumi fins, copper tubes 

@ Finished with corrosion-resistant epon-base, chiorinated- 
rubber enamel 

@ Permanently lubricated motors operate quietly on resilient 
adjustable base. Motors are provided with overload pro- 
tection 

@ Motor wired to weather-proof external conduit box 

@ Fan guard is standard i t 


err 


@ Zephyrcon is weatherproofed for indoor or outdoor opera- 
tion 








@ Slotted hanger bars for ceiling or floor installation 


wallow, 
< 
é 


©) LARKIN COILS... 


*Camaye® 


CHAMPION FURNACE PIPE COMPANY 
519 Memorial Drive, S.E. © ATLANTA, GEORGIA © MUrray 8-3171 211 Guten Strest Peoria, WMinels 











AMERICAN ARTISAN, JANUARY 1957 











CENTRIFUGAL 
ROOF VENTILATOR 


Developed and Manufactured with 
Applied Centrifugal Blower Principles 


QUIET! . . . Matching wheel cone accurately 
fits venturi inlet for quieter, smoother air move- 


ment. Ideal for hospitals, churches, auditoriums 
and schools. 


STURDY! ... All welded construction. Material 
16 ga. or over. Built for life of building. 


PERFORMANCE!. .. Each unit air-tested, and 
rated to assure certified ratings. Excellent effi- 


ciencies. Detailed performance data in Bulletin 
SDA-220. 


ADAPTABILITY! . . . Fits standard curb sizes 
Lower h.p. for quieter operation. Higher h.p. for 
commercial and industrial applications. 


Write Today for Bulletin SDA-220! 


Charter Member of The Air Moving and 


Conditioning Association, Inc. 





FAN AND BLOWER DIVISION 


THE Peerless. Electric COMPANY 


FANS - BLOWERS . MOTORS - ELECTRONIC EQUIPMENT 
1405 w. MARKET ST. © WARREN, OHIO 








wholesaler doings 


(Continued ) 





car for what traffic managers describe as “piggy 
back” or rail shipment to Texas. Reaching St. Louis, 
the trailer was picked up by another truck, pulled 
through the city and spotted on another flat car for 
the final leg of its journey. An Air Accessories official 
estimated that the truck transfer through St. Louis 
reduced elapsed rail delivery time between Dayton 
and Fort Worth by approximately 12 hours. 


> Arrer 75 YEARS of continuous operation the De- 
Muth Stove Repair Co., St. Joseph, Mo. wholesaler, 
has changed its name to the DeMuth Supply Co. 


DistriBpUTORS of American Blower Corp. were in- 
troduced to the firm’s 1957 commercial packaged air 
conditioning units and were told of new training and 
field warehousing programs at a sales year kick-off 
meeting held recently in Columbus. The meeting, at- 
tended by distributors from every section of the coun- 
try, was conducted by J. W. Hosler, product manager 
for American Blower’s commercial air conditioning 
department. Mr. Hosler described the application en- 
gineering and service courses now available for dis- 
tributors’ employees. The first series of one-week 
courses is scheduled to begin in February. Another 


|e SPECIALISTS 


ETI gt eran 


In this new DEPENDABOOK 
you'll find over 10,000 items — 
the LARGEST Selection in 

the World! 


WHOLESALE ONLY 

We sell you—not your customers. 
And we sell you at lower prices. 
You select from a complete stock 
illustrated, described and priced in 
the DEPENDABOOK —‘“‘the 
standard of the trade.” Your orders 
—for- air conditioning and electric 
motor parts and supplies — are 
filled quickly and accurately. 
ORDER BY MAIL 

or visit our well-stocked ware- 
houses. Don’t delay. Get the Harry 


Alter DEPENDABOOK by return 
mail. 


Write on your letterhead to 
The HARRY ALTER CO., Inc. 


1717 S. Wabash Avenue, Dept. G, Chicago 16, Illinois 
Branches in New York, Dallas, Atlanta 
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EVEN BUCKEYE CARTONS SAVE YOU TIME AND MONEY 


Yes, even the sturdy, plainly 
marked cartons which Buckeye 
pre-fab pipe and fittings come in, 
will save you money and minutes. 
In handling, hauling and storing 
they'll save you time. No bins 


needed. You can spot the right 





size in seconds. No “egg shapes” 


or battered pipe ends. 


The Buckeye carton is another rea- 


son why it pays to order Buckeye 
Ask your wholesaler for the new Catalog 956 showing - Ch 
pre-fab furnace pipe and fittings. 
the complete Buckeye line of quality furnace pipe and 


fittings for heating and air conditioning. ‘© 
ee >, SAVING BUCKEYE 
s ag - FURNACE PIPE Company 
—| “a tt Cr ~ ~ F | 897 Ingleside Columbus 8, Ohio 


90° 4-piece No. 400-S No. 316 
galvanized elbow nap-tite duct adjustable top 
or side take-off 



































CALDWELL HAMMER 
Saves Time—Saves Labor 


FOR THE 


Sheet Metal Duct Fabricator 





Seams with Speed and Smoothness 


BURGESS THOMAS COMPANY the cacpwrtt Hammer 


BOX 287 BLOOMFIELD, NEW JERSEY KIT Saves Time—Saves Labor 
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—THOR QuALity TOOLS — 


Are time and money savers in heating and 
ventilating duct work. 

Thor government lock dies shear 

— punch a 5/32” hole — 

end mark point at breakline, 

all in one operation. 


Dies available for 1”, 
1%", 1%", and 11” 
government locks. Hand 
operated, or for punch 


presses. 


a asl 

Pat. + —e 
Capacity, sheets 
of 20 ga. metal. 
Efficient tool for fastening gov't. locks and standing seams. 


New clip punch for 3 sheets of 18 ga. material is now available. 
Ask for Mode! £300-5. 


See your local dealer or write for literature and samples of 
metal sheared in above tools. 


THOR TOOL AND DIE CO. 


Saves 50% labor. 


>" 


865 Estabrook St. 
San Leandro, Calif. 
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meeting highlight was the announcement of new in- 
centive contests to be sponsored by the firm during 
1957. Target award for all distributors will be an 
eight day Nassau-Havana trip for 10 men and their 
wives. 


>» THe Harry Arter Co., INc., Chicago has been 
appointed Chicago area distributor for Airtemp resi- 
dential and commercial heating and cooling equip- 
ment. Previously the Chicago area was serviced by 
two Airtemp distributorships — one handling com- 
mercial equipment and the other residential. The Alter 
organization is now exclusive wholesale outlet for both 
types of products. 


> Moror Rapio Co., 3125 Wyandotte, Kansas City, 
Mo. will handle distribution of Amana air conditioners 
in 52 counties of Kansas and Missouri. Officers are 
Harold Falls, executive vice president and R. G. Evans, 
vice president. 


> Harry Knoper Distrisutinc Co., 1187 Gilbert 
St., Cincinnati named to handle the dis- 
tribution of York window air conditioners in the 
states of Ohio, Kentucky and Indiana. 


has been 





PRINGLE 


Power Vacuum 


Here’s a complete furnace cleaning unit to service any and all heating 
and air conditioning installations. 

This superior cleaner is powered by the truck motor, thus assuring 
you of a constant, unfailing source of power, and minimum mainte- 
nance costs. 


The Super Swivel Elbow permits cleaning from either side of the 
truck and eliminates the necessity of backing into the job. Provides 
18” length adjustment for cleaner hose connection. 12” hose can be 
entered into swivel elbow. Job set-up is simplified and as much as 
two-thirds of the time usually required is saved by the convenient 
storage spaces and accessory bins which store pipe, connections and 
replacement furnace filters. Clean-out doors on both sides add to 
ease of dumping. 


The PRINGLE Power Vacuum Cleaner is designed and built by 


users and will help your service department pay the overhead of 
your business. 


2 Cubic Yards is a normal load for the Patented 
Dirt collector. WET GROUND or SNOW does 
mot cause suspended work. All of the surface 


of each bag is filter area. 


a necessa accessories. 
nates loss of pipe. 
will store 24 2-inch filters. 


246 


, 
Space for carrying ample metal and rubber hose 


e rear storage chamber 


FURNACE CLEANER 


Please write today for literature 


R. A. PRINGLE and SON 


508 CATHERINE STREET 
WALLA WALLA WASHINGTON 


at 


Since this cleaner is powered by the truck motor, 
everything is ready to go to work — no station- 
ary motor to fail. Skilled mechanics and cruck 
parts are available ANYWHERE. 


Springbinder_ elimi- 
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FREE OFFER: If you have a letter head, or printed form, write 
G your jobber's name; send same to us. Free, quick charts on melting 
— points all soders; their strength; resistance to vibration, etc. will be 
rushed back to you no charge including samples you check below. 


om 
25 
»: Sodering Salts [| 6 Sodering Liquid 
FLUXES \ Sodering Paste [|] 11 Solid Sal 
Stainless Steel Ammoniac 
SODERING Sodering Flux [] 18 Aluminum Soder 
: Speedily cleans a ER the sodering 4SOLID SAL 
L.B. ALLEN CO.INC. ~*~ Chicago 31, Ill. TET sided, solid, convenient. ‘Does not crumble, # AMMONIAC 


nor corrode metal work, nor tools on the job. 


ALLEN SPECIAL ALLEN > - ALLEN 
STAINLESS STEEL ALUMINUM SODER 
SODERING FLUX iiiied ties SODERING LIQUID 


(Item 6) 
(Item 5) Allen Alumi-Soder is a complete soder and flux com- , 

bined. Requires only heat to permanently join alu- Standard Formula. For All-a- 
Here’s a remarkable fast flux that minum to itself or other metals. Comes in Ye” square | round work, for all metals save 

makes the sodering of stainless steel wire form and triangular Y« |b. and 1 Ib. bars. aluminum and stainless steel. 
as easy as sodering tin plate. (Also Also in popular trial size pieces, called test pieces ; ; / 17,000 pounds to the square 
available in a special odorless Ve Ib. and 1” bar and wire form. y inch with 4 age a or 
formula where less strenath is re- ? corrosion. jouble strength, _non- 
quired). “ALL-SOL” ae with all Also soders cast-iron evaporating. Works like Lightning. 


soders but for best results use Allen ee Adaptable - — or machine 


quarts and gallons. 
ALLEN SODERING ALLEN SODERING PASTE 
— Standard Forma Safest. ser ALLEN STAINLESS 


ing paste made—fast working—a 
An all around flux in convenient es convenient corrosion-free, soft form STEEL POLISH 


powder form; just add water 3 to 5 Urea PR of flux. Adheres to the surface 

times according to metal to be sod- veers while you soder. Assures secure (Item 9) 

ered. Soders al! metals but alumi- ; electrical and mechanical joints 

num. Takes a quick bite and makes = = Saves time. Triples strength of the An excellent polish for stainless 

the soder hold on. Non-acid. Comes soder Makes oder  self-fluxing. steel. Cleans and polishes, re- 

packed in metal or glass as pre- Official National Underwriters Lab- moves heat burns, fabrication 

ferred. Ye ib., 1 Ib., 5 tb. sizes. oratory approved listing. 2, 4, 8, 16 oz marks, etc. Powder form for all- 
around use—Comes in two 


formulae: Standard Formula for 
all-around use; High finish 
L. B. ALLEN ot © Inc. formula for mirror finish work. 


6702 Bryn Mawr Ave., Chicago, 31, lil. Pe eee ; 











Manufacturers Agents... 


Are you interested in securing additional lines? 


We are occasionally asked by our manufacturer advertisers to suggest 
the names of manufacturers’ agents in various sections of the country whom 
they can contact in regard to representation of their residential air condi- 


tioning, and sheet metal contracting products. 


If you would like your name listed on our records for inquiries we may 
receive on your territory, we invite you to write us. There is no charge in 


connection with this service. 


AMERICAN ARTISAN 
6 North Michigan Avenue, Chicago 2, Illinois 
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Which 


YOU Prefer? 


FLEXI-DUCT VIBRA-STOP 


+ Mrant \/ilson 


FLEXIBLE DUCT CONNECTIONS 


Stop system noise on Heating, Ventilating and Air Con- 
ditioning installations. Isolate mechanical rattles, starting 
vibrations, “on and off” cycle sounds, shaft whine, fan 
hum, etc. at their source. Apply either of the Grant Wil- 
son Flexible Duct Connections between blower or plenum 
and furnace casing, between take-offs and main or 
branches . . . the resultant quietness of system operation 
satisfies customers, leads to more 

jobs, without call-backs. 


FLEXI-DUCT ... 


Grant Wilson’s Woven Asbes- 
tos Flexible Tape. The choice 
of those who want rock-bot- 
tom economy combined with 
top efficiency. Handy 50 foot 
rolls, 6 inches wide, and 150 
foot rolls, 8 in. wide, both 
with selvaged edges. Can be 
taped or bolted to equipment 
or duct work. 


t 
A cay 


PULTA FPRR Se. 
FLEXI-DUCT lifts « 
for easy use 


VIBRA-STOP ... 


Asbestos or Canvas, 4" wide, 
factory seal to 4” No. 1 Prime 
Galvanized Metal on one side, 
3” on the other. Preferred by 
those who want the quickest, 
easiest installation. 25, 50 and 
100 foot rolls in handy, indi- 
vidual size “roll out” cartons 


Asbestos used is Underwriters’ 
grade and meets Federal specs. 
MIL-C-4177. Canvas, also Un- 
derwriters’ grade, meets Fed- 
eral specs. MIL-D-10860. 


Write today for full informa- §& 


tion, FREE samples and prices -yypra-sToP : 
’ j a es hand 
— ask for Bulletin 157-AA. “roll out’’ costeas. ris eink 


JACKSON BLVD 2 Baer Sone me | 


appointments. . . 





> JosepH E. Guertin as head of the newly estab- 
lished builder sales department for Amana Refrigera- 
tion, Inc. Mr. Guertin, formerly dealer development 
manager, will be succeeded in that capacity by Robert 


I. Pearce. sales training director. 


Joseph E. Guertin William H. Smith 


> Wirtiam H. Sire as assistant to the heating 
and cooling sales manager for Perfection Industries 
Div. of Hupp Corp. Mr. Smith was formerly Chicago 
district manager of Acme Industries and has also 
served as dealer and distributor contact representative 


for American Radiator and Standard Sanitary Corp. 
He will have headquarters in Cleveland. 


LOOKING 
FOR A 
RICH 
HARD-WORKING 


PARTNER 
? 


SEE PAGE 179 
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FOR THE FINEST 


Available Only 
Through 
Selected Distributors 


Safety Edge Gutter 
Snaptite Gutter 


Pa 


Style "A" Rake Edge 


Standard Drip Edge 


Style "D" Eaves Drip 
Gravel Stop 


Benj p Obdyke Inc. ‘ 4 | 447 N. 8th Street 
e f i ie 


Philadelphia, Pa. 





ermo-Products 


YEAR ’ROUND 


AIR CONDITIONING 


A complete line for any type of installation, with Summer air condi- 

; P , . “= tioners are adapta- 
top engineering and anew how, gives you equip bib to beisnemn, 
ment that you can install with confidence. boy, counter-flow 


and horizontal fur- 
Our summer air conditioning is readily adaptable _ naces. 


for installation with new winter air conditioners or 
existing furnaces, to supply the home with year 
round air conditioning. 





Top quality units in gas and oil: lo-boy basement, 
counterflows, hi-boy upflows, horizontal furnaces, sus- 
pended counterflows and oil and gas floor furnaces. 


Dealer benefit from our first unit profit plan. Find 
out about our “GOOD BUSINESS LINE”. Fill out 
coupon for complete details. 


MANUFACTURERS OF QUALITY HEATING 
AND AIR CONDITIONING EQUIPMENT 








Thermo-Products Inc. (de cee, no co 


North Judson, Indiana 





STATE 
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(Continued ) 





>» Donavp D. O’NeILL, former manager of the New 
York office of Tuttle & Bailey Div. of Allied Thermal 
Corp., as general sales manager for the division. Rich- 
ard D. Tutt, who has been chief engineer for 10 years, 
has been appointed director of marketing. Frank W. 
Adams moves up from assistant sales manager of the 
Air Distribution Products Div. to sales manager of 
this division. William L. Batchelor has been appointed 
chief engineer, with direct supervision over activities 
of the research laboratory and engineering staff. 


Wa nt AD >» ALEXANDER Martin, formerly field sales manager 


a ae for the Sturtevant Div.’s air handling equipment, as 
pot nan sales manager, power apparatus. He will direct sales 
of fans and blower equipment required for power gen- 

eration by utilities and industrial firms. Hiram W. 

EXC Al SIVE Rainey, Jr. succeeds Mr. Martin as field sales manager 

and will direct sales of all general line equipment for 


CLUB heating, ventilation and industrial applications. 


> Rosert A. Brown as central regional service man- 
ager of the Black & Decker Mfg. Co. His territory 
comprises Ohio, Michigan, Indiana, Illinois, Ken- 
tucky and West Virginia as well as portions of Wis- 


SEE PAGE 179 consin. Elmer G. Shue 


has been appointed south- 








Cut Production 
Costs on... 


BEADING 
BENDING 
BOX and PAN FORMING 
CHANNELING 
CORRUGATING 
CURLING 
FLATTENING 
HEMMING 
JOGGLING 
MULTIPLE PUNCHING ~ 


Model 131 Press Brake so oa Models A, B, C, and L Press Brakes 
11 Ton Capacity Advanced Design — 30 to 60 Ton Capacities 


PRESS BRAKES 


11 to 60 Ton Capacities for Sheet Metal Work 


Complete recommendations for any job on request. 


6094 


D # + j § & K g U M e PRESS BRAKES » HAND AND POWER BENDING BRAKES 


STRAIGHT-SIDE PRESSES *« INDUCTION HARDENED DIES 
MANUFACTURING CO. 
7404 $. Loomis Boulevard, Chicago 36, III. SPECIAL METAL-FORMING MACHINERY 
DREIS & KRUMP 
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AND MODERN SCHOOLS 





This has been a great year! America is building and 
replacing and thus moving faster than ever before. 
Only one thing. Will the labor market keep pace? 
That’s where schools are important. If your 
company isn’t helping community groups to get modern 
schools, it’s not apt to get the skilled people it 
needs. Self interest, civic spirit, or both, 


you should make schools your business, too. 


eee ee ee ee ee ee oe 


Want to find out how to help in your community? | 
| Get specific information by writing: 
| Better Schools, 9 East 40th Street, New York, N. Y. 


| 
L css dansaineinechienetansnanaanedh- cag catedeateen 
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EST BUY 
AIR UNITS 


HORIZONTAL or 
SUSPENDED UNIT 


See for yourself how 
this heating unit 
solves your toughest 
installation prob- 
lem! It’s available from 85,- 
000 to 120,000 Btu capacity. 
Model C100H is pre-wired for 
simplified installation. Order 
one today for your next job. 


FLOOR FURNACE 


This 85,000 Btu capacity unit 
is precision engineered to 
give unusually high heat out- 
put. Rigidly constructed to as- 
sure quiet operation. Pressure 
burner and controls readily 
accessible . . . and it’s PRE- 
ASSEMBLED — only a few 
simple connections necessary. 
Order one of these units for your next installation! Let us prove that 


a G/A unit is a better buy! 
All G/A heating i 


quip backed by a 10-year written warranty. 





Get the details Quality Heating Since 1923 
General Automatic Products Corp. 
2302 Sinclair Lane, Baltimore 13, Md. 


® You eliminate the high cost 

of repeated effort, tase cafe 

suction, and old style tool 

equipment when you choose 

a Super Suction® cleaner. 

The wide range of models 

provides heavy duty, wet and 

dry pick-up to meet massive Super Model LW-12 

requirements, real com- peg = i ge = 

mercial performance in light ee olen. 

weight, low-cost units for Quiet operation. 

small capacity work. Puck but. 
Furnace cleaning of all types Se eae eae 

is quickly and efficiently done : 

with both the Super Model 

LW-12 and the Super Model 

MW-14. These small com- 

pact Super units are designed 

especially for easy handling 

and the utmost portability, 


appointments (Continued ) 





eastern regional service manager and will cover the 
territory including Virginia, Maryland, the Carolinas, 
Georgia, Florida, Tennessee, Alabama, Arkansas, 
Louisiana and Mississippi. Rovan A. Wernsdorfer 
has been named northeastern regional service man- 
ager and will have charge of the territory including 
Maine, Vermont, New Hampshire, Connecticut, Mas- 
sachusetts, Rhode Island, New York, New Jersey, 


Pennsylvania, Delaware and part of Maryland. 


>» Cart” SWANSON as product manager and Russ Kep- 
pel as market manager, commercial and industrial 
burner controls, for Minneapolis-Honeywell Regulator 
Co. Mr. Swanson will continue to make his head- 
quarters in Minneapolis where he will be in charge 
of coordinating engineering, new products, and ap- 
plications. Mr. Keppel will be transferred to the divi- 
sion’s Minneapolis headquarters from the New York 
office, where he previously served as branch sales 
manager. 


» GorpDon SHEWMaAN as district manager for the 
Typhoon Air Conditioning Co., Div. of Hupp Corp.. 
in southern Illinois, Missouri, Oklahoma and Kansas. 
For the past several years he has been sales manager 


for Miracle Products Mfg. Co. 


Super Model MW-14 
Medium size and capacity. Wet 
and dry suction cleaning. 


with exclusive Super feature or ler semahard . 


for convenience and perform- Da 7 Ro Auaeaaaaes 


Equipment Company 
ance. TORONTO 


THE NATIONAL SUPER aor 
SERVICE COMPANY 
1944 WN. 13th ST. 
TOLEDO 2, OHIO 


“Once Over Does It" 


SUPER srrvice’ 
Power Suction haaners + Quality Fleer Machines 


“THE DRAFT HORSE OF BUILDING MAINTENANCE MACHINES" 
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AIRLINE 


MORE BUSINESS 
for you 


V 


SEE PAGE 179 


BANNER “JET-8” 
BURNER 


THE JET-8 IS A SUPERIOR NEW DESIGN AND CON- 
STRUCTION WITH UNMATCHED ADVANTAGES FOR YOU: 
@ Designed to eliminate all delays and difficulties when installing— 


telescoping venturi, compact parts, other design elements provide a 
truly universal unit to fit all furnaces and boilers. 


@ Top quality components throughout, such as. one-piece chrome 
alloy cast iron burner head, Minneapolis-Honeywell Powerpile con- 
trols, assure customer satisfaction, eliminate costly callbacks and 
adjustments. 


@ Completely competitive price despite highest quality. 


@ Full input range—80,000 to 200,000 BTU—delivered assembled, 
ready to install. 


TEST FOR ALL PROFIT LEAKS AFTER EACH 
INSTALLATION AND YOU WILL SWITCH TO THE JET-8 


You owe it to your business to get full details. Write. 


BANNER BURNER COMPANY 


227 EAST INDIANOLA AVENUE, YOUNGSTOWN, OHIO 
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« Easier 
to Install 


« New Quiet 
Operation 


« Competitive 
Prices 


COOLAIR Ventilating Fans 


For quiet, general purpose ventilation at lowest 
cost, you can’t beat the Coolair type CQ shown here. 
It’s ideal for schools, auditoriums, and stores... 
wherever a quiet fan is needed. 

Exclusive rubber vibration insulators, as shown 
in the insert photo, are built into the fan frame. 
You can meet specifications for resilient-mounted, 
wall-type fans with far less installation trouble 
— + No bother with mounting fan on rubber 
or felt. 

Proof that Coolair prices are competitive—Coolair 
fans were used on all four U. S. 3rd Army barracks 
rehabilitation projects started in the summer of 1955. 


Write for Free Catalog Folder: 


AMERICAN COOLAIR 
CORPORATION 


3610 Mayflower Street 
Jacksonville 3, Florida 





FLANGES THE DUCT 
with Amaning Speed ! 


Less than 5 seconds on short 


and lighter pieces 
Slightly longer on bulkier pieces 


MAKES PERFECT 
DRIVE-CLEATS TOO! 


The ONLY tool that does both. 

A complete drive cleating tool... 
no set-up time . . . no adjustments. 
Handy to take out to the job when 
not needed in the shop. Turns idle 
time into production time. Flanges 


material and labor savings. 
No. 12 Smith's pooh = a $49 
(12” wi ¥ .80* 
No. 18 Smith’s Cleat Bender PaRreCt 
(18" wide) .. $78.60* DRIVE CLEATS 


Ne. 24 sane elas) $140.00 fit the duct without 
the use of a screwdriver. 


TREMENDOUS SAVINGS 
in erection time and labor. 


R. E. SMITH 


1124 Elizabeth Avenue e Waukegan, Illinois 


*F.0.8. Waukegan, Illinois 
Prices subject to change 
without notice 





| C1 ee LULL 
THE BLOW PIPE 
SUPPLY HOUSE 


ONE-PIECE BLOW PIPE ELBOWS 
BALL JOINTS « HOODS 

FLOOR SWEEPS e FLEXIBLE TUBING 
CUT OFFS e ANGLE RINGS 
CYCLONE COLLECTORS & SUPPORTS 


From one source you can 
get all types of blow pipe 
parts and components... 
made in production quan- 
tities by Kirk & Blum. 


Depend on K & B manu- 
facturing experience for 
superior blow pipe parts at 
less cost than hand made 
parts. 


Write for new Bulletin No. 1356 


THE KIRK & BLUM MFG. CO. 
3180 Forrer St., Cincinnati 9, O. 
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>» Goopwin ann McCatt Co., 90 West St., New 
York City as manufacturers representative for Auto- 
flo Corp. of Detroit. The new representative will han- 
dle the sale of humidifiers and oil filters in metro- 
politan New York and northern New Jersey. 


> Aten R. Tenny as Eastern Div. sales manager 
and William Messer as Midwest Div. sales manager for 
Huck Mfg. Co. Robert B. Brackeen has been appointed 
a sales engineer to cover the Texas, Oklahoma, Arkan- 
sas, Mississippi and Louisiana territory. 


> M. C. TmRKeE as manager of heating control and 
special purpose control sales for the Appliance Control 
Dept. of the General Electric Co. Mr. Thrke has been 
in charge of three different sales groups since joining 
the department in 1952. 


> J. W. Tracy, previously with the Detroit office 
of Minneapolis-Honeywell Regulator Co., as manager 
of the branch sales and service office in Wichita. 


> T. J. WrexiaMs as a member of the Pittsburgh 
sales staff of the Heating & Air Conditioning Div., 
National-U.S. Radiator Corp. Mr. Williams succeeds 








INGERSOLL 


SEE PAGE 179 








INSULATION 
INSTALLATIONS 


FASTER — EASIER — COST LESS! 


rawr Geo lyus 


i ) i labor 
Se paper hap oe ond 
taching insulation, 

strapping, metal lath, wall 

fixtures, wiring and ped =~ 

son . 

sora ae Nesey na one 

drilling, quick fastening, no fire oe 
and a strong positive Do 


Send for free illustrated folder. 


S; P P MANUFACTURING 
73 lips COMPANY, INC 


68 Regent Street @ Cambridge 40, Massachusetts 


fasteners for at 
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Shipped COMPLETELY ASSEMBLED 


READY TO INSTALL 


ROYAL 
FURNACE 
BLOWER 


Models with 12” or 10” blower wheel 
Heavy steel bottom, requires no cementing. 
High motor mount, safer in damp basements, 
Large access door, standard-size filters. 
Variable speed drive, easily adjusted. 
Unusually quiet, sturdy construction. 
Beautiful baked-on enamel finish. 


Heavy duty motor, automatic overload protection. 


For Prices and details, write 


ROYAL PRODUCTS CO. 


1406 E. 4th St Waterloo, lowa 


PRE-FABRICATED 
DUCTS and 
FITTINGS 


the complete streamlined 
line... 


For extra profits, use AJAX Pipe and 
Fittings . . . save installation time and 
labor . . . fit tight and fast with AJAX 
Automatic Snap Lock connections. 


FORCED AIR and GRAVITY INSTALLATIONS!. 
@ Precision Made 
@ Highest Quality 
@ Quickly Assembled 


WRITE TODAY for line catalog giving full 
data. 


AJAX FURNACE FITTING CO. 
216-220 E. Front St., Cincinnati 2, Ohio 
Division of The Cincinnati Sheet Metal 
and Roofing Co. 
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FASTER HEAT 


Melts 18-Ib. lead capacity in 
under 10 min. Built to 

stand up under hard use. a 
Has powerful No. 5, Type A 
Johnson Patented Direct 

Jet Bunsen Burner with 
shut-off valve and pilot 

light. Height, 13”. 13,000 
BTU’s per hr. 


No forced air blast required. © 
Cast iron pot capacity, 10 

lbs. Two-burner unit 

doubles for heating solder- 

ing coppers up to 12 lbs. per 
pair. Firebox 3%” by 4%” @& 
by 5%”. 26,000 BTU’s per 

hr. Length, 14”. 

WRITE FOR FREE 

JOHNSON CATALOG 

JOHNSON GAS 

APPLIANCE COMPANY If it burns gos () 


580 E Avenue N.W., look to Johnson— Since 1901 
Cedar Rapids, lowa wR ’ 





BOSTON DRAFT STABILIZER 


WORLD'S MOST ACCURATE DRAFT CONTROL 


Guarantees 

Constant Draft , 
and protects your 
heater against draft 
variables that de- 
stroy efficiency! 

Now Available 
in 6", 7",8",9" and | 
LARGER SIZES up © 
to 24". All available 
with or without TEE 
section. TOPS in 
ability to hold draft 
yet the EASIEST 


to install. 
No Weights To 
Adjust. Can be 


properly set, even 
without instruments. 


OPERATE YOUR HEATER AT PEAK 
EFFICIENCY with ACCURATE DRAFT CONTROL 


BOSTON DRAFT STABILIZER 


1. Slows down travel of gases thru the heater to a desired 
CONSTANT speed so heater can absorb the heat before it 
reaches the stack. 

2. Holds a constant draft because variations in draft-pull 
result in changes of air delivery from the burner fan, causing 
changes in smoke content and CO, of your combustion. 








Write for complete details. 


IN MACHINE WorRKS COMP: 


Yivis “Mt ulelsltiiclaitiawa 











DO ALLThese Jobs 
with ONE TOOL 


SMITH'S 
180 UNIVERSAL BRAKE 





Smith's 180° Universal Brake is the answer to the need for 
one low cost tool that can handle a wide variety of bending 
and forming jobs with speed and accuracy. Designed to 
permit selective bending of portions of a workpiece without 


appointments 


(Continued ) 





Curt R. Cochenour, who is now sales manager for 
a National-U.S. jobber, Tri-State Mine & Mill Supply 
Co., Cumberland, Md. 


> Warren TAuBER as district representative for the 
northern New Jersey territory for the Air Condition- 
ing Div., American Radiator & Standard Sanitary 
Corp. He succeeds Walter L. Bradshaw, who recently 
resigned. 


> Eric Denman as Canadian representative han- 
dling Crise controls for the Acro Mfg. Co. He was 
formerly a sales engineer for the Barber-Colman Co. 
His office will be located at 1290 Eglinton Ave., W.., 


Toronto. 


> Wittiam D. Burk as sales representative in a 
newly established territory comprising Alaska and the 
Yukon territory for Modine Mfg. Co.’s Heating and 


restriction, the Universal Brake’s application and use is 
literally unlimited. It will handle 18 gauge mild steel 26” 
wide to 7 gauge 144” wide, at any angle, up to 180° in one 
operation. It has adjustable angle stops and back gauges to 
assure precise duplication of work pieces, making it a very 
valuable production tool. Write for illustrated circular and 
more details. 


R.E. SMITH 


Air Conditioning Div. Mr. Burk has been engaged in 
the sale of heating equipment in that area for several 
years. Other new representatives are Gene Arledge 
Co., Inc., who will cover the Jackson, Miss. territory, 
and J. C. Kelly Co., who will cover the Spokane, 
Wash. territory. Replacing R. K. Rothrock in the New 








ORIGINAL REPAIR PARTS for 
FURNACES PUT OUT BY 


AMERICAN FURNACE & FOUNDRY CO. 
HOMER FURNACE CO. 
MARSHALL FURNACE CO. 
MONITOR FURNACE CO. 
RUDY FURNACE CO. 
also 


Repairs for other makes such as: PENINSULAR, LAUREL, 
GARLAND, HOME, HOLLAND, KALAMAZOO, JEWEL, IDEAL, 
WILLIAMSON, AGRICOLA, ETC. 


Story 1-2825 — Write — Wire 
ARSHALL 


LIVINGSTON, INC, Misses 


Your warm air heating supply house 


NEW /MPROVED 
SQUARE 
DUCT HANGER 


is 














Round Pipe Hanger used when 
joist is offset from duct 

. Simple Application of Square 
Duct Hanger as shipped to you 








PEP UP GAS AND OIL CONVERSIONS 
WITH McLARTY 
BOOSTER FANS 


All heating men know that gravity 
air conversions do not heat as well 
as coal b of int ittent firing. 
In most cases you do not need a 
blower at $200 when McLarty Fans 
will do a fine job at under $100 in- 
stalled and show you a handsome 
profit. These fans will pay for them- 
selves in fuel savings. Keep your 
customers happy and pick up this 
ready money with easy installation. 
No duct work. no need to shut down 
the furnace. Sell booster fans with 
every conversion job. Ask your jobber 
or write: 


McLARTY SYSTEMS 


2601 Dickman Rd. Battle Creek, Mich. 




















Square Duct Hanger 
twisted and in place 


A. M. HEXDALL Co. 1°. 


MORRIS, ILLINOIS 
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Swartwout 
Roof Ventilators 


for every industrial, com- 
mercial and institutional need 


Gravity Ventilators 
Airmover Dexter Heat Valve 
Gravity Valvent Rotary 

Low Line Gravity 


Powered Ventilators 
Airjector Powered Valvent 
Airlift Whirlout 
Low Line Powered Airlift Junior 


Louvers 


Airlouver Industrial Louver 


Fire Ventilation 
Swartwout Fire-Valve 


Write for Bulletin 3523 
EXPERIENCED VENTILATOR MANUFACTURERS SINCE 1904 


18511 Euclid Avenve, Cleveland 12, Ohio 


ee SX EKO 


Roof Ventilators and Ventilating Louvers 


POWER PLANT EQUIPMENT © PROCESS INDUSTRY CONTROLS 





SCHAEFER BRUSHES 


DOUBLE STEM, HORSESHOE 
STYLE BOILER BRUSHES — 

Long-wearing Silver-Bright Rustproof Wire 
resists moisture, wear. Three sizes: No. S- 
393, 1%" x 4" x 54" No. $-394, 2!/2" x 6" 


x 6!/2"; No. S-395, 3/2" x 6" x 6'/2". Also 
in black oil tempered wire. 


RECTANGULAR BOILER 
BRUSHES 


Extra heavy filled, Silver-Bright Rustproof 
Wire. Metal Guards. 3 sizes: No. S-349, 
2" x 4" x 6"; No. S-400, 244" x 4!" x 
6"; No. S-401, 3" x 5" x 6". Also in black 


oil tempered wire. 


RECTANGULAR FLUE OR 
BOILER BRUSHES 


Ruggedly built of durable spiraled flat steel 
wire, accurately trimmed. 3 sizes: No. 420, 
2" x 344" x 4"; No. 422, 1%" x 34%" x 
4"; No. 423, 2" x 3%" x 5"; No. 424, 
2%" x 4/2" x 6". 
Write for special prices — and new 
Schaefer Flue and Furnace Brush Catalog. 


SCHAEFER BRUSH MFG. CO., INC. 


117 W. Walker Street — Milwaukee 4, Wis. 
BUY SCHAEFER ... IT’S SAFER 
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“BRIDE | 
LOW 
eal 


(good 
for a 
Lifetime) 


SEE PAGE 179 








NEW QUIET AUTOMATIC OIL FIRED 
HOT WATER HEATER has 





120 gallons of hot water — 
Enough for 4baths .. and for as 
little as $4 per month. 





Burns No. 2 Fuel Oil —Con- 
nects to same fuel tank for home 


heating. HI-RECOVERY 


(et autometi( 


OL FIRED WATER HEATER 


3 TYPES 
Glass lined — Copper lined 


A.S.M.E. Galvanized: for larger nomes, motels 
and apartments ° 

. ‘Trade-mark . 
30 & 45 GAL. SiZEs Sete Mapp 


For further information, write or phone 


QUIET AUTOMATIC BURNER CORP. 


33-35 BLOOMFIELD AVE. NEWARK 4, N. J. 





BULLETIN 


tells how 


ANEMOTHERM 


Air Meter 


saves in balancing air conditioning, 
heating and ventilating systems 


The Model 60 Anemotherm Air Meter, developed 
by the Anemostat Corporation of America, gives 
you — in one convcnient instrument — a simple, 
rapid method of balancing and checking any air 
system. It puts at your fingertips, by means of 
color-coded pushbuttons, air velocity, air tem- 
perature and static pressure. e The Anemotherm 
Air Meter pays for itself through time saved on 
only one major job. Write for Bulletin 55 giv- 
ing all the facts. 

ac 1336 


ANEMOSTAT CORPORATION OF AMERICA 


10 EAST 39th STREET, NEW YORK 14, N.Y 























PERFORATED METALS 
for all industrial uses 
ARCHITECTURAL GRILLES 
New Catalog, No. 39, gives complete information 
Diamond Manufacturing Co. 
Box 34, Wyoming (Wilkes-Barre Area) Pa. 
West Coast Plant, Diamond Perforated Metals Co. 
17915 So St. » Cal, 

Los Angeles <n 








Write 


ee For ne WORCESTER BRUSH AND 


Catalog 


EEE NST 


BRUSHES and SCRAPERS 
For Cleaning “; Tubes and Flues 
patsy of 
; e BOILERS ® FURNACES: 
CHIMNEYS NS 


RANG. ERE ISS 


y Es 


i? 


LA 


Today 


SCRAPER CO. 


MASON-WORCESTER 
BRUSH CO. 


suas SS AUSTIN ST. WORCESTER 1, MASS. 


FURNACE 
AND FITTINGS, 
Prefabricated Ducts, 


THOR METAL PRODUCTS CO., 
Box 118 Eastwood Station 


appointments 


(Continued ) 





Orleans territory is R. E. Newlin and Associates. L. R. 
Gorrell has been appointed sales representative in the 
Raleigh, N. C. territory to replace B. C. Allen, who is 
retiring. 





@bituaries 
Robert S. Benmler 


Rosert S. DEMMLER, secretary-treasurer of Demmler 
Bros. Co., Pittsburgh wholesalers, died November 9, 
1956. Mr. Demmler, an attorney by profession, was 
73 years of age. He was a son of Louis F. Demmler, 
one of the founders of the Demmler firm. 


Henry ®. Steinhorst 


Henry QO. Streinnorst, president and general man- 
ager of Emil Steinhorst & Sons, Inc., died November 
26, 1956. He was 64 years old. Mr. Steinhorst was a 
past president of the New York State Sheet Metal 
Contractors Association. He is survived by his widow, 
two daughters and a son. 





MANUFACTURERS OF 


edd = 


also conductor pipe, eaves 


trough, drip edge, rake strip, etc 


INC. 
Syracuse, N. Y. 














ORNAMENTS 


STAMPINGS & SPINNINGS 
Zinc Ornaments Available From Stock. Copper, 
brass, bronze, aluminum and stainless steel ornaments 
made up promptly. 
If you don’t bave catalog K, send for it NOW. 
MILLER & DOING 


89 ADAMS STREET BROOKLYN, N. Y. 
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neck 


The Famous Furnace Co. of Akron 
Akron, Ohio 

The Famous Furnace Co. of Lorain 
Lorain, Ohio 

The Famous Furnace Co. of Mansfield 
Mansfield, Ohio 

The Famous Furnace Co. of Newark 
Newark, Ohio 


FAMOUS x suc 


The Famous Furnace Co., Cleveland, Ohio 


The Famous Furnace Co. of Steubenville 
Steubenville, Ohio 

The Famous Furnace & Supply Co., 
Uniontown, Ohio 

The Famous Furnace Co. of Warren 
Warren, Ohio 

The Famous Furnace & Supply Co. 
Wheeling, W. Va. 


COMPLETE ONE-STOP SERVICE AT ANY OF THE ABOVE LOCATIONS 


FURNACES — BOILERS — COOLING EQUIPMENT — ROOFING 
SHEETS — MACHINERY — HAND TOOLS — ACCESSORIES 














PLYING BLAST TO FURNACES, 

BOILERS, Etc.; FOR USE IN EXHAUST OF 
BLAST PIPE SYSTEMS WHERE AIR IS TO BE 
REMOVED OR DIRECTED FROM ONE CHAN- 
NEL TO ANOTHER. 

THE OPERATION IS SIMPLE BUT POSITIVE. 
SIMPLY PULL THE SLIDE BACK AND FORTH 
AS DESIRED. SLIDE CAN BE LOCKED IN ANY 
POSITION BY THUMB SCREW. 

THE BODY OF THIS GATE IS CAST IRON, 
LACQUERED TO PREVENT RUSTING; THE 
SLIDE HEAVY STEEL. 

MADE IN SIZES TO FIT PIPE 2 INCH TO 
24 INCH INCLUSIVE. 

WRITE FOR DATA SHEET. 
SOLD THROUGH LEADING JOBBERS 
EVERY WHERE 
Manufactured by 


BERGER BROS. COMPANY 
229-237 Arch Street Philadelphia 6, Pa. 














INGERSOLL 


AIRLINE 


that 
you 


need 
9 


SEE PAGE 179 
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STRAPS 


“Rival” & “‘Bitrite”’ 
Ornamental Leader 


ORNAMENTAL LEADER 


Straps — 

& Zinc in 6 styles 
24 i Oe SOLD THROUGH 
Sizes JOBBERS ONLY 





ADJUSTABLE PIPE SNOW GUARDS 
“FITRITE”’ “PROTECTOR” 
3 pipes, 2 Pipes, 
%" 1.P.S. Yo" 1.P.S. 
For all 
types For smaller 
of steep roofs, new 
roofs or old. 


‘““FITRITE’’ SKYLIGHT GEARING 


¥%", Ya", : 
Hook or chain 
operation '/.” 
Gearing as- 
sembled on 
c 20” pipe 
‘‘FITRITE’’ ROOF STRAINERS 


Bronze and Aluminum 
BEEHIVE 
3”-8" round. 
Also 3” x 4”, 
a” = §” 
square 


**FITRITE”’ 
CLAMP 


A New  Vise-gri Made 
Exclusively For Us . 


3-WAY ‘““FITRITE’’ SAFETY 
HOISTING HOOK 


with gravity O 


siding sleeve (i 
U 


“FITRITE’’ ADJUSTABLE 
SWING CHIMNEY 
JACK FRAME 


Five sizes 


“FITRITE’’ CAST 
BRONZE HINGED 
LEADER BAND 


Made for 
3” & 4” in one 
square For 6”-10" 
corrugated pipe. 

also 3” & 

4” round 


Te Protect Trade Please Use Printed Stationery 


DAVID LEVOW ®3."sne 














SERVICE SECTION 


I*'s CHIMNEY TOP |; SHEET METAL MACHINES & TOOLS 


Time A in! Lockformer Pittsburgh Machines Marshalltown Presses Whitney Punches 
gal . | lockformer Cleat Machines Pexto Rotary Machines Whitney Foot Presses 
For Better Chimne | Chicago Hand Brakes Pexto Slip Rolls Wilder Slitters 
Draft And Seneneel Chicago Press Brakes Pexto Bar Folders Pexto Mechanic's Tools 
Stack Performance | Pexte Power Shears Smith Cleat Benders Black & Decker Electric Tools 
se. | Pexte Foot Shears Peer Spot Welders Bett-Marr Bandsaws 
ACCURATE | Savage Nibblers Reed Power Rolls Punches and Dies 


REVOLVING | Wysong & Miles Power Square Shears & Power Rolls 
VENTILATORS When in Chicago, visit our Machinery Showroom 


Sizes 3” to 36” COMPLETE LINE OF SHEET METAL & VENTILATING SUPPLIES 
Positively Prevents 


Downdratt —siom | | SEND FOR MQ AIL CNOA IS) MeL Veal 113 aiden prompt 





—_ =~ A. hg + NEW 335 S. WESTERN AVE a atcempeeiiee DELIVERY 
— Durable in Con- 

struction. | CATALOG PHONE: HAymarket 1-0900 AVAILABLE 
Manuf‘er of Accu- 
rate “Best Yet" 
gutter hanger * 
“Holdowns”™ «+ 
“Gutter Guards” «+ 
“Jetolator’ Caps v7 


score won to ft SAW BLADE 


TRADE MARK 
2336 Milwaukee Ave. CHICAGO 47, ILL. 


Send for free Circumference Table FITS ALL RECIPROCATIN G SAWS 


MILWAUKEE SAWZALL e RCS SUPERSAW 


SAW GUN « KEY HAK « TRI-SAW * PLUS MANY OTHERS 

















Classified Advertising | | 
Rates for classified advertising are yp ~~ and FITS BETTER, with more chucking 
12 cents for each word, including a surface! TRY IT YOURSELF! 

beading and address. One inch $6.00. LONGER BLADE LIFE « LOWER REPLACEMENT COST 
Count nine words for keyed ad- 

dress. Minimum $2.00, Closing date 
20th of month preceding publication. 











FREE BLADE and Literature on Request 


i MISCELLANEOUS | 7 _ SITUATIONS OPEN 











MECHANICAL ENGINEERS 


Our company is in business forty years. We have the foremost, progressive organization in our 
WANTED 


line in the East. Continuing growth has created a need for additional personnel 
Jepartments 
A complete Universal Conductor Pipe = . 


in several 


Machine Eaves Trough Automatic | We are Sheet Metal Contractors and Manufacturers specializing in the design, fabrication 
O. G. Gutter and Conductor Pipe Ma installation of warm air heating, ventilating, air conditioning and exhaust systems. We als« 
chinery manufacture all types of sheet metal specialties. Our operation generally covers a 


500 miles from New York City, and includes all types of buildings, structures, 


radius of 
ships, etc 
WRITE We are offering permanent positions with opportunity for advancement. Situations are available 
for experienced and trainee engincers in the following categories 

Key 1064, American Artisan ‘ 

Michigan Ave., Chicago | PROJECT SUPERVISION PROJECT DESIGN 

SHEET METAL ESTIMATING RESEARCH & DEVELOPMENT 


SALES TESTING 











We require intelligent, ambitious and industrious men. Salary 


DOUBLE YOUR INCOME from your news | ence, ability and accomplishment. Health and Insurance benefits, cooperative educational 
paper advertising by using our low-cost cartoons 


Plant eat oat ° program, etc. Send complete resume of education background and experience. P. O. Box 73 
on u ing eating & Air or tior 4 < T , 

FREE proofs write il LY ¢ ARTOON -ADS. New Hyde Park, Long Island, New York 

Box 167, Long Beach, Calif 


is commensurate with experi 














ame: | A AGENTS WANTED | 1 BUSINESS OPPORTUNITY 
7 SITUATIONS WANTED Serr Oar ete we ie 





DIRECT FIRED HEATER — Established Di 
MANUFACTURERS’ REPRESENTATIVE: Get rect Fired Heater Company with complete line 
on Ge bantenren ioui’s @ neni ait Con of accepted equipment suitable for use with oil, 
, | ditioning manufacturer that has this year intro > combination fuels will entertain a merger 
AVAILABLE TO HEATING | cn hh acliten piel ral : slect | or sale proposal. Key personnel available. Com 
CONDITIONING. REGISTER. CON pra Sa ag See ing r = oe naan — . “= ra plete resume of operations furnished on request 
TROL OR FITTINGS MANUFAC pom aaa Ou a tine, All thie beck ib Please reply to Key 1074, American Artisan, ( 
TURER my twenty years of experience an spedeved Ptne of aie oil and aaa - pools N. Michigan Ave., Chicago 2, Ill. 
in ~~ heating industry Desire position tioners Salary—car—insurance—commissions 
as Sales representative, engineer or dis Call or write The Rybolt Heater Company, Ash vod LINES WANTED 
trict manager covering Michigan, Illi land. Ohi ; 
nois, Indiana, or Ohio area. Age 40, my =e enitiiiicidltieninasinesiiaiiaitd 


married. Address Key 1073, American Wanted to become manufacturers’ representa 
Artisan, 6 N. Michigan Ave., Chicago 


53 > La tives for good line of sheet metal hand tools 

> Hil vod PATENTS and shop machinery insulation materials and 

related items for heating and cooling. We man 

Gary Ke ONE ufacture adjustable elbows, complete standard 

. ized pre-fab duct and fittings, regularly travel 

INVENTOR’'S RECORD, Patent Information ing, selling wholesalers and _ distributors 
Booklet free on request. Franklin W. Durgin exclusively throughout 


Mississippi, Louisiana, 
U. Ss. SAVINGS BONDS! Registered Patent Agent, 12500 Meadowood Arkansas, Alabama and _ Tennessee.” Mike 


Drive, Silver Spring, Maryland. Mitchell Metal Works, Kosciusko, Mississippi. 
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Rates for display space in this section are $12.00 
per inch per insertion. One-inch minimum space ac 
cepted. Closing date — 20th of month preceding issue 


GOOD MECHANICS 1 SUPPLIES NOTHING 

NEED GOOD TOOLS .. REINER & CAMPBELL me ies FINEST! 

@ SOLDERING 

(CC sclderten HUA 
one minute—Solders eight hours 
—te daha ah Wanita 


your own fuel from water and 
carbide. 

















@ SOLDERING Hot iron in one minute with any acetylene gas having a pressure 
IRONS ’ of five pounds or more. Always the right amount of heat for heav- 
lest as well as lightest soldering job. 

























MAKE US Y sar 
© QUICK SET DIVIDER OUR HEADQUARTERS FOR ITEMS FROM THESE COMPANIES 
Beloit Mfg. Co. 4. F. Kidder Mfg. Co. San Angelo 
Bett-Marr Lockformer Stanley Tools 
Beverly Shear Libert Mfg. Co. Thor 
4 Caldwell Hammer Peck, Stow & Wilcox W. A. Whitney 
4 Dreis & Krump Rotex Whitney Metal 
VN Engel Sheet Metal R. E. Smith ——s & Miles 
~® . and others 
. . - ALSO AVAILABLE FROM REINER & CAMPBELL... 
Fastest and 
most accurate on Brakes -— Shears — Folders — Iron Workers, Flangers 
AR 4 4 Ay Tt Duct-Masters — Rolls — Hammers; Punches, Lockformers 
48”. tei steel points, Spot Welders, Punches and Dies. Hand and Power 
or pencil. No center punch. Cleat Benders — Bandsaws, Etc. 








New and Reconditioned Sheet Metal Working Machinery. 





@ DRIVE CLEAT NOTCHER @ CLIP PUNCH @ GOVT. LOCK DIES 








ee Designed to speed 

— punch a 
3/32" hole, mark point 
et break line all in one 










































F fasteni: sti jon. Sizes 1, 
on dota, Wl Gud @ “halt — * 
moon” through 3 thicknesses This die is os 
of 18-ga. steel. No hammer- quipped with 
ing or flattening out to fas- a 48” table 
ten slip to the duct. guide with ad- 
justabl stop 
Handles up to 3” wide, . for support of 
22 ga. lighter. Hand Reine Campbell INC. [the metal 
or feet eguralion. Mounts & Co., when shearing. 
on bench, or on job with 
clamps, or bolts and P.O. BOX 5035 
screws. 
NEWARK NEW JERSEY “ah 
RUBBER 
ADJUSTABLE ELBOWS 
LADDER SHOES Registers and Grilles 
hope safe climbing Deliveries from Stock 
| - Order today. = 
JOHNSON Juniper Elbow Co. Inc. 
LADDER SHOE CO. 72-15 Metropolitan Ave. 
Middle Village, L.1., N.Y. 
Eau Claire, Wisconsin | 


























] 
| 
TOOLS for the ROOFING CONTRACTOR 
€ r AXES HOISTS—PORTABLE MOPS Bei 
BEAMS HOISTING WHEELS EWE, aren 
tr ea. te } BRACKETS HOOKS CABLE CORD 
BROOMS HOTSTUFF" CARRIERS SOFT YARN 
| - GLASS 
hunger hurts! Seeeiiee INSULBRIC CUTTERS MOP BELLS 
e | o ieee KETTLES MOP HANDLES 
: CAULKING GUNS eas NAILS, CONCRETE 
CAULKING CEMENT te il ROPE Rs 
DIPPERS ATERS TOOLS 
| | FELT LAYER LADDER JACKS SAE 
- HATCHETS KNOT BRUSHES WHEELBARROWS 
~ | 
| 
SEND‘! TO CARE, N.Y. | FRANK P. FREY & CO. 
wr duds east Ghandi _ | 2634 W. MADISON STREET CHICAGO 12, ILLINOIS 
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Pipe & Fittings that 
BUILD YOUR REPUTATION 


free area 
maintained through- 
out 


corners notched 


for easy installation 


45 Boot Box 
provides extra long 
extension for unusual 

applications 


air tight double 


seams — no spot 
welds No. 945 — 45° 
Perimeter Boot Box 


hemmed collar 
installed inside body 
for rigidity and smoother 
pipe or elbow insertion 


ARMSTRONG - 


The really complete line of precision 


quality fittings—give you... 


* faster installations — greater profits 
*% better looking installations — more sales prospects 
* better air handling characteristics — fewer service calls 


Specify ARMSTRONG Pipe and Fittings at your Wholesaler 


ARMSTRONG FITTINGS COMPANY 


DES MOINES, IOWA 
“Let Armstrong know-how work for you” 
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Section of JANUARY 1957 


AMERICAN. ARTISAN 


1957° DIRECTORY 


OF 


RESIDENTIAL AIR CONDITIONING, WARM AIR HEATING 
AND SHEET METAL PRODUCTS 


Part 1.—Products Advertised In This Issue . . Page 2d 


For the names of the manufacturers of products advertised in this issve, 
look in Part 1, where the advertised products are classified in ‘‘directory 
style’’ with the noun governing. For the page numbers of manufacturers’ 
advertisements published in this issue, see the last page of this yellow 
Directory Section. 


Part 2.—All Products Classified . . . . . Page 10d 


If you want to know the names of one or more manufacturers making a 
certain product, look in Part 2, where all products are classified alpha- 
betically in directory style with the noun governing (for instance, Forced 
Warm Air Furnaces are listed as Furnaces, Forced Warm Air). 


Part 3.—All Trade Names ... . . . . Page 105d 


if you have the trade name of a product and want to know who manu- 
factures it, look in Part 3, where trade names are alphabetically listed. 
Trade names the same as or identifiable with the company name are not 
listed. Manufacturers with such trade names can be readily identified un- 
der their product classification in Parts 1 and 2. 


Part 4.——All Manufacturers’ Addresses . . . Page 128d 
For the complete name and address of any manufacturer, look in Part 4. 


Index to Advertisers ... . . . + + Page 148d 


American Artisan 
6 North Michigan Ave. 
Chicago 2, Illinois 








Section of 


American Artisan 
1957 DIRECTORY OF RESIDENTIAL AIR CONDITIONING, 
WARM AIR HEATING AND SHEET METAL PRODUCTS 


[PART 1—Products Advertised 
In This Issue] 





The products classified in this Part 1 of the Directory Section are only those actual- 
ly advertised in this issue. For the complete listings of these and other products 
made by all manufacturers, see Part 2, starting on page 10d. 


ADHESIVES, INSULATION 
DURO-DYNE CORP. 


ADSORBERS, ODOR 
BARNEBEY-CHENEY CO., PUR AIR DIV. 


ANCHORS, DUCT AND PIPE, FOR HOLDING DUCT- 
WORK WHEN POURING CONCRETE SLABS 
ACCURATE SHEET METAL & MFG. WORKS 


ANGLES, ANGLE RINGS, BARS, BEAMS, CHANNELS 
AND TEES 


KIRK & BLUM MFG. CO. 
RYERSON & SON, INC., JOSEPH T. 
BARRIERS, BIRD 
NIXALITE CO. OF AMERICA 


BLADES, SAW 
INDEPENDENT BLADE CO. 


BLOWER-FILTER UNITS, WARM AIR FURNACE 


NORMAN PRODUCTS CO. 

ROYAL PRODUCTS CO. 

VIKING on ty Saal DIV. OF NATIONAL-U.S. RA- 
DIATOR CORP. 


BLOWERS, EXHAUSTER 
BRUNDAGE CO. 


FT CO. 
cone. FAN CORP., DIV. OF UTILITY APPLIANCE 


BLOWERS, FORCED DRAFT 
CLARAGE FAN CO. 


BLOWERS, FURNACE AND AIR CONDITIONING 
UNIT, CENTRIFUGAL 


AIR CONTROLS, INC., DIV. es eo HEATER CO. 
pS A yd AIR FILTER co., INC. 
BRUNDAGE CO. 

CLARAGE, FAN CO. 

LAU BLOWER CO. 

MORRISON PRODUCTS, INC. 

PEERLESS ELECTRIC CO 

bt 23 Y FAN CORP., DIV. OF UTILITY APPLIANCE 


RP. 
VIKING AIR PRODUCTS, DIV. OF NATIONAL-U.S. RA- 
DIATOR CORP. 


BLOWERS, INDUCED DRAFT, SMOKE PIPE 
QUICKDRAFT CO. 


BLOWERS, MATERIAL HANDLING 
CLARAGE FAN CO. 


BLOWERS, VENTILATING SYSTEM (Capacity 4000 
cfm up) 
CLARAGE FAN CO 


PEERLESS ELECTRIC CO. 
UTILITY FAN CORP., DIV. OF UTILITY APPLIANCE 


BLOW PIPE ACCESSORIES 
KIRK & BLUM MFG. CO. 


BOLTS, TOGGLE AND ANCHOR 
RAWLPLUG CO. 


BOOSTERS, DRAFT, MECHANICAL 
QUICKDRAFT CO. 


BRUSHES, FURNACE, FLUE 


SCHAEFER BRUSH MBG. CO. 
WORCESTER BRUSH AND SCRAPER CO., 


DIV. OF 
ASON-WORCESTER BRUSH CO 


BURNER PARTS, OIL 
CARLIN CO. 


BURNERS, CONVERSION, RESIDENTIAL, GAS 


BANNER BURNER CO. 

HENRY FURNACE CO. 

NORMAN PRODUCTS co. 

OLSEN MFG. CO. A. 

PERFECTION INDUSTRIES DIV. OF HUPP CORP. 
SMITH CORP., A. O., PERMAGLAS DIV. 

TORIDHEET DIV., CLEVELAND STEEL PRODUCTS CO. 


BURNERS, CONVERSION, RESIDENTIAL, OIL, HIGH 
PRESSURE 


CARLIN CO. 

HENRY FURNACE co. 

NU-WAY CORP 

OLSEN MFG. 

PERFECTION Kb Gehires Div. OF HUPP CORP. 
MITH CORP., A. O. RMAGLAS DI 

TORIDHEET Div., érEVELAND STEEL PRODUCTS CORP. 
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BURNERS, CONVERSION, RESIDENTIAL, OIL, 
ROTARY 


TORIDHEET DIV., CLEVELAND STEEL PRODUCTS CORP. 


CAPS AND TOPS, CHIMNEY 
ACCURATE SHEET METAL & MFG. WORKS 
VAN-PACKER CO., DIV. FLINTKOTE CO. 
CAPS, VENT 
ACCURATE SHEET METAL & MFG. WORKS 


CHIMNEYS, PREFABRICATED 


MAJESTIC CO., INC 
VAN-PACKER CO., DIV. FLINTKOTE CO. 


CLEANERS, POLISHERS AND FINISHERS, METAL 
ALLEN CO., INC., L. B. (Stainless steel) 


CLEANERS, VACUUM, FURNACE 
NATIONAL SUPER SERVICE CO. 


PRINGLE & SON Truck mounted) 
PULLMAN VACUUM CLEANER CORP 


CLIPS AND TIPS, DAMPER 
GERETT CORP., M. A. 


COILS, tats me 
AEROFIN, COR 
FRASE & jou STON CO. 
PRIGIDAIR DIV, GENERAL MOTORS CORP 
GIBSON REFRIGERATOR CO., DIV. OF HUPP CORP. 
HALL-NEAL , 
HEN 
MAJESTIC C NC. 
NA TONAL US. RADIATOR CORP. 
OL: LSEN MFG. CO., C. A. 


USTRIES, DIV. OF HUPP CORP. 


PATTEN CO., J. 
PERFECTION IND 
RI aay MOND PLUMBING FIXTURES DIV., RHEEM MFG. 
SMITH CORP., A. O.. PERMAGLAS DIV. 


THERMO- PRODUCTS INC. 
WILLIAMSON C 


COILS, HEATING 
AEROFIN CORP. 


COLLECTORS, DUST 
KIRK & BLUM MFG. CO. 


COMPOUNDS, WATER CONDITIONING 
SKUTTLE MPG. CO. (For humidifier tanks) 


COMPRESSORS, REFRIGERATING 
COPELAND REFRIGERATION CORP. 


CONDENSERS, REFRIGERATING 


COPELAND REFRIGERATION CORP. 
LARKIN COILS, INC. 


CONDENSING UNITS, REFRIGERATING 


COPELAND be Ah dad CORP. 
RASER & NSTON CO. 

PRIGIDAIR ooIy GENERAL MOTORS CORP. 

GIBSON REFRIGERATOR co., DIV, OF HUPP CORP. 


MAJESTIC C NC. 

NA TONAL S, RADIATOR CORP. 

OLSEN MPG. CO., C. A. 

PATTEN CO., J. 

PERFECTION INDUSTRIES, DIV. OF HUPP CORP. 
RICHMOND PLUMBING FIXTURES DIV., RHEEM MFG. 


SMITH CORP., A. O PERMAGLASS DIV. 
THERMO. PRODUC TS I 
WILLIAMSON C 


CONNECTIONS, DUCT, FLEXIBLE 


DURO-DYNE CORP. 
WILSON, INC., GRANT 


CONNECTORS, METAL, FOR METAL DUCTS 
SNAPPY INC. 


CONTROLS, AIR CONDITIONING 
BARBER-COLMAN CO. 


CONTROLS, HEATING 
BARBER-COLMAN CO. 


CONTROLS, PILOT, GAS BURNER 
MILWAUKEE GAS SPECIALTY CO. 


CONTROLS, THERMOSTATS 
ACRO MEG. CO. CONTROLS DIV. 
DETROIT CONTROLS COR 
GENERAL CONTROL § co 
MINNEAPOLIS-HONEYWELL REGULATOR CO. 
SPENCER THERMOSTAT DIV., METALS & CONTROLS 


CORP. 
WHITE-RODGERS CO. 


CONTROL SYSTEMS, COMPLETE ASSEMBLY 
DETROIT CONTROLS CORP. 


DAMPERS, DIFFUSER 
KRUEGER AIR CONDITIONING CO. 


LIMA REGIST 
UNITED STATES REGISTER CO. 


DAMPERS, DRAFT, BAROMETRIC 
BOSTON MACHINE WORKS CO. 


DAMPERS, DUCT 
DURO-DYNE CORP. 


DAMPERS, WARM AIR PIPE 


AIR CONTROL PRODUCTS, INC. 
DURO-DYNE CORP. 


DIES, PUNCH PRESS 
DREIS & KRUMP MBG. CO. 


DIFFUSERS, AIR, BASEBOARD 


AIR gis ® PRODUCTS, INC. 
AUER REGIST 
HART & CO 


INC. 
RUEGER AIR CONDITIONING CO. 
LIMA REGISTER CO. 
STANDARD STAMPING & PERFORATING CO. 
TITUS MFG. CORP. 
UNITED STATES REGISTER CO. 


DIFFUSERS, AIR, CEHING 


AIR COmsae. eaucss, INC, 
AUER REGISTER CO. 


RT EY MFG. CO 
KRUEGER AIR CONDITIONING CO. 
STANDARD STAMPING & PERFORATING CO. 
TITUS MFG. CORP. 
UNITED STATES REGISTER CO. 
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DIFFUSERS, AIR, FLOOR 


A & A REGISTER CO. 
AIR CONTROL br alts INC. 
AUER REGISTER CO. 
aes eAle ix +3 nd 
ART & COOLE FG. CO. 
KRUEGER AIR CONDITIONING co 
STANDARD STAMPING & PERFORATING co. 
UNITED STATES REGISTER CO. 


DIFFUSERS, AIR, HIGH PRESSURE 
BARBER-COLMAN CO. 


DIFFUSERS, AIR, WALL 
AIR CONTROL PRODUCTS, INC. 


FG. CO 
NERAL ELECTRIC. CO., HOME HEATING AND COOL- 
NG DEPT. 
HART & COOLEY MFG. 
KRUEGER AIR CONDITIONING co. 
UNITED STATES REGISTER CO. 


DIVERTERS, DRAFT, GAS HEATER 
ADELTA MFG. CO., INC. 


DOORS, ACCESS 
AUER REGISTER CO. 


DUCT ACCESSORIES 


ADELTA MFG. CO. 

‘le FURNACE TiTTING co. 
MSTRONG FITTINGS CO. 
UCKEYE FURNACE PIPE CO 

CHAMPION. FURNACE PIPE CO. 
CHAR-GALE MFG. CO. 
HENRY FURNACE CO. 
UNIPER ELBOW CO. 
CROSSE STEEL (ROOFING & CORRUGATING CO. 
MAXWELL STEEL C 
MEYER & BRO. CO., F 
MONCRIEF FURNACE E CO. 
OHIO VALLEY HARDWARE CO., INC. 
SNAPPY INC. 
HOR METAL PRODUCTS CO., INC. 
WILLIAMSON co. 


DUCT, PREFABRICATED, METAL 


ADELTA MFG. CO. 
AWaer FURNACE FITTING co. 


CHAMPION. FURNACE PIPE CO. 
CHAR-GALE MFG. CO. 
EXCELSIOR STEEL FURNACE CO. 
Ph tnndee aeee c 


STEEL ROOFING & CORRUGATING CO. 
STEEL CO. 
o. Cc F. 
MONCRIEF FURNACE CO. 
oar VALLEY HARDWARE CoO., INC. 


T METAL PRODUCTS CO., INC. 
WILLIAMSON CoO. 


DUCT, PREFABRICATED, NON-METALLIC 
SONOCO PRODUCTS 


co. 
YORK CORP., COMMERCIAL DIV., SUBSIDIARY OF BORG- 
WARNER CORP. (Glass fiber) 


FACES, RETURN AIR 
A & A REGISTER CO. 
AIR CONTROL PRODUCTS, INC. 
AUER REGISTER CO. 


HART & COOLEY MFG. CO. 
UNITED STATES REGISTER CO. 
FANS, PROPELLER TYPE, BOOSTER, COLD AIR 


RETURN 
MCLARTY SYSTEMS 


FANS, PROPELLER TYPE, EXHAUSTERS 
VIKING AIR PRODUCTS, DIV. OF NATIONAL-U.S. 
RADIATOR CORP. 


FANS, PROPELLER TYPE, KITCHEN EXHAUST 
CHELSEA FAN & BLOWER CO., INC. 


FANS, PROPELLER TYPE, NIGHT AIR COOLING 


AMERICAN COOLAIR COR 
CHELSEA FAN & BLOWER %o., INC. 


FANS, PROPELLER TYPE, VENTILATING SYSTEM 


AMERICAN AIR FILTER <- INC. 
AMERICAN ta a CORP. 
CLARAGE FAN CO. 

PEERLESS ELECTRIC CO. 


FASTENINGS, INSULATION 
STIC-KLIP MFG. CO., INC. 


FASTENINGS, SHEET METAL 


HEXDALL CO., A. M. 
SNAPPY INC. 


FILTERS, AIR, ELECTROSTATIC 


AMERICAN AIR FILTER CO., INC 
ELECTRO-AIR CLEANER CO. 


FILTERS, AIR, GREASE 
AMERICAN AIR FILTER CO., INC. 


FILTERS, AIR, PANEL, DRY 


A C PRODUCTS, INC. 
BARNEBEY- CHENEY CO., PUR AIR DIV. 


FILTERS, AiR, PANEL, VISCOUS 


AMERICAN AIR FILTER CO., INC. 
ba ELECTRONIC ENGINEERING CcO., METAL WOOL 


EVANS CORP., GEORGE 


FILTERS, AIR, THROWAWAY 


AMERICAN AIR FILTER CO., 
BARNEBEY-CHENEY CO., PUR AiR DIV. 


FILTERS, FUEL OIL 


AUTO-FLO COR 
GENERAL FILTERS, INC. 


FIREPLACES, METAL 
MAJESTIC CO., INC. 


FITTINGS, HUMIDIFIER, WATER LINE 
MAID-O’-MIST INC. 


FLASHINGS 


AMERICAN paage co. 
HUSSEY & CO., C. G. 


FLUX FOR ALL SOLDERS 
ALLEN CO., INC., L. B. 


FRAMES, CHIMNEY CAP 
LEVOW, DAVID 
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FURNACES 


AIRTEMP DIV., CHRYSLER CORP. (General) 

ARMSTRONG FURNACE CO. (General) 

CARRIER CORP. (Gen eral) 

CONC O ENGINEERING ORKS, HEATING AND AIR CON- 
TIONING DIV. (General) 

GENERAL ELECTRIC CO., HOME HEATING AND COOL- 


EPT. (Genera 
INGERSOLL CONDI IONED AIR DIV., BORG-WARNER 
INTERNATIONAL HEATER CO. (General) 
MUELLER CLIMATROL (General) 
Oo. V. (General) 
A °O., INC. (General 
WATERMAN-WATERBURY to” General 
XXTH CENTURY HEATING & VENTILATING CO. (Genefal) 


FURNACES, FORCED WARM AIR, COUNTERFLOW 
eoy Anne RURNACE CO. 


cox 

ER & JOHNSTON CO. 
GIBSON REFRIGERATOR CO., DIV. OF HUPP CORP. 
oer cee FURNACE CO. 


EI ‘ 

HENRY FURNACE CO. 

JANITROL HEATING & AIR CONDITIONING DIV., SUR- 
FACE COMBUSTION CORP 

MAJESTIC CO., INC. 

NATIONA LYS. RADIATOR COR 


GARA FURNACE DIV., FOREST CITY FOUNDRIES 


co. 
OLSEN M FG. CO., C. A. 
PERFECTION INDUSTRIES, DIV. OF HUPP. CORP. 
RI = MOND PLUMBING FIXTURES DIV., RHEEM MFG. 


Cc 
SEQUOIA MFG. 


aS 
SMITH CO Oo. PERMAGLAS DIV. 
THERMO. PRODUCT $1 


TORIDHEET DiIv., CLE VELAND STEEL PRODUCTS PS 
ae AIR CONDITIONING CO. DIV. OF HU 


WILLIAMSON CO. 
WORTHINGTON CORP. 


FURNACES, FORCED WARM AIR, HIGHBOY 


ADVANCE FURNACE CO. 

COX MFG. CO. 

FRASER & JOHNSTON CO 

GIBSON REFRIGERATOR CO., DIV. OF HUPP CORP. 
HALL-NEAL FURNACE CO. 


HEIL CO. 

HENRY FURNACE CoO. 

as ge HEATING & a a DIV., SUR- 
a ie ta COR 

JETIRONAIRE 


FURNACE & APPLIANCE MFG. CO. 
MA ESTIC CO., 


IONAL-U.S. RADIATOR COR 
NIAGARA FURNACE DIV., FOREST CITY FOUNDRIES 


Cc 
OLSEN MFG. CO. C. A. 
PERFECTION INDUSTRIES, DIV. OF HUPP CORP. 
we, HMOND PLUMBING FIXTURES DIV., RHEEM MFG. 


UOIA MFG. CO 
ORP., a. O. eens DIV. 


CT 
IDHEE T DIV, CLEVELAND STEEL PRODUCTS Sons. 
_— AIR CONDITIONING CO., DIV. OF HUPP 


to 
WILLIAMSON co. 
WORTHINGTON CORP. 


FURNACES, FORCED WARM AIR, HORIZONTAL 
ADVANCE FURNACE CO. 


OHNSTON CO. 
UTOMATIC PRODUCTS CORP. 
HALL-NEAL FURNACE 
HEIL CO. 
HENRY FURNACE CO. 
MA ESTIC CO., INC. 
IONAL-U.S. RADIATOR CORP. 
NORMAN PROD) TS CO 


OLSEN MFG. A. 
PERFECTION Cai Se DIV. OF HUPP CORP. 
RICHMOND PLUMBING FIXTURES DIV., RHEEM MFG. 


SEQUOIA MFG. CO. 

SMITH CORP., A. O., PERMAGLAS DIV. 
THERMO-PRODUCTS IN 

TORIDHEET DIV., CLEVELAND STEEL PRODUCTS CORP. 
TYPHOON AIR CONDITIONING CO. DIV. OF HUPP 


Cc 
WILLIAMSON CO. 
WORTHINGTON CORP. 





FURNACES, FORCED WARM AIR, LOWBOY 
ADVANCE FURNACE CO. 
COX MFG. CO. 

FRASER & JOHNSTON CO. 

GIBSON REFRIGERATOR CO., DIV. OF HUPP CORP. 

HALL-NEAL FURNACE CO. 

HEIL CO. 

HENRY FURNACE CO, 

NG '& AIR CONDITIONING DIV., SUR- 


F 
ETTRONAIRE 


Cc, 
ALAMAZOO FURNACE & APPLIANCE MFG. CO, 
“A ESTIC CO 


NC. 
IONAL-U.S. RADIATOR COR 
NACE 


TAG ARA FUR DIV., FOREST CITY FOUNDRIES CO. 
OLSEN MF Ad 5% C. A. 


PATTEN C 
PERFECTION | INDUSTRIES, DIV. OF HUPP COR 
RICHMOND PLUMBING FIXTURES DIV., RHEEM MFG. 
SMITH CORP. A. O. PERMAGLAS DIV. 
THERMO- PRODUCT TS INC. 
TORIDH EET DIV., CLE VELAND STEEL PRODUCTS CORP. 
TYPHOON AIR CONDITIONING CO., DIV PP 


WILLIAMSON 
WORTHINGTON “Corr. 


FURNACES, FORCED WARM AIR, 300,000 BTUH 
AND OVER 


NATIONAL-U.S. RADIATOR CORP. 


FURNACES, SOLDERING 


INSTO-GAS CORP. 
OHNSON GAS APPLIANCE CO. 
EINER & CAMPBELL CO., INC. 


FURNACES, WARM AIR, GRAVITY 


HALL-NEAL FURNACE CO. 
HENRY FURNACE C 


KALAMAZOO FURNACE & AETLIANCE MFG. CO. 
NATIONAL-U.S. RADIATOR COR 
OLSEN MFG. CO 


Cc. A. 
— PLUMBING FIXTURES DIV., RHEEM MFG. 
WILLIAMSON CO. 


FURNACES, WARM AIR, GRAVITY, FLOOR 
ADVANCE FURNACE 


co. 
GENERAL AUTOMATIC PRODUCTS CORP. 
THERMO- PRODUCTS Nc. 


FURNACES, WARM AIR, GRAVITY, WALL 


ADVANCE FURNACE CO. 
GENERAL GAS LIGHT CO. 


GAGES, TANK, FUEL OIL 
KRUEGER SENTRY GAUGE CO. 


GATES, BLAST 


oe BROS. 
K & BLUM MPG. co. 


GRILLES, HEATING, VENTILATING AND AIR CON- 
DITIONING 


A & A REGISTER CO. 
CON RY 42 seco INC. 


INC. 
ea Gen A CONDITIONING CO. 
LIMA REGISTER 


STANDARD ) STAMPING & PERFORATING CO. 
ST le ey FG. CO., INC, 

TITUS MFG. CORP. 

UNITED STATES REGISTER CO. 


GUARDS, SNOW 
LEVOW, DAVID 
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GUTTER ACCESSORIES 


ACCURATE SHEET METAL & MFG. WORKS 
et, MFG. CO. 

INLAND STEEL PRODUCTS C 

LA Crosse STEEL ROOFING. & CORRUGATING CO. 
LEVOW, DAVID 

OBDYKE, INC., BENJA 

THOR METAL PROD CTs co. INC. 


GUTTERS 
INLAND STEEL PRODUCT 


$ co 
LA CROSSE ty “sine & CORRUGATING CO. 
OBDYKE, INC., P. 


THOR METAL ‘PROD iers co., INC. 


HAMMERS, POWER 
BURGESS THOMAS CO. 
NIELSEN, INC., &. V. 


HARDWARE, CABINET AND CASING 
NATIONAL LOCK CO. (Latches, handles, locks, hinges, knobs) 


HARDWARE, DUCT FITTING 
DURO-DYNE CORP. 


HEATERS, DUCT 


HENRY FURNACE CO. 
NORMAN PRODUCTS CO. 
OLSEN MFG. CO., C. 
REZNOR MFG. CO. 





HEATERS, UNIT 
GENERAL GAS LIGHT CO. 
ACE CO. 


OLSEN MFG. CO 
REZNOR MFG. CO. 


HEATERS, WATER, STORAGE TYPE, DOMESTIC 


PERFECTION INDUSTRIES PIV. oF HUPP CORP. 
UIET AUTOMATIC BURNER 
ORIDHEET DIV., CLEVELAND % STEEL PRODUCTS CORP. 


HOUSINGS, BLOWER AND FAN 


BRUNDAGE CO. 
CLARAGE FAN CO. 
MORRISON PRODUCTS, 
aks al FAN CORP., Div. OF UTILITY APPLIANCE 


HUMIDIFIERS, FURNACE 


AUTO-FLO COR 

AUTOMATIC HUMIDIFIER co. 

Ce eteon wo ine R CO. 

CRONSTR MF NC. 

GENERAL FILTERS, TING. 

be EES Eo RCo 

MAID.O’-MIST 

RESEARCH PRODUCTS CORP. 

SKUTTLE MFG. CO. 

VIKING AIR ers, DIV. OF NATIONAL-U.S. RA- 
DIATOR CORP 


HUMIDIFIERS, PORTABLE 
RESEARCH PRODUCTS CORP. 


INSULATION, DUCT 


GUSTIN-BACON MFG. CO 
WILSON INC., GRANT 


LIFTS, SKYLIGHT 
LEVOW, DAVID 


LOUVERS AND SHUTTERS 
DURO-DYNE COR 


ELGO SHUTTER . MFG. CO. 
SWARTWOUT CO. 


MACHINERY EQUIPMENT DISTRIBUTORS 


CENTRAL-WEST MACHINERY CO. 
REINER & CAMPBELL CO., INC. 


MACHINES, SHEET METAL WORKING, BAR FOLD- 
ING 


BETT-MARR MFG. CO. 
NIAGARA ly & Fost WORKS 


& WILCOX 
SMITH 


MACHINES, SHEET METAL WORKING, BENDING 
WHITNEY METAL TOOL CO. 


MACHINES, SHEET METAL WORKING, BRAKES 
CINCINNATI SHAPER CO. 
DREIS & KRUMP MFG. CO. 
NIAGARA MACHINE & TOOL WORKS 
PECK, STOW & WILCOX CO. 


T E. 
WHITNEY METAL TOOL CO. 


MACHINES, SHEET METAL WORKING, BRAKES, 
PORTABLE 


WHITNEY METAL TOOL CO. 


MACHINES, SHEET METAL WORKING, CLEAT BEND- 
ING 


LOCKFORMER CO. 


MACHINES, SHEET METAL WORKING, COMBINA- 
TION 


NIAGARA MACHINE & TOOL WORKS 
PECK, STOW & WILCOX CO. 


MACHINES, SHEET METAL WORKING, DOUBLE 
SEAMING, ROOF 


LOCKFORMER CO. 


MACHINES, SHEET METAL WORKING, FLANGING 
LOCKFORMER CO. 


MACHINES, SHEET METAL WORKING, GROOVING 


NIAGARA MACHINE & TOOL WORKS 
PECK, STOW & WILCOX CO. 


MACHINES, SHEET METAL WORKING, LOCK FORM- 
ING 


LOCKFORMER CO. 


MACHINES, SHEET METAL WORKING, NOTCHING 


THOR TOOL AND DIE CO. 
WHITNEY METAL TOOL CO. 


MACHINES, SHEET METAL WORKING, PAN FORM- 
ING 


DREIS & KRUMP MFG. CO. 


MACHINES, SHEET METAL WORKING, PITTSBURGH 
LOCK FORMING 


LOCKFORMER CO. 
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MACHINES, SHEET METAL WORKING, PRESSES AND 
DIES 


DREIS & KRUMP MFG. CO. 
WHITNEY METAL TOOL CO. 
MACHINES, SHEET METAL WORKING, PUNCHES 


NIAGARA MACHINE & TOOL WORKS 
WHITNEY METAL TOOL CO. 


MACHINES, SHEET METAL WORKING, SAWS, BAND 
BETT-MARR MFG. CO. 


MACHINES, SHEET METAL WORKING, SEAMING 


LOCKFORMER CO. 
PECK, STOW & WLCOX CO. 


MACHINES, SHEET METAL WORKING, SHAPE 
FORMING, MOLDING, ETC. 


LOCKFORMER CO. 


MACHINES, SHEET METAL WORKING, SHEARS, 
CIRCLE 


NIAGARA MACHINE & TOOL WORKS 
PECK, STOW & WILCOX CO 


MACHINES, SHEET METAL WORKING, SHEARS, 
ELECTRIC PORTABLE 


STANLEY ELECTRIC TOOLS DIV., THE STANLEY WORKS 


MACHINES, SHEET METAL WORKING, SHEARS, 
ROTARY, SLITTING 


STANLEY ELECTRIC TOOLS DIV., THE STANLEY WORKS 


MACHINES, SHEET METAL WORKING, SHEARS, 
SQUARING 

CINCINNATI SHAPER CO. 

NIAGARA MACHINE & TOOL WORKS 

PECK, STOW & WILCOX CO 

WHITNEY METAL TOOL CO. 

WYSONG AND MILES CO. 


MACHINES, SHEET METAL WORKING, SLIP ROLL 
FORMING 
NIAGARA MACHINE & TOOL WORKS 


PECK, STOW & WILCOX 
WYSONG AND MILES CO. 


MACHINES, SHEET METAL WORKING, SLITTING 


BEVERLY on MFG, CO. 
LOCKFORME 
WHITNEY MEG. 2o., W.A. 


MATS, EVAPORATIVE COOLER 
ALTON MFG. CO. 


METERS, AIR VELOCITY, DIRECT READING 
ANEMOSTAT CORP. OF AMERICA 


MOLDINGS AND TRIM 
MILLER & DOING 


MOTORS, ELECTRIC 


CENTURY ELECTRIC CO. 
PEERLESS ELECTRIC CO. 


NAILS 
HUSSEY & CO., C. G. (Copper) 


PARTS, REPAIR, FURNACE AND STOVE 


BRAUER SUPPLY CO., A. G. 
LIVINGSTON, INC. 


PIPE AND FITTINGS, CONDUCTOR 


CINCINNATI ELBOW C 
LA CROSSE STEEL ROOFING & — GATING CO. 
THOR METAL PRODUCTS CO., 


PIPE AND FITTINGS, FURNACE 


ADELTA MFG. CO. 
AJAX FURNACE FITTING G CO. 


CHAMPION FURNACE PIPE CO. 
o> GALE MFG. CO. 


A CROSSE STEEL ROOFING & CORRUGATING CO. 
MAXWELL STEEL CO. 

MEYER & BRO. CO., F. 

MONCRIEF FURNACE CO. 

OHIO VALLEY HARDWARE CO., INC. 

SNAPPY INC. 

WILLIAMSON co. 


PLATES, METAL 
ALLEGHENY LUDLUM STEEL CORP. 


PULLEYS 
ZATKO METAL PRODUCTS CO. 


PUMPS, CONDENSATE (for Removing Condensate 
From Air Conditioning Coils) 


LITTLE GIANT ne Co., DIV. OF LITTLE GIANT VA- 
PORIZER CO., 


PUMPS, FUEL, OiL BURNER 


SUNDSTRAND HYDRAULIC DIV. 
WEBSTER ELECTRIC CO. 


PUMPS, RECIRCULATING, EVAPORATIVE COOLER 


LITTLE GIANT PUMP CO., DIV. OF LITTLE GIANT VA- 
PORIZER CO., INC. 


PUNCHES 


DURO-DYNE COR 

THOR TOOL AND. “DIE ECO. 
WHITNEY MFG. 

WHITNEY METAL S200 co. 


PUNCHES AND SHEARS COMBINED, LEVER OPER- 
ATED 


NIAGARA MACHINE & TOOL WORKS 


REFRIGERANTS 
DU PONT DE NEMOURS & CO., INC., E. I. 


REGISTERS, HEATING, VENTILATING AND AIR 
CONDITIONING 


A & A REGISTER CO. 
an Oat ‘co INC. 


UNIPER ELBOW C NC. 
RUEGER AIR CONDITIONING co, 
LIMA (REGI ST 


STANDARD SSTAMPING 1 & PERFORATING CO. 
STEWART M FG. CO., INC. 


TITUS MFG. CORP. 
UNITED STATES REGISTER CO. 


” 
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REGULATORS, DUCT DAMPER SETS 


DURO-DYNE CORP. 
GERETT CORP., M. A 


RIDGE ROLL, SHEET METAL 
HUSSEY & CO., C. G. 


ROOFING, SHEET METAL 


AMERICAN BRASS CO. 
FOLLANSBEE STEEL CORP. 
HUSSEY 


co., 
REVERE COPPER AND BRASS INC. 


SCREWS, SHEET METAL 


PARKER-KALON DIV., GENERAL AMERICAN TRANSPOR- 
TATION CORP. 


SHEARS, THROATLESS 


BEVERLY SHEAR we yi 
WHITNEY MFG. CO., 


SHEETS, METAL, CLAD 
ALLEGHENY LUDLUM STEEL CORP. (Stainless) 


SHEETS, METAL, COPPER 
AMERICAN BRASS CO. 


HUSSEY & CO. 
REVERE COPPER AND BRASS INC. 


SHEETS, METAL, STEEL, COPPER BEARING 
BETHLEHEM STEEL CO. 


SHEETS, METAL, STEEL, GALVANIZED 
BETHLEHEM STEEL CO- 
NES & LAUGHLIN STEEL CORP. 
EPUBLIC STEEL COR 
RYERSON & SON, INC. JOSEPH T. 


UNITED STATES STEEL 
WEIRTON STEEL CO. 


SHEETS, METAL, STEEL, STAINLESS 
ALLEGHENY LUDLUM STEEL CORP. 


RYERSON & SON, INC., JOSEPH T. 
WASHINGTON STEEL CORP. 


SHEETS, METAL, STEEL, TERNE PLATE 
FOLLANSBEE STEEL CORP. 


SNIPS AND SHEARS, BENCH AND HAND 
CRESCENT TOOL C 
DIAMOND CALK HORSESHOE CO. 


AGARA MACHINE & FRB WORKS 
PECK. STOW & WILCOX co 


SOLDER, ALUMINUM 
ALLEN CO., INC., L. B. 


STAMPINGS 
MILLER & DOING 


SYSTEMS, HEATING, SMALL PIPE 


ADELTA are se” INC. 
CHAR-GALE M CO. 
fETTRONAIRE, Te. 


TOOLS, ROOFERS’ 
FREY & CO., FRANK P. 


TOOLS, SHEET METAL WORKERS’ 
CRESCENT TOOL CO. (Wrenches, pliers, hacksaws and screw 


DURO.DYNE cone. (Hand punches) 
HEXDALL co and hammers) 


M. {Seems wh 
Ry Ae og, beak, eee com) 
¢ 
MALCO PRODUCTS (Pipe _crimpers, Baw a/4 a lock 
wisiing notchers, riveting and setting hammers, scratch awls, 
‘olding tools, pipe and duct holder sets 


ts) 
MACHINE & TOOL WORKS (Hammers and groov- 
— 
PEC STOW & WILCOX CO. (Setting hammer and scratch 


aw 
RAWLPLUG CO. (Hammer attachment for drills) 


REINER & Tet ee re Drivers, clip punches, notchers) 
WHITNEY MFG. 


co A. ammers 
WHITNEY METAL TOOL CO. (Hand tools) 


TORCHES, SOLDERING AND BRAZING 
INSTO-GAS CORP. 


TRUCKS, MOTOR 
CHEVROLET MOTOR DIV., GENERAL MOTORS CORP. 


TUBING, COPPER 
HUSSEY & CO., C. G. 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL 


AIRTEMP DIV., CHRYSLER CORP. 
ARMSTRONG FURNACE CO. 
CARRIER CORP, 

COLEMAN 


“Srro ENGINEERING WORKS, HEATING AND AIR CON- 


FRASER & JOHNSTON CO. 
FRIGIDAIRE DIV., GENERAL MOTORS CORP. 
GENERAL ELECTRIC CO. HOME HEATING AND COOL- 


GIBSON REFRIGERATOR CO., DIV. OF HUPP CORP. 
HEIL CO, FURNACE CO. 


NRY FURNACE CO 
INGERSOLL CONDITIONED AIR DIV., BORG-WARNER 


c 
aeReenal tee i —_— co. 
RONAIR 


ROL 
AL-U.S. RADIATOR COR 


ON RP. 
NIAGARA FURNACE DIV., FOREST CITY FOUNDRIES Co. 
OLSEN MPG. rm . A. 


BATTEN CO 
RFE ow” INDUSTRIES, DIV. OF HUPP COR 
wae PLUMBING FIXTURES DIV., RHEEM MFG. 


Cc 
ROUND OAK . 
eee CORP. 
UTTON 


NC. 
‘oO. PERMAGLAS DIV. 
COR A , 0. A. 

THERMO. PRODUCTS INC. 


TORIDHEET DIV., CLEVELAND STEEL PROpUCTS CORP. 
—— AIR CONDITIONING CO. DIV. OF HUPP 
WATERMAN-WATERBURY C 

vr ELECTRIC “corr., AIR CONDITIONING 
Your sper ce 


co. 
K CORP. > laaaaaaed DIV., SUBSIDIARY 
WARNER COR saaeee 


UNITS, AIR CONDITIONING, EVAPORATIVE 
ALTON MFG. CO. 


UNITS, AIR CONDITIONING, HEAT PUMP 
GIBSON REFRIGERATOR CO., DIV. OF HUPP CORP. 
MAJESTIC CO. 


PERFECTION ANDUSTRIES, DIV. OF HUPP CORP. 
ROUND OAK CoO., 


For the page on which you will find the advertising of manufacturers in this issue, 
see the index to Advertisers on the last page of this yellow Directory Section 
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Products Advertised in This Issue 


UNITS, AIR CONDITIONING, STORE TYPE 
FRIGIDAIRE DIV, GENERAL MOTORS CORP. 
BSON REFRIGERATOR CO. DIV. OF RUPP, CORR. 
NATIONAL-US. RADIATOR ¢ 
PERFECTION INDUSTRIES, DIV, OF HUPP COR 
WESTINGHOUSE ELECTRIC CORP. AIR CONDITIONING 


DIv. 
WILLIAMSON CQ. 


UNITS, AIR = rage. WALL 
COLEMAN CO. 
GIBSON REFRIGERATOR CO., DIV. OF HUPP CORP. 
SUTTON CORP., IN 
TYPHOON AIR CONDITIONING CO., DIV. OF HUPP 


CORP. 
YORK CORP., COMMERCIAL DIV., SUBSIDIARY OF BORG- 
WARNER CORP. 


UNITS, AIR CONDITIONING, WINDOW 


CARRIER CORP 

FRIGIDAIRE Div, GENERAL MOTOR $ CORP. 
NATIONAL-U.S. RADIATOR COR 

PERFECTION INDUSTRIES, DIV. OF HUPP CORP. 


UNITS, HEAT STORAGE 
HEXDALL CO., A. M. 


VALVES, GAS, SAFETY PILOT 
MILWAUKEE GAS SPECIALTY CO 


VALVES, HUMIDIFIER, WATER LEVEL 
MAID-O’-MIST INC. 


VENTILATORS, ROOF, FAN 
CLARAGE FAN CO. 
PE § ELECTRIC CO. 
SWA UT CO. 


VENTILATORS, ROOF, GRAVITY 


Pe HEET METAL & MFG. WORKS 
wee EQUIPMENT CO. 


' WASHERS, AIR, HEATING AND VENTILATING 


CLARAGE FAN CO. 


WHEELS, BLOWER 
BRUNDAGE CO. 


R CO. 
MORRISON PRODUCTS, INC. 
ee FAN CORP., DIV. OF UTILITY APPLIANCE 


WHOLESALERS, HEATING EQUIPMENT 
ALTER CO., INC. HARRY | 
BRAUER SUPPLY CO., 


FAMOUS FURNACE re 
LIVINGSTON, INC. 


WIRE 
HUSSEY & CO., C. G. 


For the page on which you will find the advertising of manufacturers in this issue, 


see the Index to Advertisers on the 
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1957 DIRECTORY OF WARM AIR HEATING, RESIDENTIAL 
AIR CONDITIONING AND SHEET METAL PRODUCTS 


[Part 2 — ALL PRODUCTS CLASSIFIED] 





ABSORBERS, SOUND 


Industrial Acoustics Co., Inc., New York, N. Y. 

Industrial Sound Control Dept., Metal Products Div., Koppers 
Co., Inc., Baltimore, Md. 

L.O.F Glass Fibers Co., Toledo, O. 


ADHESIVES, AIR FILTER (FOR RECOATING) 
See Oils, For Coating Viscous Air Filters 


ADHESIVES, BONDING 


Armstrong Cork Co., Lancaster, Pa. 

Goodrich Industrial Products Co., B. F., Akron, O. 
Magic Chemical Co., Brockton, Mass. 

Moore, Inc., Goodloe E., Danville, Ill. 

Products Research Co., Los Angeles, Calif. 

Rubber and Asbestos Corp., Bloomfield, N. J. 


ADHESIVES, INSULATION 


Armstrong Cork Co., Lancaster, Pa. 
Duro-Dyne Corp., New Hyde Park, L.I., N. Y. 
Forty-Eight Insulations, Inc., Aurora, III. 
Insul-Mastic Corp. of America, Summit, III. 
Magic Chemical Co., Brockton, Mass. 
Minnesota Mining & Mfg. Co., Adhesives & Coatings Div., 
Detroit, Mich. 
Miracle Adhesives Corp., New York, N. Y. 
Moore, Inc., Goodloe E., Danville, Ill. 
West Chester Chemical Co., West Chester, Pa. 
Wilson, Inc., Grant, Chicago, Ill. 


ADSORBERS, ODOR 


Abbeon Supply Co., Jamaica, N. Y. 

Barnebey-Cheney Co., Pur Air Div., Columbus, O. 

Carbide & Carbon Chemicals Co., Div. Union Carbide & Carbon 
Corp., New York, N. Y. 

Connor Engineering Corp., Danbury, Conn. 

Manning Co., Charles E., Pittsburgh, Pa. 

Radex Corp., Chicago, Ill. 

Research Products Corp., Madison, Wis. 


AIR CLEANERS 
See Filters, Air, Electrostatic 


AIR CONDITIONING UNITS 
See Units, Air Conditioning 


AIR DIFFUSERS 
See Diffusers, Air 


AIR FILTERS 
See Filters, Alr 


AIR FRESHENING COMPOUNDS 
See Compounds, Air Freshening 


AIR METERS 


See Meters, Air; Anemometers 


AIR, PURIFICATION 
See Adsorbers, Odor 


AIR STERILIZERS 
See Sterilizers, Air 


AIR TUBES, OIL BURNER 


See Burner Parts, Oli 


AIR WASHERS 
See Washers, Air 


ALARMS, HEATING PLANT FAILURE 
Custom Mfg. Co., Chicago, IIl. 


ALUMINUM COATED SHEETS 


See Sheets, Metal, Steel, Aluminum Coated 


ALUMINUM PIPE 
See Tubing, Aluminum 


ALUMINUM SHEETS 
See Sheets, Metal, Aluminum 


ANALYZERS, CO., PORTABLE 


Bacharach Industrial Instrument Co., Pittsburgh, Pa. 
Defender Instrument & Regulator Co., Boody, Ill. 
Dwyer Mfg. Co., F. W., Michigan City, Ind. 
Ellison Draft Gage Co., Inc., Chicago, III. 
Engelhard, Inc., Chas., East Newark, N. J. 

General Scientific Equipment Co., Philadelphia, Pa. 
Hays Corp., Michigan City, Ind. 

Permutit Co., New York, N. Y. 

Preferred Utilities Mfg. Corp., New York, N. Y. 
Thermco Laboratories, Michigan City, Ind. 
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Uehling Instrument Co., Paterson, N. J. 
Victory Engineering Corp., Union, N. J. 


ANCHORS, DUCT AND PIPE 


Accurate Sheet Metal & Mfg. Works, Chicago, Ill. 
Southern Mist Products Co., Evanston, Ill. 
Williamson Co., The, Cincinnati, O. 


ANEMOMETERS 


Bacharach Industrial Instrument Co., Pittsburgh, Pa. 

Detroit Air Conditioning Service Co., Detroit, Mich. 

Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Friez Instrument Div., Bendix Aviation Corp., Baltimore, Md. 

General Scientific Equipment Co., Philadelphia, Pa. 

Hastings-Raydist, Inc., Hampton, Va. 

Hill & Co., E. Vernon, Lake Geneva, Wis. 

Illinois Testing Laboratories, Inc., Chicago, Ill. (Thermo-electri- 
cal) 

Taylor Instrument Companies, Rochester, N. Y. 

Willson Products, Inc., Reading, Pa. 


ANGLE IRON BENDING MACHINES 


See Machines, Sheet Metal Working, Angle Iron Bending 


ANGLES, ANGLE RINGS, BARS, BEAMS, 
CHANNELS AND TEES 


Acme Steel Co., Chicago, Ill. 

Allegheny Ludlum Steel Corp., Pittsburgh, Pa. 
Aluminum Co, of America, Pittsburgh, Pa. 

American Brass Co., Waterbury, Conn. 

Armco Steel Corp., Middletown, O. (Stainless steel) 
Bethlehem Steel Co., Bethiehem, Pa. 

Byers Co., A. M., Pittsburgh, Pa. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Chicago Metal Mfg. Co., Chicago, II. 

Dahlstrom Metallic Door Co., Jamestown, N. Y. 
Dow Chemical Co., Midland, Mich. 

Harvey Aluminum, Torrance, Calif. 

Inland Steel Co., Chicago, Ill. 

Inland Steel Products Co., Milwaukee, Wis. 
International Steel Co., Evansville, Ind. 

Jones & Laughlin Steel Corp., Pittsburgh, Pa, 

Kirk & Blum Mfg. Co., Cincinnati, O. 

Laclede Steel Co., St. Louis, Mo. 

National Metal Fabricators, Chicago, Ill. 

Penn Metal Co., Inc., New York, N. Y. 

Republic Stee] Corp., Cleveland, Ohio. 

Revere Copper & Brass Inc., New York, N. Y. 
Reynolds Metals Co., Louisville, Ky. 

Rolled Steel Corp., Skokie, Ill. 

Tennessee Coal & Iron Div., U. S. Steel Corp., Fairfield, Ala. 
Truscon Steel Div., Republic Steel Corp., Youngstown, Ohiv. 
United States Steel Corp., Pittsburgh, Pa. 
Youngstown Sheet & Tube Co., Youngstown, Ohio. 


ARC WELDERS 


See Welders, Arc 


ARC WELDING ELECTRODES 


See Rods, Welding 


ASBESTOS BOARD 


See Sheets, Non-Metallic 


ASBESTOS PAPER 


See Paper, Asbestos 
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ATTIC FANS 
See Fans, Night Air Cooling 


AUTOMATIC HUMIDIFIERS 


See Humidifiers, Furnace 


AWNINGS, SHEET METAL 
Air Control Products, Inc., Coopersville, Mich. 
Alumatic Corp. of America, Milwaukee, Wis. 
Cramer Mfg. Co., Canton, O. 
KoolVent Metal Awning Corp. of America, Pittsburgh, Pa. 
Mapes Industries, Inc., Lincoln, Nebr. 
Martin Stamping & Stove Co., Huntsville, Ala. 
Sundrella Mfg. Co., Phoenix, Ariz. 
Wagner Awning & Mfg. Co., Cleveland, Ohio. 


BAFFLES, COMBUSTION CHAMBER 


Amerform Corp., Philadelphia, Pa. 

Barclay, Inc., Robt., Chicago, Ill. 

Boston Machine Works Co., Lynn, Mass. 

Coogan Co., Inc., Frank J., Pittsburgh, Pa. 

Fieser Co., F. J.. New York, N. Y. 

Fulton Steelcraft Co., Swanton, O. 

Harvey, Inc., Sid, Valley Stream, N. Y. 
Insulation & Refractories Co., Webster, N. Y. 
Insul-Lyte Corp., Div. of Plibrico Co., River Rouge, Mich. 
Iron-Hide Sales Co., Matawan, N. J. 

Oil Equipment Mfg. Co., New Haven, Conn. 
Quigley Co., Inc., New York, N. Y. 

Refractory & Insulation Corp., New York, N. Y. 
Robinson Insulation Co., Great Falls, Mont. 

S. O. S. Products Co., Inc., Brooklyn, N. Y. 

Stark & Co., H. W., Ann Arbor, Mich. 
Vape-O-Plate Sales Corp., Janesville, Wis. 

Zeh Co., Inc., Passaic, N. J. 


BAGS, DUST RECOVERY 


Day Co., Minneapolis, Minn. 

Master-Craft Supply Co., Inc., Haverstraw, N. Y. 
Raybestos-Manhattan, Inc., Manheim, Pa. 
Wagner Awning & Mfg. Co., Cleveland, Ohio. 


BALANCING EQUIPMENT, FAN 


Bear Mfg. Co., Rock Island, Ill. 
Gisholt Machine Co., Madison, Wis. 


BAND SAWS 
See Machines, Saws, Band 


BAR FOLDERS 
See Machines, Bar Folding 


BAROMETRIC DRAFT DAMPERS 
See Dampers, Draft, Barometric; Draft Diverters 


BARRIERS, BIRD, METAL, PRONGED 
Nixalite Co. of America, Davenport, Ia. (Stainless steel) 


BARRIERS, VAPOR 
For Craw! Spaces 
American Sisalkraft Corp., Attleboro, Mass. 
Bird & Son, Inc., East Walpole, Mass. 


Delta Co., The, Chicago, Ill. 
Lexsuco, Inc., Cleveland, O. 


ld 





McLaurin-Angier Co., Needham Heights, Mass. 
Meadows, Inc., W. R., Elgin, Il. 

National Mfg. Corp., Tonawanda, N. Y. 
Richkraft Co., The, Chicago, Ill. 


BARS 
See Angles, Bars, Beams, Channels, and Tees 


BASEBOARD REGISTERS 
See Diffusers, Air, Baseboard 


BASES AND PADS, VIBRATION ISOLATING 


Alexander Brothers Belting Co., Philadelphia, Pa. 
Barry Controls Inc., Watertown, Mass. 

Buffalo Forge Co., Buffalo, N. Y. 

Celotex Corp., Chicago, III. 

Clarage Fan Co., Kalamazoo, Mich. 

Division Lead Co., Chicago, Ill. 

Felters Co., Inc., Boston, Mass. 

Firestone Industries Products Co., Akron, O. 


General Tire & Rubber Co., Industrial Products Div., Wabash, 


Ind. 
Goodrich Co., B. F., Sponge Products, Shelton, Conn. 
Goodrich Industrial Products Co., B. F. Akron, O. 
Hobsite Products Co., Inc., Harrison, N. J. 
Johns-Manville, New York, N. Y. 
Korfund Co., Inc., Long Island City, N. Y. 
L. O. F Glass Fibers Co., Toledo, O. 
Lord Mfg. Co., Erie, Pa. 
Lovejoy Flexible Coupling Co., Chicago, Ill. 
MB Mie. Co., Div. of Textron American, Inc., New Haven, 


Conn. 
Mundet Cork Corp., Brooklyn, N. Y. 
National Cork Co., Englewood, N. J. 
National Lead Co., New York, N. Y. 
New York Belting & Packing Co., Passaic, N. J. 
Raybestos-Manhattan, Inc., Passaic, N. J. 
Robinson Aviation, Inc., Teterboro, N. J. 
United Cork Cos., Kearny, N. 


J. 

United States Rubber Co., New York, N. Y. 
Vibration Eliminator Co., Long Island City, N. Y. 
Vibration Mountings, Inc., Corona, N. Y. 
Wagner Awning & Mfg. Co., Cleveland, Ohio. 
Western Felt Works, Chicago, III. 


BATHS, TINNING 


Division Lead Co., Summit, IL 
Eclipse Fuel Engineering Co., Rockford, Ill 
Farrelloy Co., Philadelphia, Pa 


BEADERS 
See Machines, Beading 


BEAMS 


See Angles, Bars, Beams, Channels, and Tees 


BEARINGS, PILLOW BLOCK 


Ahlberg Beating Co., Chicago, Til. 

Air Controls, Inc., Cleveland, Ohio. 

Anti-Friction Bearings Co., Los Angeles, Calif. 
Chain Belt Co.; Milwaukee, Wis. 

Chicago Die Casting Mfg. Co., Chicago, Ill. 
Congress Drives Div., Tann Corp., Detroit, Mich 
Dodge Mfg. Corp., Mishawaka, Ind. 

Fafnir Bearing Co., The, New Britain, Conn 
Freed Products Co., Moline, Ill. 

Goldens’ Foundry & Machine Co., Columbus, Ga. 
Jones Machinery Div., Hewitt-Robins Inc., Chicago, III 
Lau Blower Co., Dayton, Ohio. 

Link-Belt Co., Chicago, Ill. 

Norma-Hoffmann Bearing Corp., Stamford, Conn 
Plymouth Industries, Inc., Plymouth, Ind. 

Randall Graphite Bearings, Inc., Chicago, I)! 
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Royersford Foundry & Machine Co., Royersford, Pa. 
Seco-Lite Mfg. Co., St. Louis, Mo. 

Shafer Bearing Div., Chain Belt Co., Downers Grove, Ill. 
SKF Industries, Inc., Philadelphia, Pa. 

Stephens-Ada: Mfg. Co., Aurora, Ill. 

Triangle Mfg. Co., Oshkosh, Wis. 

Vernco Corp., Columbus, Ind. 

Whiteley Bearing Corp., Chicago, Ill. 

Wood's Sons Co., T. B., Chambersburg, Pa. 


BELTS, V 


Allis-Chalmers Mfg. Co., Milwaukee, Wis. 

American Pulley Co., Philadelphia, Pa. 

Browning Mfg. Co., Inc., Maysville, Ky. 

Congress Drives Diy. Tann Corp., Detroit, Mich. 

Dayton Rubber Co., Dayton, Ohio. 

DoALL Co., Des Plaines, Hl. 

Dodge Mfg. Corp., Mishawaka, Ind. 

Durkee-Atwood Co., Minneapolis, Minn. 

Firestone Industrial Products Co., Akron, O. 

Gates Rubber Co., Denver, Colo. 

Goodrich Industrial Products Co., B. F., Akron, Ohio. 

Goodyear Tire & Rubber Co., Inc., Akron, Ohio. 

Jones Machinery Div., Hewitt-Robins Inc., Chicago, III. 

Lovejoy Flexible Coupling Co., Chicago, Ill. 

Manhcim Mfg. & Belting Co., Manheim, Pa. 

Maurcy Mfg. Cortp., Chicago, Til. 

New York Belting & Packing Co., Passaic, N. J. 

Pyott Féundty & Machine Co., Chicago, Il. 

Raybestos-Manhattan, Inc., Passaic, N. J. 

Replacement Parts, Inc., Euclid, O. 

Republic Rubber Div., Lee Rubber & Tire Corp., Youngstown, 
Ohio. 

Thermoid Co., Trefiton, N. J. 

United States Rubber Co., New York, N. Y. 

Wood's Sons Co., T. B., Chambersburg, Pa. 

Worthington Corp., Harrison, N. J. 

Zatko Metal Products Co., Euclid, O. 


BENCH ACCESSORIES 
See Tools, Sheet Metal Workers’ 


BENDERS, (ANGLE, ETC.) 
See Machines, Benders 


BINS AND SHELVING 
See Lockers, Metal 


BLADES, BAND AND HACK SAW 


Atkins Saw Div., Borg-Warner Corp., Indianapolis, Ind 
Chicago Pneumatic Tool Co.. New York, N. Y. 
Disston Div., Henry, H. K. Porter Co., Inc., Philadelphia, Pa. 
Independent Blade Co., East Haven, Conn. 

Malco Products, Minneapolis, Minn. 

Millers Falls Co., Greenfield, Mass. 

Price & Rutzebeck, Hayward, Calif. 

RCS Too! Corp., Bloomington, III. 

Saw-Mor Tool & Blade Co., Chicago, 11. 

Simonds Saw & Steel Co., Fitchburg, Mass. 

Thor Power Tool Co., Chicago, Ill, 


BLADES, PROPELLER FAN 


Ackermann Mfg. Co., Wheeling, W. Va. 
Aerovent Fan Co., Piqua, Ohio. 

Air Controls, Inc., Cleveland, Ohio. 

Airmaster Corp., Chicago, III. 

American Coolair Corp., Jacksonville, Fla. 
Berns Air King Corp., Chicago, III. 

Brookside Products, Go., Inc.,,.McCordsville, Ind. 
Burden Co., Alan E., Los Angeles, Calif. 

C & H Air Conditioning Fan Co., Inc., Atlanta, Ga. 
Champion Blower & Forge Co., Lancaster, Pa. 
Chelsea Fan & Blower Co., Inc., Irvington, N. J 
Chicago Blower Corp., Franklin Park, Ill. 
Dallas Engineering Co., Inc., Dallas, Texas 
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Dana Fan & Blower Corp., Cincinnati, Ohio. 
Dayton Rubber Co., Dayton, oO 

Dual-Air Fan Co., Hampshire, Ill. 

Electrovent Fan & Mfg. Co., Chicago, II. 

Frigid, Inc., Brooklyn, N. Y. 

International Engineering, Inc., Dayton, Ohio. 
Kloppenborg Aluminum Foundry, Davenport, Iowa. 
Lakewood Engineering & Mfg. Co., Chicago, Ill. 
Martin Fan & Blower Co., Chicago, III. 

Meier Electric & Machine Co., Indianapolis, Ind. 
Morrill Motors, Inc., Fort Wayne, Ind. 

Myers Electric Co., Pittsburgh, Pa. 

Revcor Inc., Carpentersville, Ill. 

Peerless Electric Co., Warren, Ohio. 

South Bend Air Products, Inc., South Bend, Ind. 
Skinner Heating & Ventilating Co., Inc., St. Louis, Mo. 
Standard Electric Mfg. Co., Inc., West Berlin, N. J. 
Thermal Industries, Indio, Calif. 

Torrington Mfg. Co., Torrington, Conn. 

Vernco Corp., Columbus, Ind. 

Wind-Way Fan & Ventilator Co., New Orleans, La. 


BLAST GATES 
See Gates, Blast 


BLOWER CONTROLS 
See Controls, Blower, Speed Changing 


BLOWER-FILTER UNITS, WARM AIR FURNACE 
Filter and fan only 


Adelta Mfg. Co., Philadelphia, Pa. 

Advance Furnace Co., Wichita, Kans. 

Air Conditioning Equipment Co., Minneapolis, Minn. 

Air Controls, Inc., Cleveland, Ohio. 

Aladdin Heating Corp., San Leandro, Calif. 

American Furnace Co., St. Louis, Mo. "See 
American Radiator & Standard Sanitary Corp., Air Conditioning 


Div., New York, N. Y. 
Auburn Burner Co., Auburn, Ind. 
Bard Mfg. Co., Bryan, Ohio. 
Bovee Furnace Works, Waterloo, Iowa. 
B Co., Kalamazoo, Mich. 


Bryant Mfg. Co., netlenspe Ind. 

Campbell Heating Co., Des Moines, Iowa. 
Corbman Bros., Inc., Philadelphia, Pa. 

Crane Co., Chicago, Til. 

Dana Fan. & Blower Corp., Cincinnati, Ohio. 
Delta Heating Corp., Trenton, N. J. 

Firewel Co., Inc., Buffalo, N. Y. 

Furblo Co., Hermansville, Mich. 

Green Colonial Furnace Co., Des Moines, Iowa. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Heating Assurance, Inc., Spokane, Wash. 

Henry Furnace Co., Medina, Ohio. 
International Heater Co., Utica, N. Y. 
International Oil Burner Co., St. Louis, Mo. 
Jackson & Church Co., Saginaw, Mich. 

Keith Furnace Co., Des Moines, Ia. 

Lau Blower Co., Dayton, Ohio. 

Lennox Industries Inc., Marshalltown, Iowa. 
Made-Rite Co., Inc., Newport, Ky. 

MaGirl Foundry & "Furnace Co., Wicheilncaees Ill. 
Majestic Co., Inc., Huntington, Ind. 

Martin Fan & Blower Co., Chicago, IIL 
Mayflower Air Conditioners, Inc., St. Paul, Minn. 
Meyer Furnace Co., Peoria, ill. 

Miller-Church Ind., Eaton Rapids, Mich. 
Mueller Climatrol, Milwaukee, Wis. 


Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 


Norman Products Co., Inc., Columbus, O. 
Olsen Mfg. Co., C. A., Elyria, Ohio. 

Peerless Corp., Indianapolis, Ind. 

Peerless Electric Co., Warren, Ohio. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Premier Furnace Co., Dowagiac, Mich. 

Round Oak Go., Inc., Dowagiac, Mich. 

Royal Products Co., Waterloo, Ia. 

Rybolt Heater Co., Ashland, Ohio. 

Sandberg Mfg. Co., Portland, Ore. 
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Bee Furnace Co., San Francisco, Calif. 
urb-O-Tube Furnace, Inc., Buffalo, N. Y. 
Viking i Air Products Div., National-U. S. Radiator Corp., Cleve- 


Wonrmnan: Wanalionay Co., Minneapolis, Minn. 
Western Blower Co., Seattle, Wash. 
Williamson Co., The, Cincinnati, Ohio. 

Zick Sheet Metal Works, Dearborn, Mich. 


BLOWER HOUSINGS 
See Housings, Blower and Fan 


BLOWER-WASHER UNITS, WARM AIR FURNACE 


Air Stream Filter Corp., St. Louis, Mo. 
Bishop & Babcock Mfg. Co., Cleveland, Ohio. 
Miller-Church Ind., Eaton Rapids, Mich. 


BLOWER WHEELS 
See Wheels, Blower 


BLOWERS, DUCT, CENTRIFUGAL 


Iig Electric Ventilating Co., a agi Ill. 
Phelps Mfg. Co., Little Rock, Ar 


Airfan Engineeri ing Co., Los i on Calif. 
Aladdin Heating » San Leandro, Calif. 
Ammerman Co., Inc., Minnea i 


Barry Blower Co., Minneapolis, Minn. 

Bayley Blower Co., Milwaukee, Wis. 

Billmyre Blower Div., Lamson Corp., Syracuse, N. Y. 
Brookside Products Co., Inc., McCordsville, Ind. 


Brundage Co., 
Buffalo Forge Co., N. Y. 
Carolina Blower Co., Inc., Greensboro, N, C. 
Century Fan & Ventilator Co., Inc., Stamford, Conn. 
Champion Blower & Forge Co., Lancaster, Pa. 
Chelsea Fan & Blower Co., Inc., Plainfield, N. ae 
Chicago Blower Co: . Franklin Park, Ill. 
Clarage Fan Co., Mich. 
cr cigs 
an & Mfg 
Frigid, Inc., Brooklyn, N 
Garden City Fan Co., Ciao. lil. 
General oer Co., Morton Grove, Hl. 
a SS . Wi Imington, Del. _( viene) 
Ilg Electric < Ventilating Co., 
Industrial Plastic Fabricators, Inc., lis Mass, 
Kice Metal Products Co., Wichita, Kans, 
Martin Fan & Blower Co., Chicago, Iil, 
ber te er & Sons, Inc., W. W., Skokie, Ill. 
n Products, Herman, “American Air Filter Co., Inc., Louis- 


ville, Ky. 
New York Blower Co., Chicago, Ill. 
Northern Blower Co., Cleveland, Ohio. 
Peerless Electric Co., Warren, O. 
pecive Co, Uae Ba A 

ower 
Mrs ver Mig. C Co., on oh FET 
Redmond Distributors, Inc., Owosso, Mich. 
Rees Blow Pipe Mfg. Co., Berkeley, Calif. 
S & C Mf, fg. ., Cincinnati, O 
Skinner Htg. & Vent. Co., St. Louis, Mo. 
Spencer Turbine Co., Hartford, Conn. 
United States Air Conditionin, Corp., Philadelphia, Pa. 
ee Corp., Div. of Utility Appliance Corp., Los Ange- 


Wing Mfg. Co., L. J., Linden, N. J. 


BLOWERS, FORCED DRAFT, ASH PIT 


Aladdin Heating Corp., San Leandro, Calif. 
American Blower Corp., Detroit, Mich. 
Babbin, Inc., New York, N. Y. 





Bayley Blower Co., Milwaukee, Wis. 
Buffalo Forge Co., Buffalo, N. Y. 

Champion Blower & Forge Co., Lancaster, Pa. 
Clarage Fan Co., Kalamazoo, Mich. 

Coppus Engineering Corp., Worcester, Mass. 
Fasco Industries, Inc., Rochester, N. Y 

Gallaher Co., Omaha, Nebr. 

Garden City Fan Co., Chicago, IIl. 

General Blower Co., Morton Grove, IIl. 

General Blower Co., Inc., Philadelphia, Pa. 
International Engineering, Inc., Dayton, Ohio. 

Joy Mfg. Co., Pittsburgh, Pa. 

Kol-Master Corp., Oregon, Ill. 

Lehigh Fan & Blower Co., Allentown, Pa. 

Martin Fan & Blower Co., Chicago, Il. 

Power Engineering Co., Chicago, Ill. 

Robinson Ventilating Co., Zelienople, Pa. 

Small Motors, Inc., Chicago, Ill. 

Standard Electric Mfg. Co., Inc., West Berlin, N. J. 
Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 
Wing Mfg. Co., L. J., Linden, N. J. 


BLOWERS, FURNACE AND AIR CONDITIONING 
UNIT, CENTRIFUGAL 


Air Conditioning Equipment Co., Minneapolis, Minn. 
Air Controls, Inc., Cleveland, Ohio. 

Airfan Engineering Co., Los Angeles, Calif. 
Aladdin Heating Corp., San Leandro, Calif. 

Alloy Propeller Co., Zelienople, Pa. 

American Blower Corp., Detroit, Mich. 

American Foundry & Furnace Co., Bloomington, III. 
American Furnace Co., St. Louis, Mo. 

Auburn Burner Co., Auburn, Ind. 

Barry Blower Co., Minneapolis, Minn. 

Bishop & Babcock Mfg. Co., Cleveland, Ohio. 
Brookside Products Co., Inc., McCordsville, Ind. 
Brundage Co., Kalamazoo, Mich. 

Buffalo Forge Co., Buffalo, N. Y. 

Campbell! Heating Co., Des Moines, Iowa. 

Century Fan & Ventilator Co., Stamford, Conn. 
Champion Blower & Forge Co., Lancaster, Pa. 
Chicago Blower Corp., Franklin Park, Ill. 

Clarage Fan Co., Kalamazoo, Mich. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Eclipse Fuel Engineering Co., Rockford, Ill. 

Freed Products Co., Moline, Ill. 

Frigid, Inc., Brooklyn, N. Y. 

Furblo Co., Hermansville, Mich. 

Garden City Fan Co., Chicago, Ill. 

General Blower Co., Morton Grove, Ill. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Holub Industries, Inc., Sycamore, Ill. 

Iig Electric Ventilating Co., Chicago, Ill. 

Lau Blower Co., Dayton, Ohio. 

Lennox Industries Inc., Marshalltown, Iowa. 
MaGirl Foundry & Furnace Co., Bloomington, Ill. 
Majestic Co., Inc., Huntington, Ind. 

Martin Fan & Blower Co., Chicago, Ill. 

Mauer Engineering, Evanston, Il. 

Meyer Furnace Co., Peoria, Ill. 

Miller-Church Ind., Eaton Rapids, Mich. 

Morrison Products, Inc., Cleveland, Ohio. 
Mountain States Equipment Co., Denver, Colo. 
Peerless Electric Co., Warren, Ohio. 

Premier Furnace Co., Dowagiac, Mich. 

Skinner Heating & Ventilating Co., Inc., St. Louis, Mo. 
Standard Electric Mfg. Co., Inc., West Berlin, N. J. 
Torrington Mfg. Co., Torrington, Conn. 

Tuck-Aire Furnace Co., San Francisco, Calif. 
United States Air Conditioning Corp., Philadelphia, Pa. 


Utility Fan Corp., Div. of Utility Appliance Corp., Los Ange- 


les, Calif. 


= Air Products Div., National-U. §. Radiator Corp., Cleve- 
land, O 

Waterman-Waterbury Co., Minneapolis, Minn. 

Western Blower Co., Seattle, Wash. 

Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 
Zick Sheet Metal Works, Dearborn, Mich. 


BLOWERS, INDUCED DRAFT, SMOKE PIPE 


Aladdin Heating Corp., San Leandro, Calif. 
American Blower Corp., Detroit, Mich. 
American Foundry & Furnace Co., Bloomington, III. 
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Ammerman Co., Inc., Minneapolis, Minn. 

Autogas Co., Bellwood, IIl. 

Babbin, Inc., New York, N. Y. 

Bayley Blower Co., Milwaukee, Wis. 

Century Fan & Ventilator Co., Inc., Stamford, Conn. 

Chicago Blower Corp., Franklin Park, Ill. 

DeBothezat Fans Div., American Machine & Metals, Inc., Mo- 
line, Ill. 

Garden City Fan Co., Chicago, Ill. 

General Blower Co., Morton Grove, Ill. 

Kisco Boiler & Engineering Co., St. Louis, Mo. 

Lehigh Fan & Blower Co., Allentown, Pa. 

Little Burner Co., Inc., H. C., San Rafael, Calif. 

Martin Fan & Blower Co., Chicago, Ill. 

Mueller Climatrol, Milwaukee, Wis. 

Perfection Industries, Div. of Hupp Corp., Cleveland, Ohio. 

Power Engineering Co., Chicago, Il. 

Preferred Utilities Mfg. Corp., New York, N. Y. 

Quickdraft Co., Canton, O. 

Smal! Motors, Inc., Chicago, Ill. 

Therm Oil Burner Co., Seattle, Wash. 

Tjernlund Mfg. Co., St. Paul, Minn. 

Viking Mfg. Corp., Cleveland, Ohio. 

Whitty Co., Inc., Boston, Mass. 

Wing Mfg. Co., L. J., Linden, N. J. 


BLOWERS, MATERIAL HANDLING 


American Air Filter Co., Inc., Louisville, Ky. 

Bayley Blower Co., Milwaukee, Wis. 

Clarage Fan Co., Kalamazoo, Mich. 

Day Co., Minneapolis, Minn. 

Garden City Fan Co., Chicago, Ill. 

General Blower Co., Morton Grove, Ill. 

Ilg Electric Ventilating Co., Chicago, III. 

Kice Metal Products Co., Wichita, Kans. 

Nelson Products, Herman, American Air Filter Co., Inc., Louis- 
ville, Ky. 

New York Blower Co., Chicago, III. 

Phelps Mfg. Co., Little Rock, Ark. 

Spencer Turbine Co., Hartford, Conn. 


BLOWERS, VENTILATING SYSTEM (CAPACITY 
4000 CFM UP) 


Aerovent Fan Co., Inc., Piqua, O. 

Air Controls, Inc., Cleveland, Ohio. 

Airfan Engineering Co., Los Angeles, Calif. 

Aladdin Heating Corp., San Leandro, Calif. 

American Blower Corp., Detroit, Mich. 

American Foundry & Furnace Co., Bloomington, III. 

Ammerman Co., Inc., Minneapolis, Minn, 

Arex Co., Chicago, Ill. 

Babbin, Inc., New York, N. Y. 

Barry Blower Co., Minneapolis, Minn. 

Bayley Blower Co., Milwaukee, Wis. 

Berns Air King Corp., Chicago, Ill. 

Bishop & Babcock Mfg. Co., Cleveland, Ohio. 

Brookside Products Co., Inc., McCordsville, Ind. 

Buffalo Forge Co., Buffalo, N. Y. 

Campbell Heating Co., Des Moines, Iowa. 

Campbell Co., E. K., Kansas City, Mo. 

Century Fan & Ventilator Co., Inc., Stamford, Conn. 

Champion Blower & Forge Co., Lancaster, Pa. 

Chelsea Fan & Blower Co., Inc., Plainfield, N. J. 

Chicago Blower Corp., Franklin Park, Ill. 

Clarage Fan Co., Kalamazoo, Mich. 

Commercialaire Corp. of America, Brooklyn, N. Y. 

Coppus Engineering Corp., Worcester, Mass. 

Day Co., Minneapolis, Minn. 

DeBothezat Fans Div., American Machine & Metals, Inc., East 
Moline, Ill. 

Electrovent Fan & Mfg. Co., Chicago, III. 

Frigid, Inc., Brooklyn, N. Y. 

Furblo Co., Hermansville, Mich. 

Garden City Fan Co., Chicago, Ill. 

General Blower Co., Morton Grove, Ill. 

General Blower Co., Inc., Philadelphia, Pa. 

Hartzell Propeller Fan Co., Div., Castle Hills Corp., Piqua, 
Ohio. 

Heil Process Equipment Corp., Cleveland, O. (Plastic) 

lig Electric Ventilating Co., Chicago, Ill 

Industrial Plastic Fabricators, Inc., Norwood, Mass. 

International Engineering, Inc., Dayton, Ohio. 
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Joy Mfg. Co., Pittsburgh, Pa. 

King Co., Owatonna, Minn. 

MaGirl Foundry & Furnace Co., Bloomington, III. 

Marlo Coil Co., St. Louis, Mo. 

Martin Fan & Blower Co., Chicago, III. 

Meyer & Sons, Inc., W. W., Skokie, Ill. 

Moore Co., Marceline, Mo. 

Mountain States Equipment Co., Denver, Colo 

National Engineering & Mfg. Co., Sedalia, Mo. 

Nelson Products, Herman, American Air Filter Co., Inc., 
Louisville, Ky. 

Newcomb-Detroit Co., Detroit, Mich. 

New York Blower Co., Chicago, III. 

Niagara Blower Co., New York, N. Y. 

Peerless Electric Co., Warren, Ohio. 

Phelps Mfg. Co., Little Rock, Ark. 

Power Engineering Co., Chicago, III. 

Robinson Ventilating Co., Zelienople, Pa. 

Skinner Heating & Ventilating Co., Div. St. Louis Blow Pipe 
& Heater Co., St. Louis, Mo. 

Standard Electric Mfg. Co., Inc., West Berlin, N. J. 

Trane Co., LaCrosse, Wis. 

United States Air Conditioning Corp., Philadelphia, Pa. 

Utility Fan Corp., Div. of Utility Appliance Corp., Los An- 
geles, Calif. 

Western Blower Co., Seattle, Wash. 

Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 

Wing Mfg. Co., L. J., Linden, N. J. 


BLOWING MACHINES, INSULATION 


Babbin, Inc., New York, N. Y. 

Insulating Equipment Co., Chicago, Ill 

Molloy Machine Corp., Chicago, III. 

Rotary Compressor Blower Co., Grove City, Pa. 
Superior Mfg. Co., Inc., Alexandria, Ind. 
Universal Insulating Machine Co., Van Wert, O. 


BLOW PIPE ACCESSORIES 
Elbows, Flanges, Hangers, Hoods and Sweeps, Joints, Rings, 
Tubing 


Barcafer Mfg. Co., Salina, Kans. 

Carolina Blower Co., Inc., Greensboro, N. C. 

Chicago Metal Mfg. Co., Chicago, III. 

Day Co., Minneapolis, Minn. 

Goethel Sheet Metal Works, Inc., Alfred, Milwaukee, Wis. 

Kice Metal Products Co., Wichita, Kans. 

Kindt-Collins Co., Cleveland, Ohio. 

Kirk . Blum Mfg. Co., Cincinnati, Ohio. (Adjustable buffing 
hoods). 

Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif, 

Lyman Co., H. B., Southampton, Mass. 

Newcomb-Detroit Co., Detroit, Mich. 

Northern Blower Co., Cleveland, Ohio. 

Penn Supply & Metal Corp., Philadelphia, Pa. 

Puhl & Hepper Mfg. Co., Inc., St. Louis, Mo. 

Skinner Heating & Ventilating Co., Div. St. Louis Blow Pipe 
& Heater Co., Inc., St. Louis, Mo. 

Spincraft, Inc., Milwaukee, Wis. 

Torit Mfg. Co., St. Paul, Minn. (Filter bags) 

United Sheet Metal Co., Inc., Columbus, O. 

Western Blower Co., Seattle, Wash. 

Winkler & Sons, Inc., A. E., Milwaukee, Wis. 

Young & Bertke Co., Cincinnati, Ohio. 


BLOW PIPE COLLECTORS 
See Collectors, Blow Pipe 


BLOW PIPE EQUIPMENT 
See Gates, Blast; Collectors, Blow Pipe 


BOARDS, PANEL AND CONTROL 
For Winter, Summer and Year ‘Round Air Conditioning Systems 


Continental Electric Equipment Co., Cincinnati, O. 
Cool-Ette, Inc., Detroit, Mich. 
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Detroit Controls Corp., Detroit, Mich. 

General Controls Co., Glendale, Calif. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 


BODIES AND ACCESSORIES, TRUCK 


Allegheny Body Co., Inc., Philadelphia, Pa. (Utility body) 

Anthony Co., Streator, Ill. (Elevating tail gate) 

Boyertown Auto Body Works, Inc., Boyertown, Pa. 

Herman Body Co., St. Louis, Mo. 

Holan Corp., J. H., Cleveland, O. 

International Harvester Co., Motor Truck Div., Chicago, Ill. 

Karyall Body, Inc., Cleveland, O. 

McCabe Powers Auto Body Co., St. Louis, Mo. 

Mid West Body & Mfg. Co., Paris, Ill. (Manually operated 
elevating tail gate) 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Morysville Body Works, Inc., Boyertown, Pa. (Furnace clean- 


ing 
Reading Body Works, Inc., Reading, Pa. (Service bodies) 
Stahl Metal Products, Cleveland, O. 
Utility Body Co., Oakland, Galif. (Service) 
Watson Co., H. S., Emeryville, Calif. (Tailgate) 
Wilhelmsen Sheet Metal Works, South Gate, Calif. (Tool 
boxes) 


BOLTS, EXPANSION 


Arro Expansion Bolt Co., Marion, O. 

Brush Nail Expansion Bolt Co., Greenwich, Conn. 
Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Chicago Expansion Bolt Co., Chicago, Ill. 

Fee & Mason Mfg. Co., Inc., Manasquan, N. J. 
Harper Co., H. M., Morton Grove, III. 

National Lead Co., New York, N. Y. 

Paine Co., Addison, III. 

Phillips Drill Co., Michigan City, Ind. 

Polis Mfg. Co., J. D., Chicago, Ill. 

Rawlplug Co., Inc., New Rochelle, N. Y. 

Republic Steel Corp., Cleveland, O. 

Star Expansion Bolt Co., New York, N. Y. 

U. S. Expansion Bolt Co., York, Pa. 


BOLTS, TOGGLE AND ANCHOR 


Arro Expansion Bolt Co., Marion, O. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Chicago Expansion Bolt Co., Chicago, Ill. 
Fee & Mason Mfg. Co., Inc., uan, N. J. 
Gries Reproducer Co., New Rochelle, N. Y. 
Harper Co., H. M., Morton Grove, Ill. 

Huck Mfg. Co., Detroit, Mich. 

Paine Co., Addison, III. 

Polis Mfg. Co., J. D., Chicago, Ill. 

Rawlplug Co., Inc., New Rochelle, N. Y. 
Republic Steel Corp., Cleveland, O. 

Southco Div., South Chester Corp., Lester, Pa. 
Star Expansion Bolt Co., New York, N. Y. 
U. S. Expansion Bolt Co., York, Pa. 


BOMBS, SMOKE 
Hill & Co., E. Vernon, Lake Geneva, Wis. 


Kilgore, Inc., Westerville, Ohio. 
Unexcelled Chemical Corp., New York, N. Y. 


BOOSTER FANS 
See Fans, Booster 


BOOSTERS, DRAFT, MECHANICAL 


For increasing Chimney Capacity 


Ammerman Co., Inc., Minneapolis, Minn. 

Breese Burners, Santa Fe, N. M. 

Brumme Mfg. Co., Bloomington, III. 

Little Burner Co., Inc., H. C., San Rafael, Calif. 
Mueller Climatrol, Milwaukee, Wis. 

National Fuel Conservation Co., Inc., Freeport, N. Y. 





Grichinh: Co., Canton, O. 
jernlund Mfg. Co., St. Paul, Minn. 
Wi Mfg. and Sales Corp., St. Joseph, Mo. 


BRAKES 
See Machines, Brakes 


BRUSHES, ACID 


Allen Co., Inc., L. B., Chicago, Ill. 
Division Lead Co., Summit, II. 
Farrelloy Co., Philadelphia, Pa. 
ohnson Mfg. Co., Inc., Mount Vernon, Ia. 
ukens Metal Co., Thos. F., Philadelphia, Pa. 
Milwaukee Brush Mfg. Co., Milwaukee, Wis. 
Osborn Mfg. Co., Cleveland, Ohio. 
Royal-Apex Mfg. Co., Inc., Brooklyn, N. Y. 
Schaefer Brush Mfg. Co., Milwaukee, Wis. 


BRUSHES, FURNACE, FLUE 


Harvey, Inc., Sid, Valley Stream, N. Y. 

Milwaukee Brush Mfg. Co., Milwaukee, Wis. 

Osborn Mfg. Co., Cleveland, Ohio. 

Pilley Brush Co., Fort Madison, Ia. 

Schaefer Brush Mfg. Co., Milwaukee, Wis. 

Worcester Brush & Scraper Co., Div. Mason Worcester Brush 
Co., Worcester, Mass. 


BUFFERS, GRINDERS, POLISHERS, AND SANDERS, 
ELECTRIC 


Albertson & Co., Inc., Sioux City, Iowa. 

Baldor Electric Co., St. Louis, Mo. 

Black & Decker Mfg. Co., Towson, Md. 
Brown-Brockmeyer Co., Inc., Dayton, Ohio. 

Chicago Pneumatic Tool Co., New York, N. Y. 

Delta Power Tool Div., Rockwell Mfg. Co., Pittsburgh, Pa. 
DeSoto Oil Burner Corp., York, Pa. 

Detroit Surfacing Machine Co., Detroit, Mich. 

H & H Research Co., Detroit, Mich. 

Hammond i Builders, Inc., Kalamazoo, Mich. 
Haskins Co., R. G., Chicago, III. 

L’'Hommedieu & Sons Co., Chas. F., Chicago, Ill. 

Mall Tool Co., Div. of Remington Arms Co., Inc., Chicago, Ill. 
Millers Falls Co., Greenfield, Mass. 

Milwaukee Electric Tool Corp., Milwaukee, Wis. 

Portable Electric Tools, Inc., Chicago, Ill. 

Porter-Cable Machine Co., Syracuse, N. Y. 

Reynolds Electric Co., River Grove, Ill. 

Rotor Tool Co., Cleveland, Ohio. 

Skil Corporation, Chicago, Ill. 

Small Motors, Inc., Chicago, Ill. 

Snap-on Tools Corp., Kenosha, Wis. ; 
Fac tay Mfg. Co., Div. of Thor Power Tool Co., Chi Ill. 
Stanley Electric Tool Div., Stanley Works, New Britain, 
Stow Mfg. Co., Binghamton, N. Y. 

Thor Power Tool Co., Chicago, III. 

U. S. Electrical Motors, Inc., Los Angeles, Calif. 

Valley Electric Corp., St. Louis, Mo. 

Wryzenbeek & Staff, Inc., Chicago, Ill. 


BUFFERS, GRINDERS, POLISHERS AND 
SANDERS, PNEUMATIC 


Chicago Pneumatic Tool Co., New York, N. Y. 

Keller Tool Div., Gardner-Denver Co., Grand Haven, Mich. 
Mall Tool Co., Div. of Remington Arms Co., Inc., Chicago, Ill. 
Rotor Tool Co., Cleveland, Ohio. 

Skil Corporation, Chicago, Ill. 

Thor Power Tool Co., Chicago, Ill, 


BURNER PARTS, OIL 


Airflame, Waukegan, Ill. (Combustion head) 

Auburn Spark Plug Co., Inc., Auburn, N. Y. (Electrodes) 

Bell Engineering & Supply Co., Three Rivers, Mich. (Flexible 
oil lines) 

Burn-Rite Products Co., Yonkers, N. Y. 
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Carlin Co., The, Wethersfield, Conn. 

Chicago Screw Co., Div. Standard Screw Co., Bellwood, Ill. 
(Nozzle adapter) 

Crown — Corp., Keyport, N. J. (Electrodes) 

Delavan Mfg. Co., West Des Moines, Ia. (Nozzle filters) 

Dielectric Products Co., Inc., J City, N. J. (Electrodes) 

Eddington Metal Specialty Co., Eddington, Pa. (Combustion 

s, electrodes, air ) 

Electrical Components Co., Div. of National Ceramic Co., Tren- 
ton, N. J. (Electrodes) 

Fieser Co., F. J.. New York, N. Y. 

Gas & Oil Industry Laboratories, Inc., Irvington, N. J. (Valves) 

Guardian Products Corp., Michigan City, Ind. 2 

Harvey, Inc., Sid, Valley Stream, N. Y. (Electrodes, fuel unit 
bellows) 

Hays Mfg. Co., Erie, Pa. (Valve fittings) 

Heetrliter Co., Newberg, Ore. 

HomEase Products Div. of Bogue Electric Mfg. Co., Paterson, 
N. J. (Electrodes) 

Hydrovalve Co., Brooklyn, N. Y. (Electrodes) 

Lord Mfg. Co., Erie, Pa. (Flexible shaft couplings) 

Lovejoy Flexible Coupling Co., Chicago, Ill. (Flexible shaft 


couplings 

Modern Die & Machine Co., Boston, Mass. (Combustion head) 

Morse-Smith-Morse Co., The, Watertown, Mass. (Valves) 

Mueller Co., Decatur, Ill. (Valves) 

National Fuel Conservation Co., Inc., Freeport, N. Y. (Com- 
bustion head) 

Nu-Way Corp., The, Rock Island, Ill. (Nozzle and electrode 
assembly) 

Oilgas Generating Burners, Inc., New Castle, Pa. (Combustion 
head 

Premier Furnace Co., Dowagiac, Mich. 

Cee Am Burner Corp., Newark, N. J. (Combustion 
head) 

Service and Supply Co., Appleton, Wis. (Transformer brack- 
ets) 

Siemon Mfg. Co., Grandview, Mo. 

Steinen Mfg. Co., Wm., Newark, N. J. (Electrodes) 

Webster Electric Co., Racine, Wis. (Nozzle valve) 


BURNERS, CONVERSION, RESIDENTIAL, GAS 


Adams Mfg. Co., Cleveland, Ohio. 

Akeley-Steele Co., Aurora, Ill. 

American Furnace Co., St. Louis, Mo. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind. 

Armstrong Furnace Co., Columbus, Ohio. 

Aston Products, Inc., Hazel Park, Mich. 

Auburn Burner Co., Auburn, Ind. 

Auburn Foundry, Inc., Heating Div., Auburn, Ind. 

Autogas Co., Bellwood, Ill. 

Automatic Corp., St. Louis, Mo. 

Banner Burner Co., Youngstown, Ohio. 

Barber Mfg. Co., Cleveland, O. 

Bard Mfg. Co., Bryan, Ohio. 

Blue-Ray Gas Burner Co., Detroit, Mich. 

Bonair Products, Inc., Darby, Pa. 

Bowlby Air Devices Co., Wichita, Kans. 

Bryant Mfg. Co., Indianapolis, Ind. 

Burdett Mfg. Co., Chicago, Ill. 

Burn O Matic Gas Burner Co., Minneapolis, Minn. 

Century Engineering Corp., Cedar Rapids, Iowa. 

Certified Furnace Corp., Trenton, N. .. 

Columbia Burner Co., Toledo, Ohio. 

Conco Engineering Works, Heating and Air Conditioning Div., 
Mendota, III. 

Consolidated Industries, Inc., Lafayette, Ind. 

Crane Co., Chicago, IIl. 

Custom Industries Mfg., Inc., Warren, O. 

Dalzen Tool & Mfg. Co., Detroit, Mich. 

Delco Appliance Div. General Motors Corp., Rochester, N. Y. 

Delta Heating Corp., Trenton, N.J. 

Denver Fire Clay 5 r, Colo. 

Dornback Furnace & Foundry Co., Cleveland, Ohio. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Downing Steel Products Co., Dayton, O. 

Eelipes Fact Hagineesing Go. Rockford, Il 

Eclipse i i ., Rockford, Ill, 

F & E Mfg. Co., Centerville, Calif. 

Falz Mfg. Co., St. Paul, Minn. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 

Geisel Mfg. Inc., Elyria, Ohio. 
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Glasby Mfg. Co., Inc., J. P., Belleville, N. J. 

Gold Top Heating, Inc., Butte, Mont. 

Green Colonial Furnace Co., Des Moines, Ia. 

H-P Products, Louisville, Ohio. 

Handley-Brown Heater Co., Jackson, Mich. 

Hart & Crouse Corp., Oneida, N. Y. 

Hart Heat Div., Avery Farm on Co., Peoria, Ill. 

Hastings Air Conditioning Co., Hastings, Nebr. 

Hastings Air Control, Inc., roe By ‘Nebr. 

— Gas Burner Div., Algonac Tool & Die Co., Algonac, 

i 

Heil Co., Milwaukee, Wis. 

Hen Furnace Co., Medina, Ohio. 

Hutchinson Burner & Mfg. Co., Hutchinson, Kans. 

Illinois Iron & Bolt Co., Carpentersville, Til. 

International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., ‘Cleveland, Ohio. 

Jackson & Church Co., ‘Sagi w, Mich. 

Janitrol Heating and Air Conditioning Div., Surface Com- 
bustion Corp., Columbus, O. 

Ken-Joy Gas Burner Co., Milwaukee, Wis. 

Killam Gas Burner Co., "Denver, Colo. 

Kleenair Furnace Co., Portland, Ore. 

Laharco Industries, Inc., Minneapolis, Minn. 

Lennox Industries Inc., Marshalltown, Iowa. 

Liberty Combustion Corp., East Syracuse, N. Y. 

Lundt, Inc., Ernest C., Little Falls, N. J. 

Magic Servant Products Co., Detroit, Mich. 

Majestic Co., Inc., Huntington, Ind. 

Martin Co., Inc., J. O., San Francisco, Calif. 

Martin Stamping & Stove Co., Huntsville, Ala. 

Mayflower Air Conditioners, Inc., St. Paul, Minn. 

ota ag | ae % Dubuque, Iowa. 1 = 
ettler Co. Inc., The, Div. of Eclipse Fue! gineering Co., 
Los Angeles, Calif. 

Meyer Furnace Co., Peoria, IIl. 

Mid-Continent Metal Products Co., Chicago, III. 

Milwaukee Thermal Furnace Co., Milwaukee, Wis. 

Modern Controls Corp., Centerline, Mich. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Mueller Climatrol, Milwaukee, Wis. 

Multi-Therm Mfg. Co., Inc., Detroit, Mich. 

Muncie Burner Mfg. Co., Romulus, Mich. 

National-U. S. Radiator Corp., Johnstown, Pa. 

Niagara Motors Corp., Dunkirk, N. Y. 

Norman Products Co., Inc., Columbus, Ohio. 

Northwest Foundry & Furnace Co., Portland, Ore. 

Olsen Mfg. Co., The C. A., Elyria, Ohio 

Paramount Supply Co., Lincoln, Nebr. 

Patten Co., J. V., Sycamore, Ill. 

Peerless Corp., Indianapolis, Ind. 

Pennsylvania Furnace & Iron Co., Warren, Pa. 

Perfection Industries, Div. of Hupp Corp., Cleveland, Ohio. 

Petro Div., Iron Fireman Mfg. Co., Cleveland, oO. 

Premier Furnace Co., Dowagiac, Mich. 

Queen Stove Works, Inc., Albert Lea, Minn. 

Quiet-Heet Mfg. Corp. . Subsidiary of Emerson Radio and 
Phonograph Corp., Newark, N. J. 

Radiation Furnace Corp., Benton Harbor, Mich. 

Radiant Burners, Inc., Lombard, Til. 

Rapid Heat bn tp Detroit, Mich. 

Rasch Mfg. Corp., Kansas City, Mo. 

Rayfield-Staffco Burner Co., Chicago, Ill. 

Ray Oil Burner Co., San Francisco, Calif. 

Revere Products, Inc., Detroit, Mich. 

Roberts-Gordon Appliance Corp., Buffalo, N. Y. 

Round Oak Co., Inc., Dowagiac, Mich. 

Rybolt Heater Co., Ashland, Ohio. 

Schwab Safe Co., Lafayette, Ind. 

Sheet Metal Mfg. Co., Youngstown, O. 

Siemon Mfg. Co., Grandview, Mo. 

Smith Corp., A. O., Permaglas Div., Kankakee, Il. 

Sonner Burner Co., Winfield, Kans. 

Souther Iron Co., E. E., St. Louis, Mo. 

Standard Fuel Engineering Co., Detroit, Mich. 

Steel Products Engineering Co., Combustioneer Div., Spring- 
field, Ohio. 

Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 

Stratton & Terstegge Co., Louisville, Ky. 

Sullivan Valve & Engineering Co., Butte, Mont. 

Sunny Sue Burner Co., Syracuse, N. Y. 

Sure Comfort Furnace Co., Forest Park, Ill. 

Synchronous Flame, Inc., Walworth, Wis. 

Syncromatic Corp., Watertown, Wis: 

Temco, Inc., Nashville, Tenn. 

Therm-O-Blast Div., O'Halloran Inds., Detroit, Mich. 
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Thermex ineering Co., Chicago, III. 

Thermo-Products, Inc., North Judson, Ind. 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, Ohio- 
Triad Products Corp., Chicago, I 

Vacuum Gas Burner Corp., Sheaa.” N. a. 

Viking Mfg. Corp., Cleveland, O. 

Ward Heater Co., Los Angeles, Calif. 

Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 
Will-Burt Co., Orrville, Ohio. 

Williams Div. Eureka- Williams Corp., Bloomington, Iil 
Williamson Co., The, Cincinnati, Ohio. 

Wisconsin Burners Inc., Madison, Wis. 

Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 
York-Shipley, Inc., York, Penn. 

Zink Co., John, Tulsa, Okla. 


BURNERS, CONVERSION, RESIDENTIAL, 
GAS-OIL COMBINATION 


Automatic Corp., St. Louis, Mo. 
Hutchinson Burner & Mfg. Co., Hutchinson, Kans 
Johnson Co., S. T., Philadelphia, Pa, & Oakland, Calif 
Lundt, Inc., Ernest * Little Falls, N. 
Quiet Automatic Burner Corp., New: kN. J. 
eld-Staffco Burner Co., Chicago 
rdon Appliance "Corp., Oe Galo, N. Y. 
Siemon Mfg. Co., Grandview, Mo. 
Synchronous Flame, Inc., Walworth, Wis. 
Wisconsin Burners Inc., Madison, Wis. 


BURNERS, CONVERSION, RESIDENTIAL, 
OlL, GRAVITY 


Benner-Nawman, Inc., Oakland, Calif. 

Boston Machine Works Co., Lynn, Mass. 
Breese Burners, Santa Fe, N. Mex. 

DeSoto Oil Burner Corp., York, Pa. 

Gilmore Burners, Inc., Cleveland, O. 

Heating Specialties Inc., Baltimore, Md. 
Illinois Iron & Bolt Co 

Kleer-Kleen Mfg. Co., 

Kresky Mfg. Co., Inc., Petaluma, Calif. 
Kresno-Stamm Mf Co., Palisades Park, N. p: 
Little Burner Co., Inc., H. C., San Rafael, Calif. 
Metro Metal Mfg. Co., Holt, Mich. 

Meyer Furnace Co., Peoria, Ill. 

Rayfield-Staffco Burner Co., Chicago, Iil. 
United Air Heaters, Inc., Seattle, Wash. 


BURNERS, CONVERSION, RESIDENTIAL, 
OIL, HIGH PRESSURE 


Acme Heat & Power, Inc., Brooklyn, N. Y. 

Acme Oil Burner Co., a Cedar Rapids, Ia. 

Airflame, Waukegan, Ill. 

Aldrich Co., Wyoming, Ii. 

All-Gas Equipment Co., Milwaukee, Wis. 

Allied Federal Industries, Newark, N. J 

American Furnace Co., St. Louis, Mo. 

American Mohawk Co., Inc., New York, N. Y. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind. 

Armstrong Furnace Co., Columbus, O. 

Arrow Foundry Co., Freeport, Ill. 

Aston Products, Inc. Hazel Park, Mich. 

Auburn Burner Co., Auburn, Ind. 

Auburn Foundry, Inc., Heating Div., Auburn, Ind. 

Automatic Burner Corp., Chicago, III. 

Automatic Corp., St. Louis, Mo. 

Bard Mfg. Co., Bryan, O. 

Beckett Corp., R. W., Elyria, O. 

Bethlehem Foundry & Machine Co., Bethlehem, Pa. 

Bryan Steam Corp., Peru, Ind. 

Bryant Mfg. Co., Indianapolis, Ind. 

Burn-Rite Products Co., Yonkers, N. Y. 

Caloroil Burner Corp., Hartford, Conn. 

Carlin Co., The, Wethersfield, Conn. 

Cary Mfg. Co., Waupaca, Wis. 

Century Engineering Corp., Cedar Rapids, Ia. 

Chalmers Oil Burner Co., Minneapolis, Minn 





Conco Engineering Works, Heating and Air Conditioning 
Div., Mendota, Ill. 
Connecticut 


State Fumace Co., Bridgeport, Conn. 


Crane Co., Chicago, Ill 
Delco Appliance Div., General Motors Corp., Rochester, N. Y. 
Delta yy Corp., Trenton, N. J. 
DeSoto Oil Burner Corp., York, Pa. 
Diesel Oil Burner Corp., "Jamaica, N. Y. 
mback Furnace & Foundry Co., Cleveland, O. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
East Coast Co., Boston, Mass. 
Eastern Oil & Equipment Co., a aie Maine 
Eckhart Mfg. Co., Inc., Union, N 
Eclipse Fuel Engineering Co., R ord, Ill. 
Electric Furnace-Man, Inc., Emmaus, Pa. 
Electro-Watt, Inc., Seattle, Wash. 
Electrol Burner Mfg. Co., Inc., Rutherford, N. ‘. 
General Automatic Products Corp., Baltimore, 
General Oil Heating Corp., West New York, N. J. 
Gilbert & Barker Mfg. Co., West Springfield, Mass. 
Gillen Co., J. L., Detroit, Mich. 
Green-Colonial Furnace Co., Des Moines, Ia. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Hart Heat Div., Avery Farm Machinery Co., Peoria, III. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Heil Co., Milwaukee, Wis. 
Henry Furnace Co., Medina, O. 
Herco Oil Burner Corp., Lancaster, Pa. 
Hershey Motorstokor, Inc., Manheim, Pa. 
HomEase Products Div. of Bogue Electric Mfg. Co., Paterson, 


N. J. 
Illinois Iron & Bolt Co., Carpentersville, Ill. 
International Heater Co., Utica, N. Y. 
International Oil Burner Co., St. Louis, Mo. 
Iron Fireman Mfg. Co., Cleveland, O. 
Jackson & Church Co., Saginaw, Mich. 
Jet-Heet, Inc., Englewood, N. J. 
Johnson Co., S. T., Oakland, Calif. 
Keith Furnace Co., Des Moines, Ia. 
Kleen-Heet, Inc., Chicago, IIl. 
Kol-Master Corp., Oregon, III. 
Kresky Mfg. Co., Inc., Petaluma, Calif. 
Kresno-Stamm Mfg. Co., Palisades Park, N. J. 
Laco Oil Burner Co., Inc., Griswold, Ia. 
Lennox Industries Inc., Marshalltown, Ia. 
Lincoln Furnace Co., Inc., Hawthorne, N. J. 
Lynn Products Co., Lynn, Mass. 
Majestic Co., Huntington, Ind. 
Malleable Iron Fittings Co., Branford, Conn. 
Mayflower Air Conditioners, Inc., St. Paul, Minn. 
McDonald Mfg. Co., A. Y., Dubuque, Iowa. 
cPherson Furnace & Supply Co., Portland, Ore. 
Metro Metal Mfg. Co., Holt, Mich. 
Metromatic Mfg. Co., ’ Medford, Mass. 
Meyer Furnace Co., Peoria, Ill. 
Milwaukee Thermal Furnace Co., Milwaukee, Wis. 
Montag Inc., Portland, Ore. 
Morrison Stee! Products, Inc., Buffalo, N. Y. 
Mortemp Div., Mechanical Products Co., Seattle, Wash. 
Mt. Hawley Mfg. Co., Peoria, Ill. 
Mueller Climatrol, Milwaukee, Wis. 
National Airoil Burner Co., Inc., Philadelphia, Pa. 
National-U. S. Radiator Corp., Johnstown, Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, 


Northwest Foundry & Furnace Co., Portland, Ore. 

Nu-Way Corp., The, Rock Island, III. 

Oil Equipment Laboratories, Inc., Elizabeth, N. J. 

Olsen Mfg. Co., The C. A., Elyria, O. 

Patten Co., J. V., Sycamore, Ill. 

Peerless Corp., Indianapolis, Ind. 

Penn Boiler & Burner Mfg. Corp., Lancaster, Pa. 

Perfection Industries, Div. of Hupp Corp., Cleveland, O. 

Petro Div., Iron Fireman Mfg. Co., Cleveland, oO. 

Preferred Utilities Mfg. Corp., New York, N. Y. 

Premier Furnace Co., Dowagiac, Mich. 

Premium Coal & Oil Co., Cincinnati, O. 

Quick Furnace & Supply Co., Des Moines, Ia. 

Quiet Automatic Burner Corp., Newark, N. J. 

Quiet-Heet Mfg. Corp., Subsidiary of Emerson Radio and Phono- 
graph Corp., Newark, N. 

Radiant Utilities Corp., "Brooklyn, N. Y. 

Ray Oil Burner Co., San Francisco, Calif. 

Red Wing Oil Burner Co., Inc., Medford, Mass. 

Reif-Rexoil, Inc., Buffalo, N. Y. 

Robot Auto-Heat Corp., Middletown, Conn. 

Ronci Machine Co., Inc., F., Centredale, R..1. 
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Rossoe Mfg. Co., Seattle, Wash. 
Round Oak Co.., Inc., ut Mich. 
Rybolt Heater Co., Ashland, O 
S-K Co., Inc., Camden, N. J. 
Sandberg Mfg. Co., Portland, Ore. 
Schwab Safe Co., Lafayette, ind. 
Sheet Metal Mfg. Co., Youngstown, O. 
Silent Glow Burner Co., Hartford, Conn. 
Simplex Oil Heating Corp., "Philadelphia, Pa. 
Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 
Standard Automatic Oil Burner Co., Newark, N. J. 
= Products Engineering Co., Combustioneer Div., 
d, O. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Stratton & Terstegge Co., Louisville, Ky. 
strand Engineering Co., Rockford, Ill. 
Sun-Ray Burner Mfg. Corp., Jamaica, N. Y. 
Synchronous Flame, Inc., Walworth, Wis. 
Spams Corp., Watertown, Wis. 
cher Furnace Co., Garwood, N. J. 
Therm-O-Blast Div., O'Halloran Inds., Detroit, Mich. 
Thermo-Products, Inc., North Judson, Ind. 
Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 
Tru-Heet Co., Trenton, N. J. 
Twin Control Burner Mfg. Co., New York, N. Y. 
Viking Mfg. Corp., Cleveland, O. 
Volcano Burner Mfg. Inc., New York, N. Y. 
Waltham Oil Burner Co., Inc., Boston, Mass. 
Wayne Home Equipment Co., Inc., Ft. Wayne, Ind. 
Weatherall Engineers, Inc., Providence, R. I. 
Williams Div., Eureka- Williams Corp., Bloomington, Il. 
Williamson Co., The, Cincinnati, O. 
Wisconsin Burners Inc., Madison, Wis. 
Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 
York- Shipley, Inc., York, Pa. 
Yorktown Machine Co., York, Pa. 


Spring- 


BURNERS, CONVERSION, RESIDENTIAL, 
OIL, LOW PRESSURE 


Bard Mfg. Co., Bryan, O. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Heil Co., Milwaukee, Wis. 
Herco Oil Burner Corp., Lancaster, Pa. 
Illinois Iron & Bolt Co., Carpentersville, Ill. 
Kleen-Heet, Inc., Chicago, I 
Majestic Co., Huntington, Ind. 
Mortemp Div., Mechanical Products Co., Seattle, Wash. 
Nu-Way Corp., The, Rock Island, Iil. 
Radiant Utilities Corp., Brooklyn, N. Y. 
Products Engineering Co., Combustioneer Div. 
field, O. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Sundstrand Engineering Co., Rockford, Ill. 
Wayne Home Equipment Co., Inc., Ft. Wayne, Ind. 
Weatherall Engineers, Inc., Providence, R. I. 
Williams Div., Eureka-Williams Corp., Bloomington, III. 


, Spring- 


BURNERS, CONVERSION, RESIDENTIAL, 
OIL, ROTARY 


Caloroil Burner Corp., Hartford, Conn. 

Chalmers Oil Burner Co., Minneapolis, Minn. 

Diesel Oil Burner Corp., Jamaica, N. Y 

McKee Furnace Co., Minneapolis, Minn. 

Ray Oil Burner Co., San Francisco, Calif. 

Rayfield-Staffco Burner Co. Chicago, Ill. 

Swirling Oil Burner Mfg. Corp., Jamaica, N. Y. 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 
Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 


BURRING MACHINES 
See Machines, Burring 


CABINETS AND CASINGS 
Armstrong Furnace Co., Columbus, Ohio. 


Atlas Mfg. Co., St. Paul, Minn 
Berger Div. Republic Steel Corp., Canton, O. 
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Berger Furnace Corp., Belle Vernon, Pa. 
Biersach & Nuiedermeyer Co., Milwaukee, Wis. 
Brundage Co., Kalamazoo, Mich 
Chicago Metal Mfg. Co., Chicago, Ill. 
Dahlstrom Metallic Door Co., Jamestown, N. Y. 
Falstrom Co., Passaic, N. J. 
Harrison Sheet Steel Co., Chicago, Ili 
Kirk & Blum Mfg. Co., Cincinnati, Ohio. 
Moss Industries, Inc., Brooklyn, N. Y. 
ublic Steel Corp., Cleveland, O. 
Rybolt Heater Co., Ashland, O. 
St. Charles Mfg. Co., St. Charles, Til. 
Skinner Heating & Ventilating Co., Div. St. Louis Blow Pipe 
& Heater Co., Inc., St. Louis, Mo. 
Thermo-Products, Inc., North Judson, Ind. 
Utica Products, Inc., Utica, N. Y. 
Zick Sheet Metal Works, Dearborn, Mich. 


CABLE, ELECTRIC HEATING 


See Panels, Heating, Electric 


CALCULATORS, HEATING, AIR CONDITIONING 
AND SHEET METAL 


American Instrument Co., Inc., 
metric) 

Armco Steel Corp., Middletown, O. 

Armstrong Furnace Co., Columbus, O. 

Calculator Specialty Co., Chicago, Ill. 

Morton Engineering Services, Paul S., Lawrence, Mich. 

Perrygraf Corp., Maywood, III. 

Smith Corp., A. O., Motor Div., Tipp City, O 


CANOPIES, PREFABRICATED 


Air Control Products, Inc., Coopersville, Mich. 
Kawneer Co., Niles, Mich. 
Mapes Industries, Inc., Lincoln, Nebr. 


Silver Spring, Md. (Psychro- 


CAPACITORS, ELECTRICAL, FOR POWER 
FACTOR CORRECTION 


General Electric Co., Apparatus Sales Div., Schenectady, N. Y. 
General Electric Co., Capacitor Dept., Hudson Falls, N. Y 
Mallory Co., P. R., Indianapolis, Ind. 

Potter Co., North Chicago, Ill. 


CAPS AND TOPS, CHIMNEY 


Accurate Sheet Metal & Mfg. Works, Chicago, Ill. 
Acme Mfg. Co., Philadelphia, Pa. 

Adams Co., Dubuque, Iowa. 

Airjet Ventilator Co., San Clemente, Calif. 
Ammerman Co., Inc., Minneapolis, Minn. 
Armstrong Fittings Co., Des Moines, Ia. 

Berger Furnace Corp., Belle Vernon, Pa. 

Bieler & Sons, Inc., L., Long Island City, N. Y. 
Boston Machine Works Co., Lynn, Mass. 
Breidert Co., G. C., San Fernando, Calif. 

Coleman Co., Inc., Wichita, Kans. 

Condensation Engineering Corp., cage, Ill. 
Corbman Bros., Inc., Philadelphia 

Excelsior Steel Furnace Co., Chicago. Ill. 

Inland Steel Products Co., Milwaukee, Wis. 
Little Burner Co., Inc., H. C., San Rafael, Calif. 
Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 
Majestic Co., Inc., Huntington, Ind. 

Nicework Metal Products Co., Leetsdale, Pa. 
Penn Supply & Metal Corp., Philadelphia, Pa. 
Penn Ventilator Co., Philadelphia, Pa. 

Royal Apex Mfg. Co., Inc., Brooklyn, N. Y. 

Sheet Metal Mfg. Co., Inc., Brooklyn, N. Y. 
Sioux Steel Co., Sioux Falls, S. D. 

Southbridge Roofing Co., Inc., Southbridge, Mass. 
Standard Furnace Supply Co., Ltd., Omaha, Nebr. 
Sterling Foundry Co., Sterling, Ill. 

Tesco, Inc., Tulsa, Okla. 

Tierney Rotor Ventilator Co., Minneapolis, Minn. 
Van-Packer Corp., Bettendorf, Ia. 

Walker Mfg. & Sales Corp., St. Joseph, Mo. 
Waverly Heating Supply Co., Boston, Mass. 
Wallace Co., William, Metalbestos Div., Belmont, Calif. 
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Wilder Products Co., Springfield, O. 
Wood Mfg. Co., A. R., Luverne, Minn. 


CAPS, VENT 


Accurate Sheet Metal & Mfg. Works, Chicago, Ill. 
Ammerman Co., Inc., Minneapolis, Minn. 
Champion Furnace Pipe Co., Peoria, Il. 

Excelsior Steel Furnace Co., Chicago, IIl. 
Mirror Patented Stove Pipe Co., Hartford, Conn. 
Morse-Smith-Morse Co., The, Watertown, Mass. 
Ohio Foundry & Mfg. Co., Steubenville, O. 
Preferred Utilities Mfg. Corp., New a N. Y. 
Walker Mfg. & Sales Corp., St. Joseph, M 

Wallace Co., William, Metalbestos Div., Belmont, Calif. 
Wilder Products Co., Springfield, O. 


CASINGS 
See Cabinets and Casings 


CAULKING COMPOUNDS 
See Compounds, Caulking 


CEILING DIFFUSERS 
See Diffusers, Air, Ceiling 


CEILINGS, METAL 


Detroit Steel Products Co., Detroit, Mich. 

Edwards Mfg. Co., Inc., Cincinnati, Ohio. 
Hauserman Co., E. F., Cleveland, Ohio. 

Klauer Mfg. Co., Dubuque, Iowa. 

Reynolds Metals Co., Louisville, Ky. 

Speed Metals, Inc., Rockford, Til. 

Tennessee Coal, Iron & Railroad Co., Fairfield, Ala. 
Thermotank, Inc., Detroit, Mich. 

Tiffin Art Metal Co., Tiffin, Ohio. 

Wheeling Corrugating Co., Wheeling, W. Va. 


CEMENT, FURNACE 
Acme ey > Covering _ ae Co., Chicago, Ill. 


Armstrong Co So 
Botfield Refractories Philadelphia, P Pa. 
Carey Mfg. Co., Philip, Cincinnati, Oh 
Clinton Metallic Paint Co., Clinton, N. Y. 
Ehret Magnesia Mfg. Co., Valley Forge, Pa. 
Hercules Chemical Co., Inc., New York, N. Y. 
Hetzel Roofing Products Co., ba Newark, N. J. 
Johns-Manville, New York, N. Y. 
Lastik Products Co., Inc., Pittsburgh, Pa. 
Nebel Mfg. Co., Cleveland, Ohio. 
Pecora Paint Co., Philadelphia, Pa 
Plastic Products Co., Detroit, Mich. 
Preferred Utilities Mfg. y Be York, N. Y. 
Quigley Co., Inc., New Yo "N.Y 
Radiator Specialty Co., Charlotte, N IC. 
Refractory & Insulation Corp., ve York, N. Y. 
Rutland Fire Clay Co., Rutland, V 
S.0.S. Products Co., Inc., Brooklyn 
Sall Mountain Div., Nicolet dahl Inc., Hamilton, Ohio. 
Sauereisen Cements Co., nate me - 
Smooth-on Mfg. Co., 
Standard Asbestos 2. Co, yi heaky Ill. 
Standard Fuel Easing Co. Ds ye Mich. 
Tamms ee ee nc., 
United Gilsonite Laboratories, me, aoe Pa. 
Wilson, Inc., Grant, Chicago, lil. 


CEMENT, INSULATING 


Acme Asbestos Covering & Flooring Co., Chicago, Ill. (Asbestos, 
mineral wool & magnesia). 

Armstrong Cork Co., Lancaster, P. 

Asbestos Asphalt Insulation, Inc., ‘Chicags, Ill. 

Baldwin-Hill Co., Trenton, N. J. (Mineral wool). 





, Ohio. 

Magnesia Mfg. Co., Valley Forge, Pa. (Asbestos ). 
Fibreboard Paper Products Corp., San Francisco, Calif. 
Forty-Eight Insulations, Inc., Aurora, Ill. 

Green Fire Brick Co., A. P., — i 
Hetzel Roofing Products Co. Inc., Newark, N. J. 
Interrational Vermiculite Co., Girard, Ill. 
Manville, New York, N. Y. 

& Mattison Co., Ambler, Pa. (Asbestos). 
lh gan ae North Bergen, N. J. (Magnesia). 
National Fuel nservation Co., Inc., Freeport, N. Y. 
Norristown Asbestos Div., Nicolet Industries, Inc., Norris- 

town, Pa. (Asbestos, maggie & magnesia). 

Paint & oe, Ill. ae. 
Preferred Utilities Mfg. Corp New York, 
Pyrolite Products Co., 
Quigley Co., Inc., New York, N. Y. (Asbestos); 
Ramtite Co., Div. of Obermayer Co., Ill. 


Refractory & Insulation Corp., New York, N. Y. (Castable refrac- 


tory). 
Rex Roto Corp., Walled Lake, Mich. 


Robinson Insulation Co., Great a lle Mont. (Vermiculite). 
Ruberoid Co., New York, N (Asbestos). 


Rutland Fire ‘Clay Co., Raden’: ve (Asbestos). 
Sall Mountain Div. Nicolet Industries, Inc., Hamilton, Ohio 


ittsburgh, Pa. 
Standard Asbestos Mfg. "Co., Chicago, Ill. ( Asbestos). 
Standard Fuel Engineering » Co., Detroit, Mich. (Rock wool & as- 


Thomson & Co., Oakmont, Pa. 


(Asbestos). 
United States Mineral Wool Co., Stanhope, N. J. (Mineral wool). 
Wilson, Inc., Grant, Chicago, ll. (Asbestos) . 
Zonolite Co., Chicago, Ill. (Vermiculite). 


CEMENT, REFRACTORY 
See Refractories 


CEMENT, ROOF 


Acme Asbestos Covering & Flooring Co., Chicago, Ill. 
Co., Chicago, Til. 
Barrett Div. Allied Chemical & Dre Cop, New York, N. Y. 
i ; Walpole, 


Refining Co., Chicago, Ill. 
Pecora Paint Co., Philadelphia, Pa. 
Presstite-Keystone Engineering Products Co., Div. of Ameri- 
can-Marietta Co., St» Louis, Mo. 
Ruberoid Co., New York, he 
i .» Rutland, Vt. 
rooklyn, 


Paint Co., Diy. Wesson Oil & Snowdrift Co., Inc., Sa- 
vannah, Ga. 


Thompson & Co., Oakmont, Pa. 

Tropical Paint Co., Cleveland, Ohio. 
United States Gypeum Co, Chicago, Ill. 
i tes Co., Chicago, Il. 

Whitlam Mfg. Co., J. C., Wadsworth, O 


CHAIN, FURNACE 


oy ip. Bridgeport, Conn. 


Hurt & Cool Mig. Co. Holland, Mich 


McKay Co., 

T Seymour Mfg. Co., T: 

urner & orrington, 
United States Register Co., Battle Creek, Mich. 


CHAMBERS, COMBUSTION, PREFORMED 
Amerform ma Philadelphia, Pa. 
Armstrong Co., Lancaster, Pa. (Insulating refractory). 
Boston Machine Works Co ., Lynn, Mass. (Insulating brick). 
Fulton Steelcraft Co., , Suaeiee, O. 
Green Be rc Brick Co., A. P., Mexico, Mo. (Fire clay, insulating 
ri 
Harvey, Inc., Sid, Valley Stream, N. Y 
Insulation & Refractories Co., Webster, N. Y. (Refractory 
concrete & insulatin sefeactory) 
— Lyte —— Div. of Plibrico River Rouge, Mich. (Re- 


xen 5 > Co., Philadelphia, Pa 
Monogram Products Co. Inc., Philadelphia, Pa. (Insulating re- 
on 
Mortemp Mechanical Products Co., Seattle, Wash. (Chrome 
Steel). 


National Airoil Burner Co., Inc., Philadelphia, Pa. 

Oil Equipment Mfg. Co., New Haven, Conn. (Inconel 
Peterson Co., B. A., Dowagiac, Mich. 

Refractory & Insulation Corp., New York, N. Y. (Refractory). 
Rehm, R., St. Albans, N. Y. (Radiant silicons). 

Rex Roto Corp., Walled Lake, Mich. 

$.0.S. Products Co., Inc., Brooklyn, N. Y. 


Sandberg Mfg. Co., Portland, Ore. Stainless steel). 
Stefco Steel Co., 


Michigan City, 
Universal Zonolite Insulation Co., Chicago, Ill. (Vermiculite con- 


crete). 
Webber Co., A. R., New Haven, Conn. (Refractory). 
Wilson, Inc., Grant, Chicago, I! 


CHANNELS 
See Angles, Bars, Beams, Channels and Tees 


CHEMICALS FOR CLEANING 
See Compounds, Cleaning, Condenser and Coil 


CHEMICALS, RUST PREVENTIVE 
American Chemical Paint Co., Ambler, Pa. 


Chemical Co., ll. 
du Pont de Nemours & Co., Inc., E. 1, Wilmington, Del. 
Galvicon Corp., New York, N. Y. 
Industrial Service Laboratories, Milwaukee, Wis. 
Klem Chemicals, Inc., nee Mich. 
Madden Corp., The, Chicago, 
Magnus Chemical Co., Comend, N 
Metropolitan ‘Co., Inc., 
Mortell Co., J. W., Kankakee, 
Neilson Chemical Co., pach. 
North American Mogul Products Co., Cleveland, Ohio. 
Oakite Products, Inc., New York, N. Y. 
Okun Co., Inc., A. L., So. Ozone Park, N. Y 
R 


Rust-Oleum Corp., Evanston, ii 


American Artisan, January 1957 





$.0.S. Products Co., Inc., Brooklyn, N. Y. 
Sudbury Laboratory, South Sudbury, Mass 
Truscon Laboratories, Detroit, Mich. 
Turco Products, Inc., Los Angeles, Calif. 
Wolfe-Kote Co., Sheboygan, Wis. 


CHIMNEY CAPS 
See Caps and Tops, Chimney 


CHIMNEY LINERS 


See Liners, Chimney 


CHIMNEYS, PREFABRICATED 


American Metal Products, Los Angeles, Calif. 
Sales Corp., Washington, D. C. 
Condensation Engineering Corp., Chicago, Il. 
Dura-Vent Corp., Redwood City, Calif. 
General Products Co., Fredericksburg, Va. 
Majestic Co., Inc., Huntington, Ind. 
Van-Packer Corp., Bettendorf, Ia. 
Wallace Co., William, Metalbestos Div., Belmont, Calif. 


CIRCULAR SAWS 
See Machines, Sheet Metal Working, Saws, Circular 


CLEANERS, AIR, ELECTRICAL 


See Filters, Air, Electrostatic 


CLEANERS, POLISHERS AND FINISHERS, METAL 


Allen Co., Inc., L. B., Chicago, Ill. (Stainless steel & monel). 
American Chemical Paint Co., Ambler, Pa. 
ion Corp., Long Island City, N. Y. (All metals). 
Co., Indianapolis, Ind. (De-greasing compound). 
Colonia! Alloys Co., Philadelphia, Pa. 
du Pont de Nemours & Co., Inc., E. 1, Wilmington, Del. (All 


Klem Chemicals, Inc., Dearborn, Mich. 
Magnus Chemical CS Co., Garwood, a J. 
Minnesota Mining and Mfg. Co., Abrasives Div., St. Paul, 
Minn. 
NuSteel Co., Chicago, Til. Co age gs & stainless steel). 
Oakite Products, Inc., New York, N 
Pennsylvania Salt Mfg. Co., Philedclphia, Pa. (Ferrous. and 
wren. 
Protective Coatings, Inc., Detroit, Mich. 
Standard Steel Spring Co., Gary, Ind. 
Tamms Industries Inc., Chicago, Ill. 
Truscon Laboratories, Detroit, Mich. 
Inc,, Los Angeles, Calif, 
Tiboska Cleveland Oiti6. 
Wolfe-Kote Co., Sheboygan, Wis. 


CLEANERS, VACUUM, FURNACE 


—— Ay - Eq Gorp., Chi Ill. 

American Cleaning Equipment cago, 

Baker Furnace & Cleaner Mfg. Co., Toledo, Ohio. 

Breuer Electric Mfg. Co., Chicago, Ill, 

Chicago Blower Corp., Franklin Park, Ill, 

Doyle Vacuum Cleaner Co., Grand Rapids, Mich. 

Empire Chemical Products Co., Newark, N. J. 

General Blower Co., Morton Grove, +. 

Harvey, Inc., Sid, Valley Stream, N. Y 

Hasko Utilities Co., New York, N. Y.. 

Holub Industries, Inc., Sycamore, Ill. 

Ideal Industries, Inc., Sycamore, Ill. 

Kent Co., Inc., Rome, N. Y. 

Master- Craft Supply Co., Inc., Haverstraw, N. Y. 

‘Meyer & Sons, Inc., Skokie, Ill. (Truck mounted) 

Molloy Machine Corp., Chicago, Ill. (Truck mounted) 

National Super Service Co., Toledo, Ohio. 

Premier Co., St. Paul, Minn. 

Pringle & Sons, R. A. Walla Walla, Wash. (Truck mounted) 

Pullman Vacuum Cleaner Co Mass. 

S Turbine Co., Hartfo |, Conn. 
pson & Sons, Inc., Lyons, Til. 
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CLEANOUT DOORS 
See Doors, Cleanout 


CLEAT BENDERS 
See Machines, Cleat Bending 


CLEATS, DRIVE 
See Connectors, Metal 


CLIPS, FASTENING, ROOFING 


Bard Mfg. Co., Bryan, Ohio. 
Berger Bros., Co., Philadel Pa, 
Inland Steel Products Co., waukee, Wis. 
Lexsuco, Inc., Cleveland, 


Southbridge Roofing Co., Tne,” Southbridge, Mass. 


CLIPS AND TIPS, DAMPER 


Air Control Products, Inc., Coopersville, Mich. 

Berger Bros. Co., Philadelphia, Pa. 

Gerett Corp., M. A., Milwaukee, Wis. 

Hart & Cooley Mig. Co., wy _ 

Howes-Woods Co., Cambrid Mieco. 

Los Angeles Sheet Metal Co., Toc, Los Angeles, Calif. 
Mueller Climatrol, Milwaukee! Wis. 

Severson Mfg. & Supply Co., Milwaukee, Wis. 

United Stutes Register Co, Battle Battle Creek, Mich. 


CO. ANALYZERS 
See Analyzers, CO, 


COAL BURNERS, AUTOMATIC 
See Stokers 


COATINGS, METAL PROTECTIVE 


Allied Porcenell, Inc., Wares. Ut 
American Agile Corp., ord, oO. 

Atlas. Mineral Products. Co., Mertztown, Pa, 
Insul-Mastic — of America, Summit, Il. 

Mortell Co., J. W., Kankakee, Ill 

PSC Inc., New York, N. Y. 

Pittsburgh Plate Glass Co., Pittsburgh, Pa. 
Polymer Co., on Pa. (Plastic) 

Solfo Paint "Mfg. Co , Metco Div., Trenton, N. J. 


COILS, COOLING, DIRECT EXPANSION 


Addison Products Co., Sen ES 
Aerofin Corp., 3 Tal 
.. Dayton, O. 


Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 


Armstrong Furnace Co., Columbus, O. 

Baker Mfg. Co., Wichita Falls, Tex. 

Beacon-Morris Corp., Boston, Mass. 

Berger Furnace ., Belle Vernon, Pa. 

Betz Div., Bohn luminum A Brass Corp., Hammond, Ind 
Blissfield Mfg. Co., Blissfield, Mich. 

Bohn Aluminum & Brass Co c} .. Detroit, Mich. 
heen Inc., M., omg 


} weer Engineering Corps € ids, Ia. 
Clime-Matic Corp., South 5 Coder Rape, 
Coleman Co., Inc., Wichita, Kans. 

Columbia Burner Co., Toledo, O. 
Conditionaire Unit Co.. Chicago, Ill. 

Cote le. — Detroit, Mich. 

Curtis Mf, 

Day & Night ne Mig. 


Delco App iv., General Motors Corp., Rochester, N. Y. 
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Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Drayer-Hanson, Div. of National-U. $. Radiator Corp., Los 
Angeles, Calif. 

Dunham-Bush, Inc., West Hartford, Conn. 

Fraser & Johnston Co., San Francisco, Calif. 

Frick Co., Waynesboro, Pa. 

Frigidaire Div., General Motors Corp., Dayton, Ohio. 

General Electric Co., Home Heating and Cooling Dept., Tyler, 
Tex. 

Gibson Refrigerator Co., Greenville, Mich. 

Governair Corp., Oklahoma City, Okla. 

Great Northern Mfg. Co., Chicago, IIl. 

Hall-Neal Furnace Co., Indianapolis, Ind 

Halstead & Mitchell, Pittsburgh, Pa. 

Hastings Air Control, Inc., Omaha, Nebr. 

Henry Furnace Co., Medina, O. 

Hess Co., The, Chicago, Ill. 

Holly Mfg. Co., Pasadena, Calif. 

International Mfg. Co., Oklahoma City, Okla. 
i ing and Air Conditioning Div., Surface Combustion 
Corp., Col 


Jettronaire, Inc., Pittsburgh, Pa. 
Kauffman Air Conditioning Corp., St. Louis, Mo. 
Kennard Corp., St. Louis, Mo. 
Kirsch Co., Refrigeration Div., Sturgis, Mich. 
Kramer Trenton Co., Trenton, N. J. 
Larkin Coils, Inc., Atlanta, Ga. 
Lennox Industries Inc., Marshalltown, Ia. 
Magic Aire Div., United Electric Co., Wichita Falls, Tex. 
Majestic Co., Inc., Huntington, Ind. 
Marlo Coil Co., St. Louis, Mo. 
McCord Corp., Detroit, Mich. 
McQuay, Inc., Minneapolis, Minn. 
Meyer Furnace Co., Peoria, Ill. 
Mission Appliance Corp., Hawthorne, Calif. 
Mitchell & Co. Inc., W. K., Philadelphia, Pa. 
Modine Mfg. Co., Racine, Wis. 
Mueller Climatrol, Milwaukee, Wis. 
Muncie Gear Works, Inc., Muncie, Ind. 
National-U. S. Radiator hag: 3D ag ct Pa. 
Niagara Blower Co., New York, N. Y. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, 
oO. 
Olsen Mfg. Co., The C. A., Elyria, O. 
Payne Co., The, Monrovia, Calif. 
Peerless of America, Inc., Chicago, I!I. 
Perfection Industries, Div. of Hupp Corp., Cleveland, O. 
Perfex Corp., Milwaukee, Wis. 
Recold Corp., Los Angeles, Calif. 
Refrigeration ‘Appliances, Inc., Chicago, Ill. 
Refrigeration Economics Co., Inc., Canton, Ohio. 
Rempe Co., Chicago, Ill. 
— Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 


; 

Rigidbilt, Inc., Chicago, Ill. 

Rinehart, Inc., Richmond, Ind. 

Roessing Mfg. Co., Sharpsburg Sta., Pittsburgh, Pa. 

Rome-Turney Radiator Co., Rome, N. Y. 

Round Oak Co., Inc., Dowagiac, Mich. 

Rybolt Heater Co., Ashland, O. 

Sequoia Mfg. Co., San Carlos, Calif. 

Shana Mfg., Inc., Chicago, Ill. 

Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 
Stewart-Wamer Corp., U. S. Machine Div., Lebanon, Ind. 

Super Radiator Corp., Minneapolis, Minn. 

Tenney Engineering, Inc., Union, N. J. 

Thatcher Furnace Co., Garwood, N. J. 

Thermo-Products, Inc., North Judson, Ind. 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 
Trane Co., La Crosse, Wis. 

Tubenfin Coil Co., Houston, Tex. 

by Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


Uaited Electric Co., Wichita Falls, Tex. 

United States Air Conditioning Corp., Philadelphia, Pa. 
Utility Appliance Corp., Los Angeles, Calif. 
Vendorlator Mfg. Co., Fresno, A spe 
Viking Mfg. Corp., Cleveland, O 
Vilter Mfg. Co., Milwaukee, Wis. 
Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 
Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 
Williams Div., Eureka-Williams Corp., Bloomington, Ill. 
Williams Furnace Co., Buena Park, Calif. 
Williamson Co., The, Cincinnati, O. 
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Witt Co., A. H., Los Angeles, Calif. 

Worthington Corp., Harrison, N. J. 

York Corp., Commercial Div., 
Corp., York, Pa. 

York-Shipley, Inc., York, Pa. 

Young Radiator Co., Racine, Wis. 


Subsidiary of Borg-Warner 


COILS, COOLING, WATER 


Aerofin Corp., Syracuse, N. Y. 

Beacon-Morris Corp., Boston, Mass. 

Carrier Corp., Syracuse, N Y 

Conditionaire Unit Co., Chicago, III. 

Drayer-Hanson Div. of National-U. S. Radiator Corp., Los 
Angeles, Calif. 

Dunham-Bush, Inc., West Hartford, Conn 

Frick Co., Waynesboro, Pa 

G & O Mfg. Co., New Haven, Conn. 

Governair Corp., Oklahoma City, Okla. 

Halstead & Mitchell, Pittsburgh, Pa. 

Hastings Air Control, Inc., Omaha, Nebr. 

Henry Furnace Co., Medina O. 

International Mfg. Co., Oxiahoma City, Okl« 

Kennard Corp., St. Louis, Mo. 

Kramer Trenton Co., Tren‘on, N. J. 

Larkin Coils, Inc., Atlanta, Ga. 

Marlo Coil Co., St. Louis, Mo. 

McCord Corp., Detroit, Mich. 

M , Inc., Minneapolis, Minn. 

M Mfg. Co., Racine, Wis. 

National Pipe Bending Co., New Haven, Conan. 

National-U. S, Johnstown, Pa. 


Radiator Corp. 
Nesbitt, Inc., John J., Philadelphia, = 
Niagara Blower Co., New York, N. Y 
Peerless of ‘America, Inc., Chicago, Ill. 
Recold Corp., Los Angeles, Calif. 
Ref. Economics 


rigeration Co., Inc., Canton, Ohio. 
Rem  Co., Chicago, Ill. 


Rigidbilt, Inc., Chi 
Ronn Teraee Mfg. Co., Spahr So Sta., oS at Pa. 
Rome- Radiator Co., 
— Radiator Corp., Minhespolis. bing 
ney Engineering, Inc., Union, N. 7 
_ — La Crosse, Wis. 
Typhoon ‘Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 
N. Y. 
United States Air Conditioning Corp., Philadelphia, Pa. 
Vilter Mfg. Co., Milwaukee, Wis. 
Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 
Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 
Wing Mfg. Co., L. J., Li en, N. J. 
Witt Co., A. H., Los Angeles, Calif. 
Worthington Corp., Harrison, N. J. 
York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 
Young Radiator Co., Racine, Wis. 


COILS, FIRE POT, DOMESTIC HOT WATER 


Adams Co., aac ugh pr. 
Rempe Co., Chicago. 
Theres Oil "Burner C Sa, — Wash. 


COILS, HEATING 


Aerofin Corp., Syracuse, N. Y. 

American Coils, Inc., Newark, N. J. 

Ammerman Co., Inc. , Minneapolis, Minn. 

Bayley Blower Co., Milwaukee, Wis. 

Beacon-Morris Corp., Boston, Mass. 

Conditionaire Unit Co., Chicago, III. 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

Drayer-Hanson, Div. of National-U. S. Radiator Corp., Los 
Angeles, Calif. 

Dunham-Bush, Inc., West Hartford, Conn. 

G & O Mfg. Co., New Haven, Conn. 

Governair Corp., Oklahoma City, Okla. 

Halstead & Mitchell, Pittsburgh, Pa. 

Hastings Air Control, Inc., Omaha, Nebr. 

International Mfg. Co., Oklahoma City, Okla. 

Kennard Corp., St. Louis, Mo. 

Kramer Trenton Co., Trenton, N. J. 

Larkin Coils, Inc., Atlanta, Ga. 
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Marlo Coil Co., St. Louis, Mo. 

McCord Cn, Detroit, Mich. 

M y, Inc., Minneapolis, Minn. 
Modine Mie Mfg. "Con Racine, Wis. 

National Pipe Bending Co., New Haven, Conn. 

National-U. S. Radiator Corp., Johnstown, Pa. 

Nelson Products, Herman, American Air Filter Co., Inc., Louis- 
ville, Ky. 

Nesbitt, Inc., John J., Philadelphia, Pa. 

New York Blower Co., Chicago, Ill. 

Niagara Blower Co., New York, N. Y. 

Recold Corp., Los Angeles, Calif. 

Refrigeration Economics Co., Inc., Canton, Ohio, 

Rempe Co., Chicago, Ill. 

Rigi, Inc., Chicago, Ill. 

Mfg. Co., Pittsburgh, Pa. 

— urney Radiator Co., Rome, N. Y. 

tend Radiator Corp., Minneapolis, Minn. 

Trane Co., La Crosse, W. 

Typhoon ‘Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 
N. Y. 

United States Air Conditioning Corp., Philadelphia, Pa. 

Vulcan Radiator Co., Hartford, Conn. 

Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 

Wing Mfg. Co., L. J., Linden, N. J. 

Witt Co., A. H., Los Angeles, Calif, 

Worthington Corp., Harrison, N. J. 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 

Young Radiator Co., Racine, Wis. 


COLLECTORS, DUST 


Aerotec Corp., The, Greenwich, Conn. 
Aget-Detroit Co., Ann Arbor, Mich. 
American Air Filter Co., Inc., Louisville, Ky. 
American Blower Corp., Detroit, Mich. 
Buffalo Forge Co., Buffalo, N. Y. 
Carolina Blower Co., Inc., Greensboro, N. C. 
Chicago Blower Corp., Franklin Park, Ill. 
Day Co., Minneapolis, Minn. 
Dust Suppression & Engineering Co., Lake Orion, Mich. 
Farr Co., Los Angeles, Calif. 
gen-Mackwirth Engineering Co., Buffalo, N. Y. 
Goethel Sheet Metal Works, Inc., Alfred, Milwaukee, Wis. 
Hammond Michinery Builders, Inc., Kalamazoo, Mich 
Kice Metal Products Co., Wichita, Kans, 
Kindt-Collins Co., Cleveland, oO. 
Kirk & Blum Mfg. Co., Cincinnati, O. 
Lumm Co., A. H., Toledo, Ohio. 
Newcomb-Detroit Co., Detroit, Mich. 
Northern Blower Co., Cleveland, Ohio. 
Pangborn Corp., Hagerstown, Md. 
Peters-Dalton, Inc., it, Mich. 
Publ & Hepper Mig. Co., Inc., St. Louis, Mo. 
Rees Blow Pipe Mfg. Co., Berkeley, Calif. 
Ruemelin Mfg. Co., Milwaukee, Wis. 
Skinner Heating & Ventilating Co., Div. St. Louis Blow Pipe & 
Heater Co., Inc., St. Louis, "Mo. 
Sly Mfg. Co., 'W. W., Cleveland, Ohio. 
Torit Mfg. Co., St. Paul, Minn. 
United Sheet Metal Co., Inc:, Columbus, O. 
Vacu-Blast Co., Inc., Belmont, Calif. 
Western Blower Co., Seattle, Wash. 
Western Precipitation Corp., Los Angeles, Calif. 
Winkler & Sons, Inc., A. E., Milwaukee, Wis. 
Young & Bertke Co., Cincinnati, Ohio. 


COMBUSTION CHAMBERS 


See Chambers, Combustion, Preformed; Baffles, Combustion 
Chamber 


COMBUSTION CONTROLS 


See Controls; Dampers, Draft 


COMBUSTION HEADS, OIL BURNER 


See Burner Parts, Oil 
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COMPOUNDS, AIR FRESHENING 


Aireactor Corp., New York, N. Y. 

Carbide & Carbon Chemicals Co., Div. Union Carbide & Chemical 
Corp., New York, N. Y. 

Easton R. S. Corp., Brooklyn, N. Y. 


COMPOUNDS, CAULKING 


Allmetal Weatherstrip Co., Chicago, Ill. 

American-Marietta Co., Chicago, Ill. 

Armstrong Co., Chicago, Ili. 

Armstrong Cork Co., Lancaster, Pa. 

Babbitt Chemical Specialties Co., New Bedford, Mass. 

Barrett Div., Allied Chemical & eo Corp., New York, N. Y. 
Blue Ridge Talc Co., Inc., Henry, V 

Calbar Paint & Varnish Co., Philadelphia, Pa. 

Carey Mfg. Co., Philip, Cincinnati, Ohio. 

Carter Paint Co., 


, Ind. 
Chamberlin Co. “of America, Detroit, Mich. 
Cheesman-Elliot Co., Inc., Brooklyn, N. Y. 
Continental Products Co. Euclid, Ohio. 
Division Lead Co., Summit, III. 
Fibreboard Paper Products Corp., San Francisco, Calif. 
Flintkote Co., New York, N. Y. 
Glidden Co., Cleveland, Ohio. 
Goodrich Industrial Products Co., B. F., Akron, Ohio. 
Hetzel Roofing Products Co., Inc., Newark, N. J. 
Horn Co., Inc., A. C., Long Island City, N. Y. 
Iowa Paint Mfg. Co., Inc., Des Moines, Ia. 
Johns-Manville, New York, N. Y. 
Lastik Products Co., Inc., Pittsburgh, Pa. 
Magic Chemical Co., Brockton, Mass. 
Meadows, Inc., W. R., Elgin, Ill. 
Midland Paint & Varnish Co., Cleveland, Ohio. 
Minnesota Mining & Mfg. Co., Adhesives & Coatings Div., De- 
troit, Mich. 
Miracle Adhesives Corp., New York, N. Y. 
Mortell Co., J. W., Kankakee, Ill. 
National Mfg. Corp., Tonawanda, N. Y. 
Nebel Mfg. Co., Cleveland, Ohio. 
New England Carbide Tool Co., Inc., Medford, Mass. 
Ohmlac Paint & Refining Co., Chicago, Ill. 
Pecora Paint Co., Philadelphia, Pa. 
Pittsburgh Plate Glass Co., Pittsburgh, Pa. 
Plastic Products Co., Detroit, Mich. 
Presstite-Keystone Engineering Products Co., Div. of American- 
Marietta Co., St. Louis, Mo. 
Products Research Co., Los Angeles, Calif. 
Quigley Co., Inc., New York, N. Y. 
Robertson Co., H. H., Pittsburgh, Pa. 
S.0.S. Products Co., Inc., Brooklyn, N. Y. 
Sherwin-Williams Co., Cleveland, Ohio. 
Sipe & Co., James B., Pittsburgh, Pa. 
Smooth-on Mfg. Co., Jersey City, N. J. 
Sonneborn Sons, Inc., L., New York, N. Y. 


Southport Paint Co., Div. Wesson Oil & Snowdrift Co., Inc., Sa- 
vannah, Ga. 


Tamms Industries Inc., Chicago, Ill. 

Travaco Laboratories, East Boston, Mass. (Plastic-metal base) 
Tropical Paint Co., Cleveland; Ohio, 

Truscon Laboratories, Detroit, Mich. 

Whitlam Mfg. Co., J. C., Wadsworth, O. 

X-Pando Corp., Long Island City, N. Y. 


COMPOUNDS, CLEANING, AIR FILTER 


Brulin Co., Indianapolis, Ind. 

Calgon, Inc., Pittsburgh, Pa. 

Carbide & Carbon Chemicals Co., Div. Union Carbide & Car- 
bon Corp., New York, N. Y. 

City Chemical Corp., New York, N. Y. 

Dollinger Corp., Rochester, N. Y. 

Madden Corp., The, Chicago, Il. 

Magnus Chemical Co., Garwood, N.J. 

Montgomery Chemical Co., Jenkintown, Pa. 

Oakite Products, Inc., New York, N. Y. 

Speco, Inc., Cleveland, O. 





COMPOUNDS, CLEANING, CONDENSER AND COIL 


American Chemical Paint Co., Ambler, Pa. 

Aquatrol Laboratories, Inc., Clifton, N. J. 

Calgon, Inc., Pittsburgh, Pa. 

Carolina Aniline & Extract Co., — Charlotte, N. C. 
Chemical Solvent Co., Birmingham, Al 

Dearborn Chemical Co., Chicago, Ill. 

Garman Co., Inc., St. Louis, Mo. 

Madden Corp., The, Chicago, Ill. 

Magnus Chemical Co., Garwood, N. J. 

Metropolitan Refining Co., Inc., Long Island City, N. Y. 
North American Mogul Products Co., Cleveland, O 
Oakite Products, Inc., New York, N. Y. 

Pennsylvania Salt Mfg. Co., Philadelphia, Pa. 

Radiator Specialty Co., Charlotte, N. C. 

S. O. S. Products Co., Inc., Brooklyn, N. Y. 

Turco Products, Inc., Los Angeles, Calif. 


COMPOUNDS, COLD GALVANIZING 


Birchwood Chemical Co., Minneapolis, Minn. 
Galvicon Corp., New York, N. Y. 
RotoMetals, San Francisco, Calif. 


COMPOUNDS, WATER CONDITIONING 
See Conditioners, Water 


COMPOUNDS, WINTER PROTECTIVE, PUMP 
Garman Co., Inc., St. Louis, Mo. 


COMPRESSORS, REFRIGERATING, OPEN 


(Capacity to 15 tons) 


Brunner Mfg. Co., Utica, N. Y. 

Carrier Corp., Syracuse, N. Y. 

Cobell Industries, Inc., Ft. Worth, Tex. (Gas engine driven) 

Copeland Refrigeration Corp., Sidney, Ohio. 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

Diceler Div. General Machine & Mfg. Co., Berwick, Pa. 

Frick Co., Waynesboro, Pa. 

Frigidaire Div. General Motors Corp., Dayton, Ohio. 

Kelvinator Div., American Motors Corp., Detroit, Mich. 

Lehigh Mfg. Co., Lancaster, Pa. 

Lipman Refrigeration Div., Yates-American Machine Co., Be- 
loit, Wis. 

Reliance Refrigerating Machine Co., ae Ill. 

Tecumseh Products Co., Tecumseh, M 

Trane Co., LaCrosse, Wis. 

Worthington Corp., eee N. J. 

Yeomans Bros. Co., Melrose Park, Ill. 

York Corp., Coomera! Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 


COMPRESSORS, REFRIGERATING, SEALED 


(Capacity to 15 tons) 
as Selman Automotive Air Brake Co., Evansville, 


Brunner Mfg. Co., Utica, N. Y. 
Carrier Corp., Syracuse, N.Y. 
Refrigeration Corp., Sidney, Ohio. 
idaire Div., Motors Corp., Dayton, Ohio. 
Ke ry Div., American Motors Corp., Detroit, Mich. 
Lehigh Mfg. Co., beac, Pa. 
Tecumseh Products Co .. Tecumseh, Mich. 
WwW Electric "Corp., Air Conditioning Div., Staunton, Va. 
Worthington Corp., Harrison, N. J. 
York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 


CONDENSERS, REFRIGERATING, AIR COOLED 


(Capacity to 15 tons) 


Airtemp Div. bmg ry Dayton, Ohio. 
Brunner Mfg. Co., N. Y. 
Buffalo t Co., Buffalo, N. ¥. 
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Carrier Corp., Syracuse, N. Y 

Condenser Service & Engrg. Co., Inc., Hoboken, N. J. 

Curtis Mfg. Co. Refrigeration Div., St. Louis, Mo. 

Deansteel Products, San Antonio, "Tex. 

Diceler Div., General Machine & Mfg. Co., Berwick, Pa. 

Drayer-Hanson, Div. of National-U.S. Radiator Corp., Los 
Angeles, Calif. 

Dunham-Bush, Inc., West Hartford, Conn. 

Fedders-Quigan Corp., Buffalo, N. Y. 

Frigidaire Div., General Motors Corp., Dayton, Ohio. 

Halstead & Mitchell, Pittsburgh, Pa. 

Kirsch Co., Refrigeration Div., Sturgis, Mich. 

Kramer Trenton Co., Trenton, N. J. 

Larkin Coils, Inc., Atlanta, Ga. 

Magic Aire Div., United Electric Co., Wichita Falls, Tex. 

Marlo Coil Co., St. Louis, Mo. 

McQuay, Inc., Minneapolis, Minn. 

Mission Appliance Corp., a Calif. 

Mueller Climatrol, Milwaukee, W 

National-U. $. Radiator Corp., Johahtowt, Pa. 

Peerless of America, Inc., Chicago, Ill. 

Rempe Co., Chicago, Ill. 

Rome-Turney Radiator Co., Rome, Pa us 

Super Radiator Corp., Minneapolis, M 

United States Air Conditioning Cap. Philadelphia, Pa. 
Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 

Witt Co., A. H., Los Angeles, Calif. 

York Corp., Commercial Div., 


Subsidiary of Borg-Warner 
Corp., York, Pa. 


CONDENSERS, REFRIGERATING, EVAPORATIVE 
(Capacity to 15 tons) 


Acme Industries, Inc., Jackson, Mich. 

Air Products, St. Louis, Mo. 

Baltimore Aircoil Co., Inc., Baltimore, Md. 

Bendix- Westinghouse Automotive Air Brake Co., Evansville, 


ee ee oe ee a ey ¥. 
Buffalo Forge Co., Buff 


rk, 
Drayer-Hanson, Div. of National-U. S. Radiator Corp., Los 
Angeles, Calif. 
Dunham-Bush, Inc., hag ryan: Conn. 
Frick Co., Waynesboro, P. 
Governair 


Marlo Coil Co., St. Louis, Mo. 
McQuay, Inc., Minneapolis, Minn. 
National-U. §. Radiator Corp., Johnstown, Pa. 
Niagara Blower Co., New York, N. Y. 
Recold Corp., Los Angeles, — 
Refrigeration ‘Economics Co Inc., Canton, O. 
Trane Co., The, LaCrosse, Wis. 
Typhoon Air Condioning Co, Div. of Hupp Corp., Brooklyn, 
Vilter hte. Co., Milwaukee, W: 

——— Electric ty Air Conditioning Div., 
Worthington Corp., Harrison, N. J. 
XL Refri Co., Chicago, Ill. 


York Corp., mmercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 
Yorktowne 


Machine Co., Inc., York, Pa. 


Staunton, 


CONDENSERS, REFRIGERATING, SHELL AND COIL 
(Capacity te 15 tons) 


Acme Industries, Inc., Jackson, Mich. 

Carrier Corp., Syracuse, N. Y. 
Condenser Service & Engineering Co., Inc., Hoboken, N. J. 
Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

Doyle & Roth Mfg. Co., Brooklyn, N. Y. 

General Fittings Co., Providence, R. I. 
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Westi use Electric Corp., Air Conditioning Div., Staunton, Va. 
XL Refrigerating Co., Chicago, Ill. 


CONDENSERS, REFRIGERATING, SHELL AND TUBE 
(Capacity to 15 tons) 


Acme Industries, Inc., eee eT Mich. 


Carrier Co 
Condenset davsies & Begindicing! Oo. ee 
Devin Big. Co, ee Dee pe Lows, Bp 
., Div. of H. K. Porter Co., Inc., Pitts- 


Westinghouse | ic to Air 'aholideaien Div., Staunton, Va. 

Worthington C Harrison, N. J. 

XL Refri Co., Chicago, Ill. 

York Corp., mmercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 


CONDENSING UNITS, REFRIGERATING, OPEN 
Consisting of compressor, condenser, motor, recelver and base 
(Capacity to 15 tons) 


Brunner Mfg. Co., Utica, N. Y. 
Carrier Corp., Syracuse, N. Y. 
and Refrigeration Corp., Sidney, O 
Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 
Diceler Div., General Machine & Mfg. Co., Berwick, Pa. 
Frick Co., Waynesboro, Pa. 
Frigidaire Div., General Motors Corp., Dayton, Ohio. 
Kelvinator Div., American Motors Corp., Detroit, Mich. 
'g. Co., Lancaster, Pa. 
— Refrigeration Div., Vitis emai Machine Co., Beloit, 


Olsen Mfg. Co., The C. A., Elyria, O. 
Reliance Refrigeratin Machine Co., Chicago, Ill. 
Tecumseh Products "Mich. 


Typos ‘at Condi Co, Div. of Hupp Corp., Brooklyn, 


Willicecn Co., sh Cincinnati, oO. 
Worthington Corp., Harrison, N. 
York Corp., ae Div., 


" Subsidiary of Borg-Warner 
Corp., York, Pa. ° 


CONDENSING UNITS, REFRIGERATING, SEALED 
Consisting of compressor, condenser, motor, recelver and base 


(Capacity to 15 tons) 


Addison Products Co., Addison, Mich. 


American Radiator & — Sanitary Corp., Air Condition- 
ing Div., New York, N. Y 


Armstrong Furnace Co., Columbus, .@) 
eee Automotive Air Brake Co., Evansville, 
nd. 


Berger Furnace Corp., Belle Vernon, Pa. 
Blissfield Mfg. Co., Blissfield, Mich. 
Brucker, Inc., M., Chicago, III. 

Brunner Mfg. Co., Utica, N. Y. 

Bryant Mfg. Co., Indianapolis, Ind. 


Coleman Co., Inc., Wichita, Kans. 
Columbia Burner Co., Toledo, O 
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Cool-Ette, Inc., Detroit, Mich. — Le 
& Night Mfg. Co., dir Calif. 
pels Appliance Div., General Motors Corp., Rochester, N. Y. 
Steel Co., Mich. 


Furnace 
Electromode Div. of Commercial Rochester, N. Y. 
Fraser & Johnston Co., San Francisco, Calif. 
Fri General Motors 


ire # rp., Da Ohio. 

General Electric Co., Home Heating and Coo Cooling Dept., Tyler, 
Tex. 

Gibson Refrigerator Co., Greenville, Mich. 

Great Northern Mfg. Corp., Chicago, Ill. 

Hall-Neal Furnace Co., > epee Ind. 

Hess Co., The, Chicago, Ill > 

Henry Furnace Co., Medina, O. 

Holly Mfg. Co., Pasadena, Calif. 

Janitrol Heating and Air I a Div., Surface Combus- 
tion Corp., Columbus, O 

Jettronaire, Inc., Pittsburgh, Pa. 

Lonion bet _ American Motors Corp., Detroit, Mich, 


\ctnion Salelagiin toe. Saiete 
— = Tne, Marsaltown, Ta. 
jestic Co., = untington, 
Meyer Furnace Co., Peoria, Ill. 
Mission Appliance Corp., Hawthorne, Calif. 
Mueller Climatrol, Milwaukee, Wis. 
Muncie Gear Works, Inc., Muncie, Ind. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Olsen Mfg. Co., The C. A., Elyria, O. 
Patten Co., J. V., 
Payne Co., The, Monrovia, Calif. 
Perfection Industries, Div. of Hupp Corp., Cleveland, O. 
Rheem Mfg. Chicago, Ill. 
Richmond Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 
N. J. 
Round Oak Co., Inc., Dowagiac, Mich. 
Rybolt Heater Co., Ashland, 
Sequoia Mfg. Co., San Carlos, Calif. 
Servel, Inc., Evansville, Ind. 
Shana Mfg. Inc., Chicago, Ill. 
Smith Corp., A. O., ermaglas Div., catenes. Til. 
Stewart-Warner Corp. , U. S. Machine Div., Lebanon, Ind. 


. Jj. 
Thermo-Products, Inc., North Judson, Ind. 
Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland Steel Products’ Corp., Cleveland, O. 
ee Air Conditioning Co., Div. of Hupp Corp. 


United States Air Conditioning Corp., Philadelphia, Pa. 
Utility Appliance Corp., Los “i Calif. 
vee Mfg. Co., Fresno, 

iking Mfg. Corp., 
Westinghouse Electric ., Air Conditioning Div., Staunton, Va. 
Williams Div., Eureka- illiams Comps, pene, Ill. 
Williams Furnace Co., Buena Park, Ca 
a Co., The, O. 

Corp., Harrison, N. J. 

York Corp., Communal Div., Subsidiary of Borg-Warner 

Corp., York, Pa. 
York- hipley, Inc., York, Pa. 


CONDITIONERS, WATER 


American Sand-Banum Co., Inc., — N. Y. 
Ampion » Long Island ' City, N 

Aquatrol —_ Clifton, N. jy 
Calgon, Inc., Pittsburgh, Pa 
Cepi-American, Inc., Oak Park, Ill. 

City Chemical Corp., New ae ¥ ¥. 


Dow Chemical (Midland, Mich 
ae Funds Sueeces Ge taesde L., Wilmington, Del 
Electro Mfg. Co., Houston, Tex. Magnetic) 
Evis Mfg. Co., San Francisco. Cali 
Madd oe Bie, Louk Hing 

en ” 
Metropolitan Refining Co. Inc Long Island City, N. Y. 
Moreheat Distribution Co., Cincinnati, O 
North American Mogul Products Co., Cleveland, O. 
Oakite Products, Inc., New York, N. Y. 
Packard Water Conditioner Div., Inc., Packard Mfg. Co., Jack- 


Saginaw Products Co., Saginaw, Mich. 
Skuttle Mfg. Co., Milford, Mich. (For humidifiers) 





CONDUCTOR PIPE AND FITTINGS 
See Pipe and Fittings, Conductor 


CONNECTIONS, DUCT, FLEXIBLE 


Corbman Bros., Inc., Philadelphia, 
Bigs Mig. Cohn Hyde Pack. 1. i S 
Mfg. Corp., Long Island City, N. Y. 
ters Ce. Inc., Boston, Mass. (Felt) ) 
: Clair Rubber Co Co., Marysville, Mich. ( 
Sall Mountain Div., Nicolet Industries, Inc., 
(Asbestos) 
United States Rubber Co., New York, N. Y. (Asbestos, canvas) 
See Inc., Chicago, Ill. (Fabric) 
wning & Mfg. Co., Cleveland, Ohio. 
Wikon, ine Ge Inc., Grant, Chicago, Ill. (Asbestos) 


CONNECTORS, METAL, FOR METAL DUCTS 

Acme ~~ ~~ Pa. 
ome amy ittings Co., Des Moines, Ia. 
Carolina Blower Co., Inc., Greensboro, N. C. 
Corbman Bros., Inc., Philadelphia, Pa. 
Inland Steel Products Co., ae Wis. 
Ralph Mfg. Co., Inc., Wadsworth, O 

CONTROL PANELS 

See Boards, Panel and Control 


CONTROLS, BLOWER, SPEED CHANGING 


Airgard Mfg. Co., Chicago, Ill. 
Ammerman Co., Inc., Minneapolis, Minn. 
Ballastran Corp., Ft. Wayne, Ind. 

National Modulation Co., St. Paul, Minn. 
White-Rodgers Co., St. Louis, Mo. 


CONTROLS, COMBINATION FAN AND LIMIT, 
LINE OR LOW VOLTAGE 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 


Acro Mfg. Co., Controls Div., Columbus, O. 

Automatic Devices Co., Inc., Western Springs, IIl. 

Cam-Stat Inc., Div. Paul Henry Co., Los Angeles, Calif. 

Cook Electric Co., Chicago, Ill. 

Detroit Controls Corp., Detroit, Mich. 

Electronics Div., Iron Fireman Mfg. Co., Portland, Ore. 
Controls Co., Glendale, Calif. 

General gt Co., 2 Apaentns $e Sales roy Schenectady, N. Y. 


Iron Fireman Mf; <. 
Mercoid Co cago, = 


Minneapolis- foneywell on oe Minneapolis, Minn. 
Penn Controls, Inc., Goshen, 

Therm-O-Disc, Inc., vane sw Ohio. 
White-Rodgers Co., St. Louis, Mo. 


CONTROLS, COMBUSTION, LINE OR LOW VOLTAGE 


Barber-Colman Co., Rockford, III. 

Bristol Co., Waterbury, Conn. 

Combustion Control Corp., Cambridge, Mass. 
Crown Controls Co., Inc., New Bremen, Ohio. 


Delco Appliance Div., General Motors Corp., Rochester, N. Y. 


Eclipse Fuel Engineering Co., Rockford, Ill 
General Controls Co., ey Calif. 
Hays Corp., Michigan City, Ind. 

Iron Fireman Mfg. Co., spray Ohio. 

Mercoid Corp., Chicago 

Minneapolis Honeywell. noses Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 

Shallcross Controls, Inc., Milwaukee, Wis. 

White-Rodgers Co., St. Louis, Mo. 


CONTROLS, FAN 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 


Acro Mfg. Co., Controls Div., Columbus, O. 
Allen-Bradley Co., Milwaukee, Wis. 

Automatic Devices Co., Inc., Western Springs, Ill. 
Barber-Colman Co., Rockford, Ill. 

Cam-Stat, Inc., Div. Paul Henry Co., Los Angeles, Calif. 
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Hamilton, O. 


Clark Controller Co., Cleveland, Ohio. 
Detroit Controls Corp., Detroit, Mich. 
Electronics Div., Iron Fireman Mfg. Co., Portland, Ore. 
General Controls’ Co., Glendale, Calif. 

Iron Fireman Mfg. Co., Cleveland, Ohio. 

McCorkle Co., D. H., Berkeley, Calif. 

McLarty Systems, Battle Creek, Mich. 

Mercoid Corp., Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 

Penn Controls, Inc., Goshen, Ind. 

‘omens Thermostat Div, Metals & Controls Corp., Attleboro, 


United Electric Controls Co., Watertown, Mass. 
White-Rodgers Co., St. Louis, Mo. 


CONTROLS, FUEL OIL, GRAVITY FLOW 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
(Electric and manual) 

Detroit Controls Corp., Detroit, Mich. (Electric and manual ) 

General Controls Co., Glendale, Calif. 

Montgomery Products Co., Lansing, Mich. 

Robertshaw-Fulton Controls Co., Greensburg, Pa. 


CONTROLS, HUMIDISTATS 


Abbeon Supply Co., Jamaica, N. Y. 

American Instrument Co., Inc., Silver Spring, Md. 
Barber-Colman Co., Rockford, Ill 

Bristol Co., Waterbury, Conn. 

Fries Instrument Div., Bendix Aviation Corp., Baltimore, Md. 
General Controls Co., Glendale, Calif. 

H-B Instrument Co., Inc., Philadelphia, Pa. 

‘ohnson Service Co., Milwaukee, Wis. 

-O-Mist, Inc., ~» Caicagp, Ill. 
Minneapolis-Honeywell — Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, I 
Powers Regulator Co., Skokie, a 
Taylor Instrument Companies, Rochester, N. Y. 
Walton Laboratories, Inc., Irvington, N. J. 


CONTROLS, LIMIT, LINE OR LOW VOLTAGE 


Acro Mfg. Co., Controls Div., Columbus, O 
Allen-Bradley Co., Milwaukee, Wis. 

‘Automatic Devices Co., Inc., Western Springs, Ill. 

Barber-Colman Co., Rockford, Ill. 

Cam-Stat Inc., Div. Paul Henry Co., Los foores Calif. 

Crown Controls Co., Inc., New Bremen, Ohi 

Detroit Controls Corp., Detroit, Mich. 

Electronics Div., Iron Fireman Mfg. Co., Portland, Ore. 
General Controls Co., Glendale, Calif. 

General Electric Co., Apparatus Sales Div., Schenectady, N. Y. 
Iron Fireman Mfg. Co., Cleveland, Ohio. 

McCorkle Co., D. H., Berkeley, Calif. 

Mercoid Corp., Chi Til. 

Minneapolis-Hon 1 Regulator Co., Minneapolis, Minn. 

Penn Controls, Inc., Goshen, Ind. 

Robertshaw-Fulton Controls Co., Greensburg, Pa. 

Spencer Thermostat Div. Metals & Controls Corp., Attleboro, 


Mass. 

Therm-O-Disc, Inc., Mansfield, Ohio. 

United Electric Controls Co., Watertown, Mass. 

Westinghouse Electric Corp., Pittsburgh, Pa. 

Western Electrical Instruments Corp., Subsidiary of Daystrom, Inc. 
Newark, N. J. 

White-Rodgers Co., St. Louis, Mo. 


CONTROLS, MOTORS, DRAFT DAMPER, ELECTRICAL 
Acro Mfg. Co., Controls Div., Columbus, O. 


Au-Temp-Co Corp., New York, N. Y. 

Automatic Temperature Control Co., Inc., Philadelphia, Pa. 
Barber-Colman Co., Rockford, Ill. 

Crown Controls Co., Inc., New Bremen, Ohio. 

Defender Instrument & Regulator Co., Boody, Ill. 
General Controls Co., Glendale, Calif. 

Heat-Timer Corp., New York, N. Y. 

Kol-Master Corp., Oregon, Ill. 

Mercoid Corp., Chicago, III. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 
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Square D Co., Detroit, Mich. 
White Mfg. Co., St. Paul, Minn. 
Young Regulator Co., Cleveland, O. 


CONTROLS, MOTORS, DUCT DAMPER, MODULATING 
OR PROPORTIONING 


Automatic Temperature Control Co., Inc., Philadelphia, Pa. 
Barber-Colman Co., Rockford, III. 

Bristol Co., Waterbury, Conn. 

General Controls Co., Glendale, Calif. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 


CONTROLS, MOTORS, DUCT DAMPER, 
TWO POSITION 


Acro Mfg. Co., Controls Div., Columbus, O. 
Au-Temp-Co Corp., New York, N. Y. 

Automatic Temperature Control Co., Inc., Philadelphia, Pa. 
Barber-Colman Co., Rockford, Ill. 

Bristol Co., Waterbury, Conn. 

Crown Controls G., Inc., New Bremen, Ohio. 
Heat-Timer Corp., New York, N. Y. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Young Regulator Co., Cleveland, O. 


CONTROLS, PILOT, GAS BURNER 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
American Control Co., Compton, Calif. 

Continental Instrument Co., Cleveland, Ohio. 

Drying Systems, Inc., Chicago, Ill. 

Eclipse Fuel Engineering Co., Rockford, Ill. 

General Controls Co., Glendale, Calif. 

Mercoid Corp., Chicago, Il. 

Milwaukee Gas Specialty Co., Milwaukee, Wis. 
Minneapolis- Honeywell Regulator Co., Minneapolis, Minn. 
Modern Materials, Inc., Northville, Mich. 

Penn Controls, Inc., Goshen, Ind. 

Roberts-Gordon Appliance Corp., Buffalo, N. Y. 
Robertshaw-Fulton Controls Co., Greensburg, Pa. 

Titan Valve & Mfg. Co., Cleveland, Ohio 

White-Rodgers Co., St. Louis, Mo. 

Zink Co., John, Tulsa Okla 


CONTROLS, PRESSURE, REFRIGERATING 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 


Allen-Bradley Co., Milwaukee, Wis. 
Automatic Control Co., St. Paul, Minn. 
Barber-Colman Co., Rockford, III. 


i . , Il. 
Marsh Corp., < P., Skokie, Ill. 
Mercoid Corp., Chicago, Ill. 
Minneapolis.1i 1 Regulator Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 
Powers Regulator Co., Skokie, Ill. 
Ranco Inc., Columbus, Ohio. 
Shallcross Controls, Inc., Milwaukee, Wis. 
Soreng Div., Controls Co. of America, Schiller Park, Ill. 
Square D Co., Industrial Controller Div., Milwaukee, Wis. 
White-Rodgers Co., St. Louis, Mo. 


CONTROLS, RELAYS, ELECTRICAL 


AEMCo., Inc., Mankato, Minn. 

Allen-Bradley Co., Milwaukee, Wis. 

American Instrument Co., Inc., Silver Spri 

Arrow-Hart & Hageman Electric Co., em ey 

Automatic Switch Co., Orange, N. J. 

Automatic Temperature Control Co., Inc., Philadelphia, Pa. 
Barber-Colman Co., Rockford, Ill. 

Burke Engineering Co., Los Angeles, Calif. 

Clark Controller Co., Cleveland, Ohio. 

Cramer Co., Inc., R. W., Centerbrook, Conn. 
Cutler-Hammer, Inc., Milwaukee, Wis. 

Detroit Controls Corp., Detroit, Mich. 

General Controls Co., Glendale, Calif. 

General Electric Co., Apparatus Sales Div., Schenectady, N. Y. 
Guardian Electric Mfg. Co., Chicago, Ill. 
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Hart Mfg. Co., Hartford, Conn. 

H-B Instrument Co., Philadelphia, Pa. 

Iron Fireman Mfg. Co., Cleveland, Ohio. 

McCorkle Co., D. H., Berkeley, Calif. 

Mercoid Corp., Chicago, Ill. 

Minneapolis- 1] r Co., Minneapolis, Minn. 
Monitor Controller, yaa Mass. 

Penn Controls, Inc., Goshen, I 

Philadelphia Thermometer Co., Philadelphia, Pa. 

Photoswitch Div., Electronics Corp. of America, Cambridge, Mass. 
Precision er & Instrument Co., Philadelphia, Pa. 
Reynolds Electric Co., River Grove, Ill. 

Soreng Div., Controls Co. of America, Schiller Park, Ill. 
Spencer Thermostat Div., Metals & Controls Corp., Attleboro, 


Mass. 

Square D Co., Detroit, Mich. 

Square D Co., industrial Controller Div., ~~ Wis. 

Ward Leonard Electric Co., Mt. Vernon, N.Y 

Westinghouse Electric Corp., Pittsburgh, Pa. 

Weston Electrical Instrument Corp., Subsidiary of Daystrom, Inc., 
Newark, N. J. 

White-Rodgers Co., St. ae "ge 

Zenith Electric Co., "Chicago, I 


CONTROLS, SWITCHES, MAGNETIC 


ACEC Electric Corp., New York, N. Y. 

Allen-Bradley Co., Milwaukee, Wis. 

Arrow-Hart & Hegeman Electric Co., Hartford, Conn. 
Automatic Electric Mfg. Co., Mankato, Minn. 

Automatic Switch Co., Orange, N. J. 

Barber-Colman Co., Rockford, Ill. 

Clark Controller Co., Cleveland, Ohio. 

Cutler-Hammer, Inc., Milwaukee, Wis. 

Detroit Controls Corp., Detroit, Mich. 

Electric Controller & Mfg. Co., Cleveland, Ohio. 

Furnas Electric Co., Batavia, Ill. 

General Controls Co., Glendale, Calif. 

General Electric Co., Chicago on Schenectady, N. Y. 
Guardian Electric Mig. Co. Ci 

H-B Instrument Co adelphia P Ny 
Hart Mfg. Co., Hartford, — 


Mercoid .» Chi 

Minneapolis- I Co., Minneapolis, Minna. 

Monitor Controller, Rockland, Mass. 

Palmer Electric Co., pe og ae Il. 

Penn Controls, Inc., Goshen, Ind 

Soreng Div., Controls Co, of America, Schiller Park, Ill. 

Square D Co., Detroit, Mich. 

Sgeees D Co., Indus. Controller Div., Milwaukee, Wis. 
Ward Leonard Electric Co., Mt. Vernon, N. A 

Westinghouse Electric Corp., Pittsburgh, Pa. 

White-Rodgers Co., St. Louis, Mo. 

Zenith Electric Co., Chicago, Ill. 


CONTROLS, SWITCHES, MANUAL 


ACEC Electric Corp., New York, N. Y. 
Allen-Bradley Co., Milwaukee, Wis. 
Allis-Chalness Mig. Co., co. Wis. 


» Inc., 
Furnas Electric Co. Batavia, Ill. 
General Electric Co., Sales Div., Schenectady, N. Y. 
Hart Mfg. Co., Hartfo: 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Soreng — Controls Co. of America, Schiller Park, Ill. 
Square D Co., Detroit, Mich. 
Square D Co. Indus. Controller Div., game Wis. 
Westinghouse Electric Corp., Pittsburgh, Pa 


CONTROLS, SWITCHES, TIME 


AEMCo., Inc., Mankato, Minn. 

Allen-Bradley Co., Milwaukee, Wis. 

Au-Temp-Co Corp., New York, N. Y. 

Automatic Devices Co., Inc., Western Springs, Ill. 
Automatic Switch Co., "Orange, N. 

Automatic Temperature Control Co., ‘Inc., Philadelphia, Pa. 
Barber-Colman Co., Rockford, Til. 





Cramer Controls Corp., Sebetetn Conn, 
Electronics Div., Iron Fireman oe Co., Portland, Ore. 
General Controls Co., Glendale, Calif 


General Electric Co., Sales Div., wietetesitn N.Y. 
General Electric Co., lock Timer <e , Mass. 
International 


White-Rodgers Co., St. Louis, Mo. 
Zenith Electric Co., Chicago, Ill. 


CONTROLS, THERMOSTATS, CLOCK, 
DAY AND NIGHT 


Amat, Drie CO. Inc., Weather Controls Div.. Western 
a ae. Rockford, Ill. 


Electronics Div., Iron Seeman’ 0a Co., Portland, Ore. 
General Controls Co., Glendal a Mig 
Heat-Timer Corp., New York, ®. ¥ 
Iron Fireman ig. ay hay Po nny 
McQuay-Norris Mfg Louis, Mo 
Miller- Harris Instrument Co., reny gy Boles 
Minneapolis Honepwell Regulator Sree Minn. 
Sarcotherm Controls, Inc., New York, 1 N.Y. 
Tork Clock Co., Inc., Mt. Vernon, N. Y. 
White-Rodgers Co. St. Louis, Mo. 


CONTROLS, THERMOSTATS, COMBINATION 
HEATING AND COOLING 


Barber-Colman Co., Rockford, Ill. 
Carrier Corp., Syracuse, m Se 
Detroit Controls 


., Detroit, Mi 
— Sylphoa Div. Deboteent Fulton Geatrols Co., Knox- 
ville, Tenn. 
General Controls Co., Glendale, Calif, 
Minneapolis-Honeywell Regulator Co.,. Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 
Powers Regulator Co., Skokie, Ill. 
Robertshaw-Fulton Controls Co., Greensburg,. Pa, 


CONTROLS, THERMOSTATS, DOMESTIC 
WATER HEATER 


A-P Controls Div., Controls Co. a America, Milwaukee, Wis. 
American Control Co., Compton, Calif. 

American Instrument "©. Inc., Silver Spring; Md 

Cam-Stat Inc., Div. Paul Henry Co., Los Angeles, Calif. 
Cutler-Hammer, Inc., Milwaukee, Wis. 

General Controls Co., Glendale, Calif. 

Hart Mfg. Co., Hartford, Conn. 

Hynes & Cox Electric Corp., Watervliet, N. Y. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Modern Controls <a Centerline, Mich. 

Powers Regulator Co Ill, 

Robertshaw-Fulton Controls Co., Greensburg, Pa. 
Therm-O-Disc, Inc., Mansfield, Ohio. 

Titan Valve & Mfg. Co., Cleveland, Ohio. 

Westinghouse Electric Corp., Pittsburgh, Pa. 


CONTROLS, THERMOSTATS, ELECTRIC RESISTANCE 
HEATING 


Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 


CONTROLS, THERMOSTATS, ELECTRONIC 


Barber-Colman Co., Rockford, Ill. 
White-Rodgers Co., St. Louis, Mo. 


CONTROLS, THERMOSTATS, HEAT ACCELERATED 
OR ANTICIPATING 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
Acro Mfg. Co., Controls Div. , Columbus, O 

Barber-Colman ‘©. Rockford, ill. 

Crown Controls Co., Inc., Fa Bremen, Ohio. 

Detroit Controls Corp., Detroit Mich. 

— —- Div’ Robertshaw. Fulton Controls Co., Knoxville, 


ae Controls Co., Glendale, Calif. 
H-B Instrument nag egy Pa. 


White-Rodgers Co., St. Louis, Mo, 


CONTROLS, THERMOSTATS, LINE OR LOW VOLTAGE 


A-P Controls Div., Controls Co. of — Milwaukee, Wis. 
Acro Mfg. Co., Controls Div., Columbus, 
Allen-Bradley Co., Milwaukee, Wis. 


Delco Appliance Div., General Motors Corp., Rochester, N. Y. 
Detroit Controls Corp. Detroit, Mich. 
Electronics Div., Iron Fireman Mfg. Co., Portland, Ore. 
Fenwal Inc., Ashland, Mass 
~~ Sylphon Div., Robertshaw-Fulton Controls Co., Knoxville, 

‘enn. 
General Controls a Glendale, Calif. 

pie Div., Schenectacy, N. Y. 


Robertshaw-Fulton Controls Co. Greensburg, Pa. 

Sarco Co., Inc., New York, N. Y. 

Sarcotherm Controls, ~. New York, N.-Y. 

= Thermostat Div. Metals & Controls Corp., Attleboro, 


Then O-Disc, Inc., Mansfield, Ohio. 

United Electric Controls Co., Watertown, Mass. 

WwW Electric Corp., Pittsburgh, Pa. 
White-Rodgers Co., Aa Louis, Mo. 

Wiegand Co., Edwin L., Pittsburgh, Pa. 


CONTROLS, THERMOSTATS, MODULATING 
OR PROPORTIONING 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
Atlas Valve Co., Newark, N. J. 


Barber-Colman Co., Rockford, Ill. 

Defender Instrument & Regulator Co., Boody, Ill. 

Fenwal, Inc., Mass. 

ae | Sylphoa Div., Robertshaw-Pulton Controls Co., Knoxville, 


Service Co., Milwaukee, Wis. 


Robertshaw-Fulton Controls as - Greensburg, Pa. 
White-Rodgers Co., St. Louis, Mo. 
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CONTROLS, THERMOSTATS, TWO STAGE, FOR 
COOLING 


Penn Controls, Inc., Goshen, Ind. 


CONTROLS, THERMOSTATS, WEATHER 
COMPENSATING 


Au-Temp-Co Corp., New ro oe ae 
——— ic ~ ee Co., , Weather Controls Div., 
Il 
-Colman Co., Rockford, Ill. 
Detroit Controls Corp., Detroit, Mich. 
Heat-Timer Corp., New York, N. Y. 
Illinois Engineering Co., Chicago, III. 
ped Service Co., Milwaukee, Wis. 
Systems, Battle Creek, Mich. 
lis-Honeywell Regulator Co., Mianeapolis, Minn. 
Powers Regulator Co., Skokie, Ill. 
Sarcotherm Controls, Inc., New York, N. Y. 
United Electric Controls Co., Watertown, Mass. 
White-Rodgers Co., St. Louis, Mo. 


Western 


CONTROL SYSTEMS, ACCESSORIES 


Terminals, terminal blocks, connectors, ignition cable, thermo- 
stat cable, etc. 

Barber-Colman Co., Rockford, Ill. 

Buchanan Electric Products Corp., Hillside, N. J. 


CONTROL SYSTEMS, FLAME FAILURE 


American District * h Co., New York, N. Y. 
-Colman Co. ‘ord, Ill. 
Waterbury, Conn. 
Ohio. 


Combustion Control Div., Electronics Corp. of America, Cam- 
bridge, Mass. dis 
Systems, Inc., nen, 
pse Fuel Co, Rockford, I 
Electronics Div., Iron Fireman Mfg. Co 


, Portland, Ore. 
Fueiguard Co., Dallas, Texas. 


Minneapolis-Honeywell Regulator € Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 


Wheelco Instruments Div. . Barber- -Colman Co,, Rockford, Ill. 


CONTROL SYSTEMS, GAS BURNER, 
COMPLETE ASSEMBLY 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
Detroit Controls Corp., Detroit, Mich. 

Eclipse Fuel Engineering Co., Rockford, Ill. 

General Controls Co., Glendale, Calif. 

Haney Gas Burner & Engrs., 

Hays Corp., Michigan City, Ind. 

Iron Fireman Mfg. Co., Cleveland, O. 

Mettler G., Inc., Los 


White-Rodgers Co., St. Louis, Mo. 


CONTROL SYSTEMS, GRAVITY FURNACE, 
HAND-FIRED, COMPLETE ASSEMBLY 


Acro Mfg. Co., Controls Div., Me oO. 
Barber-Colman’ Co., Rockford 
Bearlee Products Co., Green Ber, ‘Wis 
Crown Controls Co., New Bremen, Ohio. 
Defender Instrument & Regulator Co., Boody, Ill. 
General Controls Co., Glendale, Calif. 
Mercoid Corp., Chicago, Til. 

lis- Honeywell —— Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, In 
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White-Rodgers Co., St. Louis, Mo. 


CONTROL SYSTEMS, HEATING, VENTILATING, AND 
AIR CONDITIONING, ELECTRICAL 


and, 
Acro Mfg. Co., - Masha Ohio. 
General Controls ls Co, Glendale, Calif. 

Mercoid Corp., Chicago, Ill, 

Midwest Automatic Control Co., Des Moines, Iowa. 


Fenn Cediee tat On Regulator Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind 
White- Redden Co., St. Louis, Mo. 


CONTROL SYSTEMS, HEATING, VENTILATING 
AND AIR CONDITIONING, PNEUMATIC 


Johnson Service Co. Milwaukee, Wis; 
Powers Regulator Co., Skokie, Ill. 


CONTROL SYSTEMS, Oil BURNER, 
COMPLETE ASSEMBLY 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
Detroit Controls Corp., it, Mich. 


Detroi 
Electronics Div., Iron Fireman Mfg. Co., Portland, Ore. 
General Controls Co. Calif. 


Hays Corp., Michigan City, Ind. 
Heat-Timer .. New York, N. Y. 
Iron Fireman tm Boartu: 
Minweapolie tions rf oneywall Regular Minneapolis, 

i i Co., Minn. 
Penn Controls, Inc., Goshen, 
Shallcross Controls Inc., irk Wis. 


Wheelco Instruments Resiasien Co., Rockford, Ill. 
White-Rodgers Co., St. Louis, 


CONTROL SYSTEMS, ORM, COMPLETE ASSEMBLY 


Defender Instrument . Reguidtcs Co, Boody, Ill. 
Electronics Div., irom Fireman Mfg. Go.) Portland, Ore. 
Hays Corp., Michigan City, Ind. 
Heat-Timer Corp., New York, N. Y. 
Iron Fireman Mf Ohio: » 

icago, 


Mercoid Corp., 

Minneapolis-H Regulator Co.,.\Minneapolis, Minn. 
Palmer Electric Co., Chicago, Iil. 

Penn Controls, Inc., Goshen, Ind. 

Shallcross Controls Sete Inc., Milwaukee, Wis, 
White-Redgers Co., St. Louis, Mo. 


CONTROL SYSTEMS, WINTER AIR CONDITIONING 
FURNACE, HAND FIRED, COMPLETE ASSEMBLY 


Acro ay; = Co., Conttrels Div., Speman oO. 
Barber-Co Iman Co., Rockford, Til 

Crown Controls Co., Inc., New Bremen, Ohio. 
General Controls Co. Glendale, Calif. 
Mercoid Corp., Chicago, Ill. 


lis- Honeywell Repieins Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 


White-Rodgers Co., St. Louis, Mo. 


CONTROL SYSTEMS, ZONE, COMPLETE ASSEMBLY 


Avu-T. Corp., New York, N. Y. 
Barber-Colman Co., Rockford, Ill. 

Burke Engineering Co., Los Angeles, Calif. 
General Controls Co., Glendale, Calif. 
Heat-Timer Corp., New York, N, Y, 
Johnson Service Co., Milwaukee, Wis. 
Mercoid Corp., Chicago, Ill. 

Minneapolis- a Regulator Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 

Powers Co. Skokie, Ill. 

Young Regulator Co., Cleveland, O. 





COOLING COILS 
See Coils, Cooling 


COOLING UNITS 
See Units, Air Conditioning 


COOLING TOWERS 


See Towers, Cooling 


COPPER PIPE 
See Tubing, Copper 


COPPER SHEETS 
See Sheets, Metal, Copper 


COPPER TUBE FITTINGS 
See Fittings, Copper Tube 


COVERS, WINDOW AIR CONDITIONER 
See Protectors, Window Air Conditioner 


CRIMPING MACHINES 
See Machines, Crimping 


CURTAIN WALL PANELS 
See Panels, Curtain Wall 


DAMPER, DUCT, REGULATOR SETS 
See Regulators, Duct Damper Sets 


DAMPER MOTORS 
See Controls, Motors 


DAMPERS, BACK DRAFT 
See Louvers and Shutters 


DAMPERS, DIFFUSER 


Air Control Products, Inc., Coopersville, Mich. 
Air-Factors, Inc., Monrovia, Calif. 

American Gas Co., Cleveland, O. 

Anemostat . of America, New York, N. Y. 
Barber-Colman Co., Rockford, Ill. 

Gallaher Co., Omaha, Nebr. 

General Register Corp., Cedar Grove, N. J. 
Hart & Cooley Mfg. Co., Holland, Mich. 

Lima Register Co., Lima, oO. 

Smith Co., J. B., Philadelphia, Pa. 

Titus Mfg. Corp., Waterloo, Ia. 

United States Register Co., Battle Creek, Mich. 
Universal Diffuser Corp., Tuckahoe, N. Y. 


DAMPERS, DRAFT, BAROMETRIC 


Atlas Valve Co., Newark, N. J. 

Boston Machine Works Co., Lynn, Mass. 
Cole-Sewell Engineering Co., St. Paul, Minn. 
Combustion Equipment Co., Silvis, Ill. 

Duo-Therm Div., Motor Wheel Corp., Lansing, Mich. 


Empire Ventilation eo Co., Long Island City, N. Y. 


Field Control Div., H. D. Conkey & Co., Mendota, Ill. 
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Fuel Reduction Corp., Chicago, Ill. 

Hotstream Heater Co., Cleveland, Ohio. 

Jordan & Co., Inc., Paul R., Indianapolis, Ind. 
Juniper Elbow Co., Inc., Middle Village, L. I., N. Y. 
Krueger Sentry Gauge Co., Green Bay, Wis. 
Mirror Patented Stove Pipe Co., Hartford, Conn. 
Preferred Utilities Mfg. Corp., New York, N. Y. 
Shallcross Controls, Inc., Milwaukee, Wis. 
Simplex Mfg. Co., Fond du Lac, Wis. 

Steinen Mfg. Co., Wm., Newark, N. J. 

Walker Mée. & Sales Corp., St. Joseph, Mo. 
Wilder Products Co., Springfield, oO. 
Windmaster, Inc., Columbus, Ohio. 


DAMPERS, DRAFT, FIREPLACE 


Adams Co., The, Dubuque, Ia. 
Bennett-Ireland, Inc., Norwich, N. Y. 
Heatilator, Inc., Syracuse, N. Y. 
Majestic Co., Inc., Huntington, Ind. 


DAMPERS, DUCT 


A- <3 Mis. Ce , Kansas City, Mo. 

. Co., Philadelphia, Pa. 
Adelte b g- Co., Philadelphia, Pa. 
Air-Factors, Inc., Monrovia, Calif. 
Air-Path Products Co., Baltimore, Md. 
Air & Refrigeration Corp., New York, N. Y. 
American Warming & Ventilating Co., Toledo, O. 
Anemostat Corp. of America, New York, N. Y. 
Armstrong Fittings Co., Des Moines, Ia. 
Berger Furnace Corp., Belle Vernon, Pa. 
Connecticut State Furnace Co., Bri rt, Conn. 
Corbman Bros., Inc., Philadelphia, 
Damp-Vent Co., Bettendorf, Ia. 
Duro-Dyne Corp., New Hyde Park, L. I., N. Y. 
Elgen Mfg. Corp., Long Island City, N. Y. 
General Register Corp., Cedar Grove, N. J. 
Hart & Cooley Mfg. Co., Holland, Mich. 
Inland Steel Products Co., Milwaukee, Wis. 
Johnson Service Co., Milwaukee, Wis. 
Powers Regulator Co., Skokie, Ill. 
Thermota = Inc., Detroit, Mich. (For high velocity systems) 
United Sheet Metal Co., Inc., Columbus, O. 
United States Register Co., Battle Creek, Mich. 


oO. 
Young Regulator Co., Cleveland, O. 


Acme Mfg. Co., i Pa. 

Adams Co., Dubuque, Iowa. 

Adelta Mfg. Co., gg > Pa. 

Berger Furnace Corp., Belle Vernon, Pa. 

B ¢ Furnace Pipe Co. ., Columbus, Ohio. 
Char-Gale Mfg. Co., Minn. 
Corbman Bros., Inc., Philadelphia, Pa. 
Eselgroth & Co., Newark, N. J. 

Hotstream Heater Co., Cleveland, Ohio. 


Co., Inc., Los Angeles, Calif. 
a Metal Mig. Ca Ta. 


Mueller Climatrol, Milwaukee, moo 
National Fuel Conservation Co., Inc., Freeport, N. Y. 
Peerless a Indianapolis, Ind. 

wee La mee ay Co., Niles, O. 


Walker Mfg. & 


Wheeling 
Wilder Products Co. 
Williamson Co., The, 


DAMPERS, STACK HEAD 
Acme Furnace Fitting Co., Chicago, Ill. 
fladelphia, Pa. 


Acme Mfg. Co., Phi 
Air Control Products, <4 Coopersville, Mich. 
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Airefio Furnace Pipe Co., Brighton, Mich. 
Air-Factors, Inc., Monrovia, Calif. 
American Warming & Ventilating +e pene oO. 
uckeye Furnace Pipe Co., Columbus, O 
Champion Furnace Pipe Co., Peoria, i 
Corbman Bros., Inc., Philadelphia, Pa. 
Excelsior Steel Furnace Co., Chicago, Ill. 
fh J Sheet Metal Co., Van Dyke, Mich. 
Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 
Superior Metal Fabricating Co., Niles, O. 
Truscon Steel Co., Youngstown, Ohio. 
Williamson Co., The, Cincinnati, O. 


DAMPERS, WARM AIR PIPE 


Acme Furnace Fitting Co., Chicago, Ill. 

Acme Mfg. Co., Philadelphia, Pa. 

Aireflo Furnace Pipe Co., Brighton, Mich. 

Adams Co., Dubuque, lowa. 

Armstrong Fittin —_ Co., Des Moines, Ia. 
Furnace Corp., Belle Vernon, Pa. 

Bas eye Furnace Pipe Co., Columbus, Ohio. 

Champion Furnace Pipe Co., Peoria, Ill. 

Char-Gale Mfg. Co., Anoka, Minn. 

Corbman Bros., Inc., Philadelphia, Pa. 

Duro-Dyne Corp., New Hyde Park, L. I., N. Y. 

Excelsior Steel Furnace Co., Chicago, Ill. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Inland Steel Products Co., Milwaukee, Wis. 

J & J Sheet Metal Co., Van Dyke, Mich. 

Lennox Industries Inc., Marshalltown, Iowa. 

Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 

Malco Products, Minneapolis, Minn. 

Peerless Corp., Indianapolis, Ind. 

Ralph Mfg. Co., Inc., Wadsworth, Ohio. 

Standard Furnace Supply Co., Ltd., Omaha, Nebr. 

Thor Metal Products Co., Inc., Syracuse, N. Y. 

United States Register Co., Battle Creek, Mich. 

Wheeling Corrugating Co., Wheeling, W. Va. 

Williamson Co., The, Cincinnati, O. 

Young Regulator Co., Cleveland, O. 


DECKING, ROOF, METAL 


Airtherm Mfg. Co., St. Louis, Mo. 
American Steel Band Co., Pittsburgh, Pa. 
Ceco Steel Products Corp., Chicago, Ill 
Detroit Steel Products Co., Detroit, Mich. 
Inland Steel Products Co., Milwaukee, Wis. 
Mahon Co., R. C., Detroit, Mich. 
Plasteel Products Corp., Washington, Pa. 
— Steel Corp., Cleveland, O. 

Ids — on Louisville, Ky. 

, Pittsburgh, Pa. 

asen Seect Div. Mepublie Steel Corp., Youngstown, O. 
United States Gypsum Co., Chicago, IIl. 
Wheeling Corrugating Co., Wheeling, W. Va. 


DEHUMIDIFIERS, ABSORPTION AND ADSORPTION 
Air Conditioning Engineering Co., Cambridge, Mass. 

Air and Refrigeration Corp., New York, N. Y. 

Bryant Mfg. Co., Indianapolis, Ind. (Adsorption) 

Carbide and Carbon Chemicals Co., Div. Union Carbide & Chem- 

ical Corp., New York, N. Y. (Ethylene glycol) 

Cargocaire Engineering Corp., New York, N. Y. 

Carrier Corp., Syracuse, N. Y. 

Coughlan Co., G. N., West Orange, N. J. 

Desomatic Products, Inc., Falls Church, Va. 

Dryomatic Corp., Alexandria, Va. 

Floridin Co., Tallahassee, Fla. 

Janitrol Heating and Air Conditioning Div., Surface Combus- 

tion Corp., Columbus, O. 

Kaufman Co., H. J., Detroit, Mich. (Absorption) 

Pittsburgh Lectrodryer Co., Pittsburgh, Pa. 

Speco, Inc., Cleveland, O. 

Tamms Industries Inc., Chicago, Ill. 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 






DEHUMIDIFIERS, REFRIGERATING TYPE, PORTABLE 


Blissfield Mfg. Co., Blissfield, Mich. 
Dryomatic Corp., Alexandria, Va. 
Mfg. Co., Columbus, Ohio. 
Electrovent Fan & Mfg. Co., Chicago, Ill. 
Fedders-Quigan , Buffalo, N. Y. 
Fresh’nd-Aire Co., iv. of Cory Corp., Chicago, Ill. 
Frigidaire Div., General Motors Corp., Dayton, O. 
Haertel Co., Walter, Minneapolis, Minn. 
Hotpoint Co., Chicago, Ill. 
Kauffman Air Conditioning Co., St. Louis, Mo. 
Kelvinator Div., American Motors Corp., Detroit, Mich. 
McGraw Electric Co., ; Lonere Mfg. Div., Albion, Mich 
Mitchell Mfg. Co., Div. of Cory > og Chicago, Ill. 
Remington Air Conditioning Div . Remington 
N. Y. 
Walton Laboratories, Inc., Irvington, N. J. 
Westinghouse Electric "Corp. ., Refrigeration Specialties Div., 
Springfield, Mass. 
Whirlpool-Seeger Corp., St. Joseph, Mich. 


Corp., Auburn, 


DEHYDRATORS, REFRIGERANT 


A-P Controls Corp., Milwaukee, Wis. 

Ansul Chemical Co., Refrigeration Div., Marinette, Wis. 
Eagle Chemical Co., Inc., Chicago, Ill. 

Henry Valve Co., Melrose Park, III. 

Imperial Brass Mfg. Co., Chicago, Ill. 

McIntire Co., The, Livingston, N. J. 

Mueller Brass Co., Port Huron, Mich. 

Remco, Inc., Zelienople, Pa. 

Sporlan Valve Co., St. Louis, Mo. 

Stewart Industries Inc., Clifton, N. J. 

Superior Valve and Fittings Co., Pittsburgh, Pa. 
Technifiex Corp., Port Jervis, N. Y. 

Wabash Corp., Chicago, IIl. 


DETECTORS, LEAK, REFRIGERANT 


Bernz Co., Otto, Rochester, N. 

Gates & Co., Inc., George W., Frsaklin Sq, L.1L, N.Y. 

Insto-Gas Corp., "Detroit, Mich. 

Justrite Mfg Co., Chicago, Ill. 

Linde Air Products Co., Div. Union Carbide & Carbon Corp., 
New York, N. Y. 

National Cylinder Gas Co., Chicago, Ill. 

Ould (USA) Ltd., John, Mt. Vernon, N. Y. 

Stewart Industries ‘Inc, Clifton, N. J. 

Turner Brass Works, | Sycamore, Ill. 


Vacuum-Electronic 7. eo Co., New Hyde Park, N. Y. 
Velocity-Power Tool Co., Pi urgh, Pa. 


DIES, PRESS BRAKE 


(Also see Machines, Sheet Metal Working, Presses) 
Bath Co., Cyril, Solon, O. 
Cincinnati Shaper Co., Cincinnati, O. 
Davis & Son Machine Works, Los Angeles, Calif. 
Doelger & Kirsten, Inc., Milwaukee, ae 
Dreis & Krump Mfg. Co., Chicago 
Niagara Machine 4 Tool Works, Blo, N. Y. 
O'’Neil-Irwin Mfg. Co., Lake City, Minn 
Ohio Sheet Metal Die Co., Cleveland, O. 
Reiner & Campbell Co., Inc., Newark, N. J. 
Whitney Mfg. Co., W. A., Rockford, Ill. 


DIFFUSERS, AIR, BASEBOARD 


Asie Mie Co we Cleveland, O. 
Adelta Mfg. Co Philadelphia, Pa. 

Air Control Products, Inc., Coopersville, Mich. 
Air Devices, Inc., New York, N. Y. 
Air-Factors, Inc., Monrovia, Calif. 
American Diffuser Co., Cleveland, O. 
Auer Register Co., Cleveland, O. 
Berger Furnace Corp., Belle Vernon, Pa. 
Brandes <o., Madison, Wis. 

Carnes Corp., Verona, Wis. 

Char-Gale Mfg. Co., Anoka, Minn. 
Coleman Co., Inc., Wichita, Kans. 


Corbman Bros., Inc., Philadelphia, Pa. 

Crane Co., Chicago, II. 

Flangeklamp Corp., Buffalo, N. Y. 

General Automatic Products Corp., Baltimore, Md. 

General Electric Co., Home Heating and Cooling Dept., Tyler, 
Tex. 

General Register Corp., Cedar Grove, N. J. 

Gerwin Industries, Inc., Thermo-Base Div., Michigan City, Ind. 

Gross-Aire Mfg. Co., St. Louis, Mo. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Hayes Products Co., Portsmouth, Va. 

Heating Assurance, Inc., Spokane, Wash. 

Independent Register Co., Cleveland, O. 

Jettronaire, Inc., Pittsburgh, Pa. 

Kalamazoo Furnace & Appliance we Co., Kalamazoo, Mich. 

Kritzer Radiant Coils, Inc., Chicago, I 

Lennox Industries Inc., Marshalltown, Ta. 

Lima Register Co., Lima, Ohio. 

Louvra Mfg. & Sales Co., Union, N. J. 

Midco Register Corp., St. Paul, Minn. 

National Grille & Register Co., Cleveland, O. 

Patco Mfg. Co., Philadelphia, Pa. 

Premier Furnace Co., Dowagiac, Mich. 

Republic Products Co., Philadelphia, Pa. 

Rock Island Register Co., Rock Island, Ill. 

Ryniker Steel Products Co., oe Mont. 

Smith Co., J. B., Phi sig see: 

Standard Stamping & P sear he Co., Chicago, Iil. 

Steel City Furnace Co., Springdale, Pa. 

Sundstrom Pressed Steel, Chicago, Ill. 

Titus Mfg. ., Waterloo, Iowa. 

Tri-a-lium ucts Co., Chicago, IIl. 

United States ister Co., Battle Creek, Mich. 

Vectaire Mfg. , Inc., North Tonawanda, N, Y. 

Viking Mf, . Corp. Cleveland, O. 

Vulcan Radiator Co., Hartford, Conn. 

Wellcome Engineering Co., Del., Clarendon Hills, Ill. 

York-Shipley, Inc., York, Pa. 


DIFFUSERS, AIR, CEILING 


A Register Co., Cleveland, Ohio. 
ta Mfg. Co., Philadelphia, Pa. 
i Control Products, Inc., Fe a sa Mich. 


Calif. 

American Warming & Ventilatin ge Toledo, O. 

Anemostat Corp. of America, New York, N. Y. 

Ashburn Sonic Co., Culver City, Calif. 

Barber-Colman Co., Rockford, Iil. 

Carnes Corp., Verona, Wis. 

Char-Gale Mfg. Co., Anoka, Minn. 

Coleman Co., Inc., Wichita, Kans. 

Connor Engineering Corp., Danbury, 

Corbman Bros., Inc., Philadelphia, Pa. 

Demuth & Sons, Inc., Charles, Mineola, L. I., N. Y. 

Gallaher Co., Omaha, Nebr. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Independent Register Co., Cleveland, O. 

Krueger Air Conditioning Corp., Tucson, Ariz. 

Lima Register Co., Lima, Ohio. 

Midco Register Corp., St. Paul, Minn. 

Pyle-National Co., Multi-Vent Div., Chicago, Ill. 

Thermotank, Inc., Detroit, Mich. (Plastic) 

Titus Mfg. Corp., Waterloo, Iowa. 

— & Bailey Div. of Allied Thermal Corp., New Britain, 
nn. 

Universal Diffuser Corp., | So sar N. Y. 

United States Register Battle fds Mich. 

Viking Mfg. Corp., Cleveland, O 


DIFFUSERS, AIR, FLOOR 


A&A Soe ag Co., Cleveland, O. 
, Kansas City, Mo. 


Ade i hits. Sg i Pa. 


An Devices, Inc., _ + 8 N. Y. 
American Diffuser Co. Cleveland, O. 
Auer Register Co., Cleveland, O. 
Coleman Co Inc., Wichita, Kans. 
Char-Gale Mfg. Co., Anoka, Mina. 


ille, Mich. 
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Corbman Bros., Inc., Teliedaiehia, Pa. 

Crane Co., Chicago, Il 

Hart & Cooley Mfg. o Holland, Mich. 

Independent Register Co., Cleveland, O. 

Knowles Mushroom Ventilator Co., Upper Montclair, N. J. 
(Circular) 

Lennox Industries Inc., Marshalltown, Ia. 

Lima Register Co., Lima, oO. 

Louvra Mfg. & Sales Co., Union, N. J. 


Midco — aa . Paul, Mina 

Rock Island Register Co., Rock Island, Til. 

Smith Co., J. B., Philadelphia, Pa. 

United States Register Co., Battle Creek, Mich. 
Vectaire Mfg. Co., Inc., North Tonawanda, N. Y. 
Viking Mfg. Corp., Cleveland, O 


DIFFUSERS, AIR, HIGH PRESSURE 


Air cave eve New York, N. Y 


Anemostat Corp of America, New York, N. Y. 
ne G., Rockford, Ill. 


Corp., Danbury, 
hides Register Corp., St. Paul, Minn. 
Tuttle & Bailey Div. of Allied Thermal Corp., New Britain, 


Conn. 
United States Register Co., Battle Creek, Mich. 


DIFFUSERS, AIR, LIGHTING FIXTURE COMBINATION 


Air Devices, Inc., New York, N. Y. 
Anemostat Corp. of America, New York, N. Y. 
Barber-Colman Co., Rockford, Ill. 

Carnes Corp., Verona, Wis. 

Connor Danbury, Conn. 

Inc., Charles, Mineola, LI, N. Y. 
le-National Co., Multi-Vent Div., Chicago, Ill. 
niversal Diffuser Corp., Tuckahoe, N. Y. 


DIFFUSERS, AIR, WALL 


A&AR Co., Cleveland, O. 

-J] Mfg. Co., Kansas City, Mo 

elta Mfg. Co., Philadelphia, Pa. 

Air Control Products, Inc., Coopersville, Mich. 
Air Devices, Inc., New an N. Y 
Air-Factors, Inc., Monrovia, Calif. 
American Warming & Ventilating Co., —— oO. 
———— my “4 — rx York, 

uer 
Barber rar Co., ociford. 1 iil. 
Berger Furnace Corp., Belle Vernon, Pa. 
Carnes Wis. 


—— Electric Co., Home Heating and Cooling Dept., Tyler, 


Psat Register Corp., Cedar Grove, N. J. 
peste res Co., oe Heights, Pa. 
een. Mich. 
eveland, O. 
Kelenooe Furnace & ok Mfg. Co., Kalamazoo, Mich. 
Lennox Industries Inc., Marshalltown, Ia. 
Lima Register oO. 


a & Sales Co., iy J. 


Notionsl Geille 2 Begistes meget ee ey oO. 


Rock Island re? Co., er Co. Rock Island, Ill. 

Smith Co., J. B Philadel Pa. 

Standard orating Co., Chicago, Ill. 
Titus Mfg. Corp., Waterloo Ta. 

United States Co., Battle Creek, Mich. 
Universal Diffuser Corp., Tuckahoe, N. Y. 
Waterloo Register Co., Inc., Wi Ia. 


DIVERTERS, DRAFT, GAS HEATER 


. Co., Philadelphia, Pa. 
ig. Co., i Pliiadcinhia, Pa. 
Fittings Co., Des Moines, Ia. 


Acme Mf, 
Adelta 
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Banner Burner Co., Youngstown, Ohio. 
Berger Furnace Corp., Belle Vernon, Pa. 
Buckeye Furnace Pipe Co., Columbus, Ohio. 
Champion Furnace Pipe Co., Peoria, Ill. 
Corbman Bros., Inc., Philadelphia, Pa. 
Excelsior Steel Furnace Co., Chicago, Ill. 
Famous Furnace Co., Cleveland, Ohio. 
Finger, Joe, Cleveland, Ohio. 
Fulton Steelcraft Co., Swanton, O. 
Hotstream Heater Co., Cleveland, Ohio. 
Inland Steel Products Co., Milwaukee, Wis. 

& J Sheet Metal Co., Van Dyke, Mich. 
~~ Metal Products Corp., Broadview, Ill. 

Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 
tented Stove Pipe ., Hartford, Conn. 
Sure Paes oor Furnace Co., Forest Park, Til. 
Tri-State Hotes Supply, In Inc., Fort Wayne, Ind. 
Waverly Heating Supply Co., Boston, Mass. 
Wilder “Mie Cx Co., Niles, Ohio. 

Wilder Products Co., Springfield, Ohio. 
Williamson Co., The, Cincinnati, O. 


DOORS, ACCESS 


Adams Co., The, Dubuque, Ia. 

Air Control Products, Inc., Coopersville, Mich. 
Air-Factors, Inc., Monrovia, Calif. 

Inland Steel Products Co., Milwaukee, Wis. 
Majestic Co., Inc., Huntington, Ind. 

Pettit & Sons Co., Inc., W. T., Youngstown, O. 
United Sheet Metal Co., Inc., Columbus, O. 
Ventfabrics, Inc., Chicago, Til. 

Wilder Products Co., Springfield, O. 


DOORS, SAFETY, FOR FURNACES 


Falz Mfg. Co., St. Paul, Minn. 

Inland Mfg. Co., Chicago, Ill. 

Leisur-Maid Mfg. Corp., Grand Rapids, Mich. 
Liberty Combustion Corp., East Syracuse, N. Y. 


DOUBLE DUCT MIXING UNITS, SOUND AND VOLUME 
CONTROL, FOR DOUBLE DUCT HIGH VELOCITY 
AIR CONDITIONING SYSTEMS 


See Units, Mixing, Sound and Volume Control, for Double 
Duct High Velocity Air Conditioning Systems 


DOUBLE SEAMING ROOFING MACHINES 


See Machines, Sheet Metal Working, Double Seaming, Roof 


DOWNSPOUTING AND FITTINGS 


See Pipe and Fittings, Conductor 


DRAFT BOOSTERS 


See Boosters, Draft, Mechanical 


DRAFT DIVERTERS, GAS HEATER 


See Diverters, Draft 


DRAFT GAGES 


See Gages, Draft 


DRAFT INDUCERS 


See Boosters, Draft, Mechanical 
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DRAFT REGULATORS 


See Regulators, Furnace Draft, Mechanical; Dampers, Draft, 
Barometric; Controls, Motors, Draft Damper 


DRILLS, ELECTRIC AND PNEUMATIC, PORTABLE 


Air-Speed Tool Co., Los Angeles, Calif. (Pneumatic) 

Albertson & Co., Inc., Sioux City, lowa 

Black & Decker Mfg. Co., Towson, ‘Ma. (Electric, Portable) 

Buffalo Forge Co., Buffalo, N. Y. 

Chicago Pneumatic Tool Co., New York, N. Y. 

Delta Power Tool Div., Rockwell Mfg. Co., Pittsburgh, Pa. 
(Electric) 

Ingersoll-Rand Co., New York, N. Y. (Pneumatic) 

Keller Tool Div., Gardner-Denver Co., Grand Haven, Mich. 
(Pneumatic) 

Mall Tool Co., Div. of Remington Arms Co., Inc., Chicago, Ill. 
(Electric and Pneumatic) 

Millers Falls Co., Greenfield, Mass. 

Milwaukee Electric Tool Corp., Milwaukee, Wis. (Elec.) 

Oster Mfg. Co., John, Milwaukee, Wis. (Electric) 

Portable Electric Tools, Inc., omiinge Ill. (Electric & pneumatic) 

Porter-Cable Machine Co., Syracuse, N . Y. (Electric) 

Power Tools Corp., Cleveland, O. (Electric, concrete) 

Rotor Tool Co., Cleveland, Ohio. (Pneumatic & electric) 

Skil Corporation, Chicago, Ill. (Electric & pneumatic) 

Small Motors, Inc., Chicago, Ill. (Electric) 

Snap-on Tools Corp., Kenosha, Wis. (Electric) 

Speedway Mfg. Co., Div. of Thor Power Tool Co., Chicago, Ill. 

ay 4 a Tool Div., Stanley Works, New Britain, Conn. 

ectric 

Stow Mfg. Co., Binghamton, N. Y. (Electric-flexible shaft) 

Syntron Co., Homer City, Pa. (Electric) 

Tempo Products, Cleveland, O. (Electric) 

Thor Power Tool Co., Chicago, Ill. (Electric & pneumatic) 

Wodack Electric Tool Corp., Chicago, Ill. (Electric) 


DRIVE CLEATS 
See Connectors, Metal 


DRYERS, FURNACE TYPE 


Campbell Heating Co., Des Moines, Iowa. 
Jackson & Church Co., inaw, Mich. 
Link-Belt Co., Chicago, Iil. 

National Heater Co., Inc., af Paul, Minn. 
Siebring Mfg. Co., George. Ta. 

Zink Co., John, Tulsa, Okla. 


DUCT ACCESSORIES 
Angles, Boots, Heads, Joints, Offsets, Tees, ete. 


pomb Ribs. © yey: * N. Y. 

cme Furnace Fi = Ill. 

Acme Mfg. Co., Philedeipl 

Adelta ig. Co., Inc., ia, Pa. 
Aireflo Furnace Pipe Co., Deighton, Sach 

Ajax Furnace Fitting Co. Div. Cincinnati Sheet Metal « 
Roofing Co., Ohio 


Cincinnati, ‘ 

American Metal Products, Los Angeles, Calif. 
— Fittings Co., Des Moines, Ia. 

upply Co., Culver a Calif. 
Beckett & Co., Thomas, Dallas, Texas. 
Beetle Plastics Corp., Carl N., Fall River, Mass. (Plastic) 
Hae dhs urnace Corp., Belle Vernon, Pa. 

trom Mfg. Corp., Neenah, Wis. 

Bice & Son, Long ee City, N. Y. (Adjustable elbows) 
Sedan eae ¢ Co., Columbus, Ohio. 
Champion Furnace G., — Ill. 

a -Gale Mfg. Co., Anoka, Minn. 
ncinnati Stamping & Furnace Co., a Ohio. 
Clayton & Lambert Mfg. Co., — y. 
pa wt Co., « Wichita, Kans. 
rbman Bros nec, Pa. 
Crane Co., 7 rhe 
Detroit Safety a Pipe Co., Detroit, Mich. 
Duc-Pac Inc., East Longmeadow, Mass. 
Du Verre, Inc., Hamburg, N. a (Plastic) 
Eisbach, Albert N., 


lowa. (Elbows) 
Enderle Inc., Ltd., Frank ‘~ 5 Angele Calif. 





Excelsior Steel Furnace Co., Chicago, Ill. 

Gary Steel Products Co., Gary, Ind. 

Green Colonial Furnace Co., Des Moines, Iowa. 

Heil Process Equipment Corp., Cleveland, O. 

Henry Furnace Co., Medina, Ohio. 

Home Furnace Co., Holland, Mich. 

Howes-Woods non, Cambridge, Mass. 

Hugert Mfg. Co , Medina, Ohio. 

Inland Steel Products Co., Milwaukee, Wis. 

International Heater Co., "Utica, N. Y. 

J & J Sheet Metal Co., Van Dyke Mich. (Elbows) 

J Inc., Pittsb urgh, P 

Juniper Elbow Co., Inc., Middle Village, L. I., N. Y. 

Keith Furnace Co., Des Moines, Iowa. 

Labeled Metal Products Corp., Broadview, Iil. 

La Crosse Steel Roofing 
(Elbows) 

Lennox Industries Inc., Marshalltown, Iowa. 

Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 

Lyman Co., H. B., Southampton, Mass. 

Lyon, Conklin & Co., Inc., Baltimore, Md. 

Made-Rite Co., Inc., Newport, Ky. 

Majestic Co., Inc., Huntington, Ind. 

Marshall Furnace Co., Marshall, Mich. 

Maxwell Steel Co., Fort Worth, Texas 

Metal Fabricators, Inc., Charlotte, N. C. 

Metalmen, Inc., Chicago, Ill. 

Meyer & Bro. Co., F, Peoria, Ill. 

Moncrief Furnace Co., Atlanta, Ga. 

Montag Inc., Portland, Ore. 

Mueller Climatrol, Milwaukee, Wis. 

Northwest Metal Products, Inc., Seattle, Wash. 

Norwalk Air Conditioning Corp., South Norwalk, Conn. 

Ohio Valley Hardware Co., Inc., Evansville, Ind. 

Peerless Corp., Indianapolis, Ind. 

Penn Supply & Metal Corp., Philadelphia, Pa. 

Perfection Furnace Pipe Co., Toledo, Ohio. 

Premier Furnace Co., Dowagiac, Mich. 

Quality Heating Supply Co., Cincinnati, O. 

Ralph Mfg. Co., Inc., Wadsworth, Ohio. 

Reeves Steel & Mfg. Co., Dover, Ohio. 

Roofing & Supply Co., Chattanooga, Tenn. 

Round Oak Co., Inc., Dowagiac, Mich. 

Ryniker Steel Products Co., Billings, Mont. 

St. Clair Metal Products Co., Cleveland, O. 

Schecter Bros. Co., Philadelphia, Pa. 

Sioux Steel Co., Sioux Falls, S$. D. 

Snappy Inc., Detroit Lakes, Minn. 

Souther Iron Co., E. E., St. Louis, Mo. 

Standard Furnace Supply Co., Ltd., Omaha, Nebr. 

Stratton & Ters Co., Louisville, Ky. 

Superior Metal Fabricating Co., Niles, O. 

Superior Products Co., Omaha, Nebr. 

Superior Safety Furnace Pipe Co., Detroit, Mich. 

Tri-State Heating Supply, Inc., Fort Wayne, Ind. 

United Sheet Metal Co., Inc., Columbus, O. 

United States Register Co. Battle Creek, Mich. (Elbows & 
angles) 

Valco Corp., St. Paul, Minn. (Plastic) 

Vectaire Mfg. Co., Inc., North Tonawanda, N. Y. 

Viking Mfg. Corp., Cleveland, O. 

Waverly Heating Supply Co., Boston, Mass. 

Wheeling Corrugating Co., Wheeling, W. Va. 

Wheelock Co., Geo. F., Birmingham, Ala. 

Wilder Products Co., Springfield, Ohio. 

Williamson Co., The, Cincinnati, Ohio. 

Youngstown Furnace Co., Youngstown, Ohio. 





DUCT ANCHORS 
See Anchors, Duct and Pipe 


DUCT FITTING HARDWARE 
See Hardware, Duet Fitting 


DUCT, FLEXIBLE 


American Metal Hose Div., American Brass Co., Waterbury, 
Conn. 


Flexaust Co., The, New York, N. Y. 
Flexible Tubing Corp., Guilford, Conn. 
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& Corrugating Co., La Crosse, Wis. 


Flexonics Corp., Maywood, Ill. 
Wiremold Co., Hartford, Conn. 


DUCT FORMING MACHINES 
See Machines, Sheet Metal Working, Grooving 


DUCT INSULATION 
See Insulation, Duct 


DUCT MIXING UNITS, SOUND AND VOLUME 
CONTROL, FOR DOUBLE DUCT HIGH VELOCITY 
AIR CONDITIONING SYSTEMS 


See Units, Mixing, Sound and Volume Control, for Double 
Duct High Velocity Air Conditioning Systems 


DUCT, PREFABRICATED, METAL 


Acer & Whedon, Inc., Medina, N. Y. 

Acme Mfg. Co., Philadelphia, Pa. 

Acme Steel Co., Chicago, Ill. (Flexible) 

Adelta Mfg. Co., Inc., Philadelphia, Pa. 

Aireflo Furnace Pipe Co., Brighton, Mich. 

Ajax Furnace Fitting Co., Div. Cincinnati Sheet Metal & Roofing 
Co., Cincinnati, Ohio. 

Armstrong Fittings Co., Des Moines, Ia. 

Beckett & Co., Thomas, Dallas, Texas. 

Berger Furnace Corp., Belle Vernon, Pa. 

Buckeye Furnace Pipe Co., Columbus, Ohio. 

Carrier Corp., Syracuse, N. Y. (Helical conduit for high pres- 
sure systems) 

Champion Furnace Pipe Co., Peoria, Ill. 

Chandler Co., Cedar Rapids, Iowa. 

Char-Gale Mfg. Co., Anoka, Minn. 

Cincinnati Stamping & Furnace Co., Cincinnati, O. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Coleman Co., Inc., Wichita, Kans. 

Connecticut State Furnace Co., Bridgeport, Conn. 

Corbman Bros., Inc., Philadelphia, Pa. 

Detroit Safety Furnace Pipe Co., Detroit, Mich. 

Duc-Pac Inc., East Lon eadow, Mass. 

Enderle, Inc., Ltd., Frank 3 X., Los Angeles, Calif. 

Ervite Corp., Erie, Pa. (Porcelain enamel) 

Excelsior Steel Furnace Co., Chicago, Ill 

Flexonics Corp., Chicago, Ill. 

Fulton Steelcraft Co., Swanton, O. 

Gary Steel Products Corp., Gary, Ind. 

Grand Island Furnace & Supply Co., Grand Island, Nebr. 

Gray Metal Products, Inc., er, N. Y 

Henry Furnace Co., Medina, Ohio. 

ee Co., Cambridge, Mass. 

Hugert Mfg. Co., Medina, O. 

Inland Steet Products Co., Milwaukee, Wis. 

International Heater Co., Utica, N. Y. 

J & J Sheet Metal Co., Van Dyke, Mich. 

Jettronaire, Inc., Pittsburgh, Pa. 

Keith Furnace Co., Des Moines, Iowa. 

Labeled Metal Products Corp., Broadview, III. 

Lennox Industries Inc., Marshalltown, Iowa. 

Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 

Lumm Co., A. H., Toledo, O. 

Made-Rite Co., Inc., Newport, Ky. 

Majestic Co., Inc., Huntington, Ind. 

Maxwell Steel Co., Fort Worth, Texas 

Metal Fabricators, Inc., Charlotte, N. C. 

Metalmen, Inc., Chicago, Ill. 

Meyer & Bro. Co., F., Peoria, Ill. 

Moncrief Furnace Co., Atlanta, Ga. 

Montag Inc., Portland, Ore. 

Mueller Climatrol, Milwaukee, Wis. 

Northwest Metal Products, Inc., Seattle, Wash. 

Norwalk Air Conditioning Corp., South Norwalk, Conn. 

Ohio Valley Hardware Co., Inc., Evansville, Ind. 

Peerless Corp., Indianapolis, Ind. 

Penn Supply & Metal Corp., Philadelphia, Pa. 

Perfection Furnace Pipe Co., Toledo, Ohio. 

Pressure Airduct Corp., Skokie, Ill. (Insulated) 

Ralph Manufacturing Co., Inc., Wadsworth, Ohio 

Reeves Steel & Mfg. Co., Dover, O. 
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Round Oak Co., Inc., Dowagiac, Mich. 

St. Clair Metal Products Co., Cleveland, O. 

Schecter Bros. Co., Philadelphia, Pa. 

Sioux Steel Co., Sioux Falls, S. D. 

Standard Furnace Supply Co., Ltd., Omaha, Nebr. 

Stratton & Lie gh Inc., Louisville, Ky. 

Superior Metal Fabricating Co., Niles, O. 

Superior Safety Furnace Pipe Co., Detroit, Mich. 

Thor Metal Products Co., Inc., Syracuse, N. Y. 

Tri-State Heating Supply, Inc., Fort Wayne, Ind. 

United Sheet Metal Co., Inc., Columbus, O. (Helical conduit 
for high pressure systems) 

United States Register Co., Battle Creek, Mich. 

Viking Mfg. Corp., Cleveland, Ohio. 

Williamson Co., The, Cincinnati, Ohio. 

W orthington Corp., Harrison, N. J. (Helical conduit for high 
pressure systems) 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. (Helical conduit for high pressure systems). 

Youngstown Furnace Co., Youngstown, Ohio. 


DUCT, PREFABRICATED, NON-METALLIC 


Airfloor of California, South Gate, Calif. 

American Agile Corp., Bedford, Ohio. (Plastic) 

Atlas Mineral Products Co., Mertztown, Pa. 

Beetle Plastics Corp., Carl N., Fall River, Mass. (Plastic) 

Cannelton Sewer Pipe Co., RadianTile Div., Cannelton, Ind. 
(clay) 

Carey Mfg. Co., Philip, Cincinnati, Ohio. 

Colonial Plastics Mfg. Co., Subsidiary Van Dorn Iron Works Co 
Cleveland, O. (Polyvinyl chloride) 

Delta Co., The, Chicago, Ill. (Fiber) 

Du Verre, Inc., Hamburg, N. Y. (Plastic) 

Flexible Tubing Corp., Guilford, Conn. (Fabric) 

Harvey-Whipple, Inc., Springfield, Mass. 

Haveg Corp., Wilmington, Del. (Plastic) 

Heil Process Equipment Corp., Cleveland, O. 

Industrial Plastic Fabricators, ‘Inc, Norwood, Mass 

International Oil Burner Co., St. — Mo. (Fiber) 

Johns-Maaville, New York, N. Y 

Lumm Co., A. H., Toledo, Ohio. (Asbestos cement board) 

Modular Plastic Corp. Detroit, Mich. (Plastic) 

Monsanto Chemical Co., St. Louis, Mo. 

Owens-Corning Fiberglas Corp., Toledo, O. 

Price Bros., Flexicore Div. , Dayton, Ohio. (Concrete) 

= Rubber Div., Lee Rubber & Tire Corp., Youngstown, 


nichhirahe Co., The, Chicago, Ill. (Fibre and aluminum foil) 

Round Tube and Cores Co., ry Ill. (Fiber) 

S & C Mfg. Co., Cincinnati, O. (Plastic) 

Sonoco Products Co., Construction Products Div., 
S. C. (Fiber 

Straitsville Brick Co., New Straitsville, O. 

United States Rubber Co., New York, N. Y. 

Valco Corp., St. Paul, Minn. (Plastic) 


Hartsville, 


DUCT ROLLING MACHINES 
See Machines, Sheet Metal Working, Slip Roll Forming 


DUCT TURNING VANES 


See Vanes, Duct Turning 


DUST COLLECTORS 
See Collectors, Blow Pipe 


ZAVES TROUGH AND FITTINGS 


See Gutters; Gutter Accessories 


ELBOW MACHINES 
See Machines, Elbow 


ELBOWS, GUTTER PIPE 


See Pipe and Fittings, Conductor 
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ELECTRIC AIR FILTERS 
See Filters, Air, Electrostatic 


ELECTRIC MOTORS 
See Motors, Electric 


ELECTRIC WATER HEATERS 


See Heaters, Water, Storage Type, Domestic, Electric 


ELECTRIC WELDERS 
See Welders 


ELECTRODES, OIL BURNER 
See Burner Parts, Oli 


ELECTRODES, WELDING 
See Rods, Welding 


ELECTROSTATIC AIR FILTERS 
See Filters, Air, Electrostatic 


ENCLOSURES, RADIATOR 


Fulton Steelcraft Co., Swanton, O. 
Inland Steel Products Co., Milwaukee, Wis. 
Kauffman Air Conditioning Corp., St. Louis, Mo. 


Somers Se, Detroit, Mich, 
Wallace & Gale Co., Baltimore, Md. 
EVAPORATIVE COOLER PADS 


See Mats, Evaporative Cooler 


EVAPORATIVE COOLERS 


See Units, Air Conditioning, Central System, Evaporative Type. 
Also Units, Air Conditioning, Room Type, Evaporative 


EXCHANGERS, HEAT, REFRIGERANT SUCTION 
LINE 


Brown Fintube Co., The, Elyria, O. 
Doyle & Roth Mfg. Co., Brooklyn, N. Y. 


meee gs nc, Brews, ee ee Boston, Mass. 


Temprite Products Corp., Bi 
Wabash Corp., Chicago, Ill. 


EXPANSION BOLTS 
See Bolts, Expansion 


FACES, RETURN AIR, METAL 


A&A ee Co., a Ohio. 
A-J Mfg. Co Kansas City, Mo. 
elta Mfg. Co., Philadelphia, Pa. 
Air Control Products Inc., "Cuepeainitie, Mich. 
Air-Factors, Inc., Monrovia, Calif. 
Auer Register Co., Cleveland, Ohio. 
Barber-Colman Co., Rockford, Ill. 
Berger Furnace Corp., Belle Vernon, Pa. 





. J. 
Harrington & King Perforatin Co., Inc., Chicago, Ill. 
Hart & Sa Min Mig. Co., Holl Mich. 
iendrick Mfg. Co., Carbondal ie, Pa. 
Register Co., Cleveland, Ohio. 
uniper Elbow Co., Inc., Middle Village, L. 1, N. Y. 
Register Co., Lima, O 
s Sheet Metal Mig. Co., Inc., Los Angeles, Calif. 
Corp., St. Paul, ag 
Mundt & Charles, Jersey City, N ee 
Register & Grille Mfg. Co., Inc., Brooklyn, N. Y. 
Rock Island Register Co., Rock me oar a 
Standard Stamping & orating cago, 
Stewart Mfg. Co., Cedar Grove, N. 


Tuttle & Bailey Div. of Allied Thermal Corp., New Britain, 
Co 


nn. 
United States Register Co., Battle Creek, Mich. 
Viking Mfg. Corp., Cleveland, O. 


FAN CONTROLS 
See Controls, Fan 


FAN HOUSINGS 
See Housings, Blower and Fon 


FANS, PROPELLER TYPE, AXIAL FLOW 


Aerovent Fan Co., Piqua, Ohio. 
Airfan CGo., Los Angeles, Calif. 
a, Propeller Co., Zelienople, Pa. 

an tow lower Corp., Detroit, Mich. 
yam Co., Inc., Minneapolis, Minn. 


* Harvey ., Cincinnati, io. 
Blower lication Co., Milwaukee, Wis. 
Brookside ucts Co., Inc., McCordsville, Ind. 
Buffalo Forge Co., Buffalo, N. Y. 


Century Fan & Ventilator Co., Inc., Stamford, Conn. 
Chelsea Fan'& Blower Co., Tac. Pee NS 


International: Engineering, Inc., Dayton, Ohio. 

Joy Mfg. Co., Pittsburgh, Pa. 

Martin Fan & Blower Co., Chicago, Ill. 

M & E Mfg. Co., Indianapolis, Ind. 

Moore Co., Marceline, Mo. 

Peerless Electric Co., Warren, O. 

Penn Ventilator Co., Philadelphia, Pa. 

Robbins & Myers, Inc., Springfield, Ohio. 

Robinson Venti Co., Zelienople, Pa. 

South Bend Air ucts, Inc., South Bend, Ind. 
Standard Electric Mfg. Co., Inc., West Berlin, N. J. 
Sutton Corp., O. A., Wichita, Kans. 

Vernco Corp., Columbus, Ind. 

Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 
Wind-Way Fan & Ventilator Co., New Orleans, La. 
Wing Mfg. Co., L. J., Linden, N. J. 

Zink Co., John, Tulsa, Okla. 


FANS, PROPELLER TYPE, BOOSTER, 
COLD AIR RETURN 


Advance Aluminum Castings Corp., Chicago, Iil. 
Berns Air King Corp., Chicago, Ill. 
+ wae ent ucts Co., Inc., McCordsville, Ind. 

Co., Bloomington, Ill. 

“ony ge ‘Waupaca, Wis. 

Ser Reno: Dlower Com. Cladaanal, Ohio. 
International Engineering, Inc., Dayton, Ohio, 
Joy Mfg. Co., Pittsburgh, Pa. 
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McLarty Systems, Battle Creek, Mich. 

Martin Fan & Blower Co., Chicago, Ill. 

Mauer Evanston, Ill. 

Robbins & Myers, Inc., Springfield, Ohio. 

Silent Sioux Corp., ity, lowa, 

Standard Electric Mfg. Co., Inc., West Berlin, N. J. 
Western Engineering & Mig. Co., Venice, Calif. 


FANS, PROPELLER TYPE, BOOSTER, 
ONE-PIPE WARM AIR 


Brookside Products Co., Inc., Ses, Ind. 
Brumme Mfg. Co., Bloomington, II 


Blower & Forge Co., 3. a Pa. 
Senate Blower Corp., Cincinna ti, Ohio. 
Dual-Air Fan Co., Hampshire, Ill. 
Lynch & Sons, Kenneth, Wilton, Conn. (Ornamental) 
Battle Mich. 
Martin Fan & Blower Co., Chicago, Ill. 
Mauer Evanston, Ill. 
New-Aire Blower Co,, Royal Oak, Mich. 
Park Specialties, 


Robbins & Birete Inc., — 


re) 
Standard Electric Mfg. Co., Inc., West Berlin, N. J. 
Victor Electric Products, Inc., Cincinnati, Ohio. 
Western Engineering & Mig. Co., Venice, Calif. 


FANS, PROPELLER TYPE, EXHAUSTERS 


Acme Equipment Co. Cree Ph, Haar OMte. 
Aerovent Fan Co., ™ ow 
Air Controls, Inc 


Airfan Engineering Co .. Los on Calif. 
Airmaster Corp., icago, Ill. 


American Blower Corp., Detroit, Mich. 
Ammerman Co., Inc., Minneapolis, Minn. 
Bertram Cincinnati, Ohi 


> cy ©., 0. 
Baldor Electric Co., St. Louis, Mo. 
Black Mfg. Co., oe N. J. 
Brookside Products 2 Meeroregeria Ind, 
Buffalo Forge Co., oa aifalo Kt 


Century Pant Ventilator Cor : ea 
Champion Blower & Forge Co., Lancaster; Pa. 
Chelsea Fan & Blower Co., Inc., ag N. J. 
Chicago Blower Corp., Franklin Park, Il 
Cirklair Products Div., Folsom ee, = Dallas, Tex. 
Clarage Fan Co., Kalamazoo, Mic 
Commercialaire Corp. of Se Brooklyn, N. Y. 
Coppus > Risaaiiten rpg . M 
orcester, Mass. 
Dana Fan & Blower Nagy Cincinnati, Ohio. 
De Bothezat Fans Div., American Machine & Metals, Inc., East 
Moline, Ill. 

Diehl Mfg. Co., Somerville, N. J. 
Du Verre, Inc., Hamburg, N. Y. (Plastic covered) 
Electrovent Fan & Mfg. Co., Chicago, Ill. 
Frigid, Inc., ag 22 N.Y. 
Gallaher Co. Nebr. 
General Blower Co., Morton Grove, Il 
Hunter Div., Robbins & Myers, Et "Memphis, Tenn. 
Ilg Electric Ventilating 4 oO 
International 
Jenn Air Products Co.; 
kr loy Mfg. Co., Pittsburgh, P ~~ 

Co., Owatonna, Minn. 

& Blum Mfg. Co., Cincinnati, Ohio. 

Co., St. Louis, Mo. 
i , Davenport, Iowa. 
Martin Fan & Blower Co., Chicago, Ill. 
McLarty Systems, Battle Creek, Mich. 
Moore Co., Marceline, Mo. 
Mountain States Equipment Co., Denver, Colo, 
Muckle Mfg. Co., Owatonna, Minn. 
National Engineering & Mfg. Co., Sedalia, Mo. 
National Gas Equipment Co., Inc, Texas 
~~ Products, Herman, American Air Filter Co., Inc., Louis- 
ville, Ky. 

Peerless Electric Co., Warren, O. 
Penn Ventilator Co., Philadelphia, Pa. 
Reed Unit-Fans, Inc., Me ge Orleans, La. 
Rich Fan Mfg. Co., Phil, Houston, Tex. 
Robbins & Myers, Inc., eld, O. 
Ruemelin Mfg. Co., Milwaukee, Wis. 
Signal Electric Div., King-Seeley Corp., Menominee, Mich. 
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Torit Mfg. Co ‘ Se. Peal Minn. 

Trade-Wind Motorfans, Inc., Rivera, Calif. 

Trane Co., The, La Crosse, Wis. 

University Fan & Blower Co., Berkeley, Calif. 

Vernco 5 eee, Ind. 

Western & Mfg. Co., Venice, Calif. 

West Wind Corp., le, Wash 

Wing Miz. = . wR te Co., New Orleans, La. 
&- J. en, N. J. 

Zink Co., John, Tulsa, Okla. 


FANS, PROPELLER TYPE, FURNACE 


American Blower Corp., Detroit, Mich. 
Products Co., Inc., McCordsville, Ind. 
Brumme Mfg. Co., Bloomington, Ill. 
Dana Fan & Blower Corp., Cincinnati, Ohio. 
De Bothezat Fan Div. American Machine & Metals, Inc., East 
Moline, Ill. 

Dual-Air Fan G., — ~% Ill. 

lan & Blower Co., Cilia Ill. 
McLarty Battle Creek, Mich. 
Peerless Electric Co., Warren, Ohio. 


FANS, PROPELLER TYPE, KITCHEN EXHAUST 


American Blower Corp., Detroit, Mich. 
poy ae Co., oe tl Minneapolis, Minn. 


Bar Brook Mi Mig G Co., ee! Shreveport, La. 
Berns Air mane < Corp., Chicago, Ill. 
Bishop & Babcock Mfg. Co., 
Broan Mfg. Co., Inc., Hartford, Wis. 
ide Products Co., Inc., McCordsville, Ind. 
Buffalo Forge Co., Buffalo, N 
Carey Contry fe Co., Philip, sheild Ohio. 
‘an & Ventilator Co., Inc., Stamford, Conn. 
Blower & Forge Co., Lancaster, Pa. 
Chelsea Fan & Blower Co., Inc., Plainfield, N. J. 
Clarage Fan Co., Kalamazoo, Mich. 
Commercialaire Corp. of America, Brooklyn, N. Y. 
Co., Loren, Berea, O. 


Standard Electric Mfg. Co., Inc., West Berlin, N. J. 

Stewart Industries, Inc., Indianapolis, Ind. 

Sutton Corp., O. A., Wichita, Kans. 

Thermador Electrical Mfg. Co. Div. of Norris-Thermador 
Corp., Los Angeles, Calif. 

Trade-Wind Motorfans Inc., Rivera, Calif. 

Larnathed Blower Co., Birmingham, Mich. 


Wing Mfg. Co., L. j., Linden, N. J. 


FANS, PROPELLER TYPE, NIGHT AIR COOLING 
Air Controls, Inc., Cleveland, Ohio. 
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Jordan & Co., Inc., Paul R., ‘Indianapolis, 
Kloppenborg Aluminum Foundry, Davenport Ta. 
Lakewood & Oe. Co., Chicago, Til 


Lau Blower Co., Dayton, Ohi 

Martin Fan & Blower Co, a ' 
McLean Engineeri i N. J. 
Meier Electric & G., Indianapolis, Ind 
National Engineering & Mfg: Co. Sedalia, Mo. 
National Gas Equipment Co., Inc., Denison, Texas. 


Nelson Products, Herman, 


Ky. 
New York Blower Co., Chicago, Ill. 
Norky ay Corp., Cincinnati, 6.” Ky. 
NuTone, Inc., 


Air Filter Co., Louisville, 


i ay 
Zink Co., John, Tulsa, Okla. 


FANS, PROPELLER TYPE, VENTILATING SYSTEM 
Capacity 4000 cfm up for connection to ductwork 
Acme Beuipmast TS, Biaibigie, Obie. 


Allen Cooler & Ventilator :., Rochester, Mich. 
American Agile yo Bedford, O. (Plastic) 
American Coolair Corp., Jacksonville, Fla. 
Ammerman Co., — Minneapolis, Minn. 
Arex Co., Chicago, Iil 
Arlington Electric Co., ‘St. Louis, Mo. 

Bar-Brook Mfg. Co., Inc., La. 
Belco Industries, Inc., St. Louis, Mo. 
Berns Air King Corp., Chicago, Ill. 
Bertram P i 


i C., 
Buffalo Forge Co., Buffalo, N 
Ca H. Aur Couthtioaing Ben Ge. fhic., Atlanta, Ge: 


37d 





Carey Mfg. Co., Philip, Cincinnati, Ohio. 

Century Fan & Ventilator Co., Inc., Stamford, Conn. 

Champion Blower & Forge Co., Lancaster, Pa. 

Chelsea Fan & Blower Co., Inc., Plainfield, N. J. 

Chicago Blower Corp., Franklin Park, Ill. 

Cirklair Products Div. Folsom Co., Inc., Dallas, Texas. 

Clarage Fan Co., Kalamazoo, Mich. 

Commercialaire Corp. of America, Brooklyn, N. Y. 

Cook Co., Loren, Berea, O. 

Coppus Engineering Corp., Worcester, Mass. 

Dana Fan & Blower Corp., Cincinnati, Ohio. 

De Bothezat Fans Div., American Machine & Metals, Inc., East 
Moline, Ill. 

Diehl Mfg. Co., Somerville, N. J. 

Dual-Air Fan Co., Hampshire, Ill. 

Electrovent Fan & Mfg. Co., Chicago, Ill. 

Emerson Electric Mfg. Co., St. Louis, Mo. 

Frigid Inc., Brooklyn, N. Y. 

Fresh’nd-Aire Co., Div. of Cory Corp., Chicago, Ill. 

General Blower Co., Morton Grove, IIl. 

Hartzell Propeller Fan Co., Div. Castle Hills Corp., Piqua, Ohio. 

Hunter Div., Robbins & Myers, Inc., Memphis, Tenn. 

Ilg Electric Ventilating Co., Chicago, III. 

International Engineering, Inc., Dayton, Ohio. 

International Oil Burner Co., St. Louis, Mo. 

Jordan & Co., Inc., Paul R., Indianapolis, Ind. 

Joy Mfg. Co., Pittsburgh, Pa. 

Kloppenborg Aluminum Foundry, Davenport, Iowa. 

Lakewood Engineering & Mfg. Co., Chicago, Ill. 

Martin Fan & Blower Co , Chicago, Ill. 

M & E Mfg. Co., Indianapolis, Ind. 

Meier Electric & Machine Co., Inc., Indianapolis, Ind. 

Moore Co., Marceline, Mo. 

Mountain States Equipment Co., Denver, Colo. 

Myers Electric Co., Inc., Pittsburgh, Pa. 

National Gas Equipment Co., Inc., Denison, Texas. 

Nelson Products, Herman, Amezican Air Filter Co., Louisville, 


Ky. 
New York Blower Co., Chicago, IIl 
Palmer Mfg. Corp., Phoenix, Ariz. 
Peerless Electric Co., Warren, Ohio. 
Reynolds Electric Co., River Grove, III. 
Rich Fan Mfg. Co., Phil, Houston, Tex. 
Robbins & Myers, Inc., Springfield, Ohio. 
Robinson Ventilating Co., Zelienople, Pa. 
Seco-Lite Mfg. Co., St. Louis, Mo. 
Skinner Heating & Ventilating Co., Inc., St. Louis, Mo. 
South Bend Air Products, Inc., Soutn Bend, Ind. 
Standard Electric Mfg. Co., Inc., West Berlin, N. J. 
Trade-Wind Motorfans, Inc., Rivera, Calif. 
Truflo Fan Co., Harmony, Pa. 
Uno Ventilator Co., Malden, Mass. 
Western Blower Co., Seattle, Wash. 
Western Engineering & Mfg. Co., Venice, Calif. 

i Electric Corp., t Div., Boston, Mass. 

Wind-Way Fan & Ventilator Co., New Orleans, La. 
Wing Mfg. Co., L. J., Linden, N.J. 


FASTENERS, CARTRIDGE TYPE 
See Tools, Sheet Metal Workers’ 


FASTENERS, MANUAL TYPE 
See Tools, Sheet Metal Workers’ 


FASTENINGS, INSULATION 


Gerrard & Co., A. J., Melrose Park, Ill. 

Graham Mfg. Corp., Royal Oak, Mich. 

Huck Mfg. Co., Detroit, Mich. 

Miracle Adhesives Corp., New York, N. Y. 

Moore, Inc., Goodloe, E., Danville, Ill. 

Nelson Stud Welding Div., Gregory Industries, Inc., Lorain, O. 
Stic-Klip Mfg. Co., Inc., Cambridge, Mass. 

Tinnerman Products, Inc., Cleveland, O. 


FASTENINGS, SHEET METAL 


Allmetal Screw Products Co., Inc., Garden City, N. Y. 
Camloc Fastener Corp., Paramus, N. J 


Chase Brass & Copper Co., Inc., Waterbury, Conn. 
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Cuyahoga Spring Co., Cleveland, Ohio. 

Gieeeet Eeeanien Bolt Co., Inc., Garwood, N. J. 
Fabricated Products Co., West Newton, Pa. 

Hexdall Co., A. M., Morris, Ill. 

Inland Steel Products Co., Milwaukee, Wis. 

Lion Fastener Co., Inc., Lester, Pa. 

Shakeproof Div., Illinois Tool Works, Elgin, Ill. 
Snappy Inc., Detroit Lakes, Minn. (Round duct hangers) 
Southco Div., South Chester Corp., Lester, Pa. 

Star Expansion Bolt Co., New York, N. Y. 

Star Stainless Screw Co., Paterson, N. J. 

Tinnerman Products, Inc., Cleveland, Ohio. 
United-Carr Fastener Corp., Cambridge, Mass. 
Velocity-Power Tool Co., Pittsburgh, Pa. 


FELT, ROOFING 


Barber Co., Inc., Philadelphia, Pa. 

Barrett Div. Allied Chemical & Dye Corp., New York, N. Y. 
Carey Mfg. Co., Philip, Cincinnati, Ohio. 
Celotex Corp., Chicago, III. 

Certain-teed Products Corp., Ardmore, Pa. 
Detroit Steel Products Co., Detroit, Mich. 
Flintkote Co., New York, N. Y. 

Globe Roofing Products Co., Inc., Whiting, Ind. 
Johns-Manville, New York, N. Y. 

Koppers Co., Inc., Pittsburgh, Pa. 

Lexsuco, Inc., Cleveland, Ohio. 

Meadows, Inc., W. R., Elgin, Ill. 

National Mfg. Corp., Tonawanda, N. Y. 

Ohio Paper Co., Miamisburg, Ohio. 
Owens-Corning Fiberglas Corp., Toledo, Ohio. 
Reilly Tar & Chemical Corp., Indianapolis, Ind. 
Ruberoid Co., New York, N. Y. 

United States Gypsum Co., Chicago, III. 


FILING MACHINES 


See Machines, Sheet Metal Working, Filing 


FILTER ADHESIVES 


See Oils, for Coating Viscous Air Filters 


FILTER GAGES 


See Gages, Indicating, Filter Resistance 


FILTERS, AIR, AUTOMATIC, DRY 


American Air Filter Co., Inc., Louisville, Ky. 
Day Co., Minneapolis, Minn. 


FILTERS, AIR, AUTOMATIC, VISCOUS 


American Air Filter Co., Inc., Louisville, Ky. 
Continental Air Filters, Inc., Louisville, Ky. 
Dollinger Corp., Rochester, N. Y. 

Farr Co.. Los Angeles, Calif 

Trion, Inc.. McKees Rocks, Pa. 


FILTERS, AIR, ELECTROSTATIC (WITH OUTSIDE 
POWER SOURCE) 


Air-Maze Corp., Cleveland, Ohio. 

American Air Filter Co., Inc., Louisville, Ky. 

Dollinger Corp., Rochester, N. Y. 

Dryomatic Corp., Alexandria, Va. 

Electro-Air Cleaner Co., Pittsburgh, Pa. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 

Radex Corp., Chicago, Ill. 

Raytheon Mfg. Co., Commercial Equipment Div., Waltham, 
Mass. 

Rybolt Heater Co., Ashland, O. 
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Trion, Inc., McKees Rocks, Pa. 


Westinghouse Electric Corp., Sturtevant Div., Hyde Park, Boston, 
ass. 


FILTERS, AIR, GREASE (SPECIFICALLY DESIGNED FOR 
KITCHEN EXHAUST SYSTEMS) 


Air Devices, Inc.. New York, N. Y. 

Air Filter Corp., Milwaukee, Wis. 

Air-Maze Corp., Cleveland, Ohio. 

Air Stream Filter Corp., St. Louis, Mo. 
American Air Filter Co., Inc., Louisville, Ky. 
Continental Air Filters, Inc., Louisville 1, Ky. 
Dollinger Corp., Rochester, N. Y. 

Farr Co., Los Angeles, Calif. 

Research Products Corp., Madison, Wis. 
Smith Filter Corp., Moline, Ill. 


FILTERS, AIR, PANEL, DRY 


Air Stream Filter Corp., St. Louis, Mo. 

American Air Filter Co., Inc., Louisville, Ky. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y 

Annis Air Filter Div., Royal Heaters, Inc., Alhambra, Calif. 

Barnebey-Cheney Co., Pur Air Div., Columbus, O 

Cambridge Filter Corp., Syracuse, N. Y. 

Chicopee Mills, Inc., New York, N. Y. 

Continental Air Filters, Inc., Louisville, Ky. 

Dollinger Corp., Rochester, N. Y. 

Filt-R-Ite Co., Chicago, Ill. 

Pittsburgh Plate Glass Co., Pittsburgh, Pa. 

Research Products Corp., Madison, Wis. 

Somers Corp., Detroit, Mich. (Hair and glass) 

Stoddard Industries, Inc., Chicago, Ill. (Woven plastic) 

Trion, Inc., McKees Rocks, Pa. 


FILTERS, AIR, PANEL, VISCOUS 


Air Devices, Inc., New York, N. Y. (Steel wire mesh) 

Air & Refrigeration Corp., New York, N. Y. (Fiberglas) 

Air Filter Corp., Milwaukee, Wis. (Wire doth) 

Air-Maze Corp., Cleveland, Ohio. (Metal wire baffles) 

Air Stream Filter Corp., St. Louis, Mo. 

American Air Filter Co., Inc., Louisville, Ky. (Glass fibers) 

Bard Mfg. Co., Bryan, O. (Aluminum) 

Besser Metal Products Corp., Charlotte, N. C. (Plastic) 

Carey Electronic Engineering Co., Metal Wood Div., Springfield, 
r@) 


Chicopee Mills, Inc., New York, N. Y. 

Continental Air Filters, Inc., Louisville, Ky. (Steel & aluminum) 

Coppus Engineering Corp., Worcester, Mass. (Felt) 

Dollinger Corp., Rochester, N. Y. (Feltex, Glastex, heat  re- 
sistant cotton ) 

Eaton Air Filter Co., Detroit, Mich. (Plastic fiber) 

Evans Corp., George, Moline, Ill. (Aluminum) 

Farr Co., Los Angeles, Calif. (Metal) 

Goodyear Tire & Rubber Co., Akron, Ohio. (Polyethylene) 

Harvey-Hill, Inc., St. Louis, Mo. (Plastic) 

Master Products Co., Chicago, Ill. (Rubber treated hair) 

Microtron Corp., Charlotte, N. C. (Plastic) 

Research Products Corp., Madison, Wis. (Metal) 

Smith Filter Corp., Moline, Ill. (Aluminum) 

Skuttle Mfg. Co., Milford, Mich. 

Stoddard Industries, Inc., Chicago, Ill. (Woven plastic) 

Time Tested Products Co., Houston, Tex. (Hair) 

Trion, Inc., McKees Rocks, Pa. (Aluminum) 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 


FILTERS, AIR, THROWAWAY 


Air-Maze Corp., Cleveland, O. 

Airgard Mfg. Co., Chicago, III. 

Air Stream Filter Corp., St. Louis, Mo. 

American Air Filter Co., Inc., Louisville, Ky. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Barnebey-Cheney Co., Pur Air Div., Columbus, O. 

Bowman Co., Inc., D. F., New Albany, Ind. 

C.L.B. Co., Houston, Tex. 

Cambridge Filter Corp., 
filters) 

Drico Industrial Corp., Passaic, N. J. 


Syracuse, N. Y. (Special purpose 
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Filt-R-Ite Co., Chicago, Ill. 

Flanders Mill Inc., Riverhead, L. L, N. 
filters) 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Lennox Industries Inc., Marshalltown, Ia. 

Mine Safety Appliance Co., Pittsburgh, Pa. (For special process 
applications) 

Owens-Corning Fiberglas Corp., Toledo, Ohio. 

Permaglass Inc., Toledo, O. 

Pittsburgh Plate Glass Co., Pittsburgh, Pa. 

Research Products Corp., Madison, Wis. 

Standard Asbestos Mfg. Co., Chicago, Ill. 

Technical Filter Co., (0 ad Ill. 

York Corp., Commercial Div., 
Corp., York, Pa 


Y. (Special purpose 


Subsidiary of Borg-Warner 


FILTERS, FUEL OIL 


A-P Controls - Controls Co. of America, Milwaukee, Wis. 
Air-Maze Corp., oO. 

Auto-Flo Corp., Denoit Mich. 

Barclay, Inc., Robt., Chicago, Ill. 

Burn-Rite Products Co., Yonkers, N. Y. 

Commercial Filters Corp., Melrose, Mass. 

Cuno Engineering Corp., Meriden, Conn. 

Eclipse Fuel Engineering Co., Rockford, Ill. 
Eddington Metal sang Aa Co., Eddington, Pa. 
Fram Corp., Provi 

General Filters, Inc., Novi, hich, 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Klemm Automotive Products Co., Chicago, Ill. 
Kraissl Co., Inc., Hackensack, N 

Morse-Smith-Morse Co., The, Watertown, Mass. 
Preferred Utilities Mfg. Corp., New York, N. Y. 
Purolator Products, Inc., ae N. J. 

Rega Mfg. Co., Rochester, N 

Sette Products Co., Oakland, Calif. 

Sparkler Mfg. Co., Mundelein, Ill. 

Standard Automatic Oil Burner Co., Newark, N. J. 
Tool Industries, Inc., Detroit, Mich. 

W.GB. Oil Clarifier, Inc., Kingston, N. Y. 
Wood Mfg. Co., A. R., Luverne, Minn. 


FILTERS, ODOR 
See Adsorbers, Odor 


FIRE BRICK 


See Refractories 


FIREPOTS 


See Parts, Repair, Furnace and Stove 


FIREPLACES, METAL 
Bennett-Ireland, Inc., Norwich, N. Y. 


Heatilator, Inc., Syracuse, N. Y. 
Majestic Co., Inc., Huntington, Ind. 


FITTINGS, CONDUCTOR 
See Pipe and Fittings, Conductor 


FITTINGS, COPPER TUBE, COMPRESSION AND 
FLARED 


American Brass Co., Waterbury, Conn. 

Anderson Metals Corp. Overland Park, Kans. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Commonwealth Brass Corp. Detroit, Mich. 

Crane Co., Chicago, Ill. 

Downs-Smith Brass & Copper Co., Inc., Long Island City, N. 
¥. 

Everhot Products Co., Chicago, Ill. 

Fisher Brass Foundry and Mfg., Los Angeles, Calif. 

Hays Mfg. Co., Erie, Pa. 

Imperial Brass "Mfg. Co., Chicago, Ill. 





Kerotest Mfg. Co., Pittsburgh, Pa. 

Lincoln Brass Works, Detroit, Mich. 

Madden Brass Products Co., Aurora, Ill. 

Market Forge Co., Everett, Mass. 

Mueller Brass Co., Port Huron, Mich. 

Mueller Co., Decatur, Ill. 

Northern Indiana Brass Co., Elkhart, Ind. 

Oil Equipment Mfg. Co., New Haven, Conn. 

Parker Appliance Co., Cleveland, Ohio. 

Remco, Inc., Zelienople, Pa. 

Scovill Mfg. Co., Waterbury, Conn. 

Superior Valve and Fittings Co., Pittsburgh, Pa. 

Weatherhead Co., Cleveland, Ohio. 

Weatherhead Co., Ft. Wayne Div., Ft. Wayne, Ind. 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa 


FITTINGS, GUTTER 
See Gutter Accessories 
FITTINGS, HUMIDIFIER, WATER LINE 


American Brass Co., Wastes, Conn. 
Hays Mfg. Co., Erie, Pa. 
Imperial Brass. mg Os , Chicago, Ill. 
Detroit, Mich. 
Maid-O’-Mist, Inc., Chicago, Ill. 
Mueller Brass Co., Port Huron, Mich. 
Ross Sprinkler Co., Rosemead, Calif. 
Skuttle Mfg. Co., Milford, Mich. 


FITTINGS, PIPE 
See Pipe and Fittings, Furnace 


FLANGING MACHINES 
See Machines, Flanging 


FLASHINGS, ROOF, PREFABRICATED 


Acme Roof Jacket Co., ore. Minn. 

Alpha Metals, Inc., Jersey City, N. J. 

American Metal Products, Los Angeles, Calif. 

American Sisalkraft Corp., Attleboro, Mass. 

American Steel Band Co., Pittsburgh, Pa. 

Appleton Supply Co., Inc., Appleton, Wis. 

Associated Metal Products Corp., La Porte, Ind. 
Specialty Mfg. Co., Atchison, 

Berger Div., Republic Steel tg Canton, Ohio. 

Ceco Products Corp., Chicago, IIl. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Cheney Flashing Co., Trenton, 'N. J. 

Division Lead , Summit, Til. 

oo Brass & Copper Co., Inc., Long Island City, N 


Flemm Lead Co., Inc., Long Island City, N. Y. 
Fry Reglet Corp., Bremerton, Wash. 
Fulton Steelcraft Co., Swanton, O. 
H & Co., C. G., Pittsburgh, Pa. 

Steel Products Co., Milwaukee, Wis. 

Manville, New York, N. Y. 

Aluminum & Chemical Corp., Oakland, Calif. 
Keystone Flashing Co., Philadelphia, Pa. 
Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 
McLaurin-Angier Co., Needham Heights, Mass. 
National Lead Co., New York City, N. Y 
New a Mfg. Co., Delphos, Ohio. 

Nichols Wire & p Bete Co., peweapert, Je Iowa. 

eres Manin 

upply & Corp., elphia, Pa. 
Perkinson, William J., Chicago, Ill. 
Pioneer Sand & Gravel, Seai 
Plasteel Products Co., Washington, Pa. 
Quaker State Metals Co., Lancaster, Pa. 
Reeves Steel & Mfg. Co., Dover, Ohio. 
Republic Steel Corp., Cleveland, O. 
Revere Copper & Brass Inc., New York, N. Y. 
Royal-Apex Mfg. Co., Inc., Brooklyn, N., Y. 

, F.O. Columbus, Ohio. 

Simplex Z. Co., Fond du Lac, Wis. 
Simpson Co., Oakland, Calif. 
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Tennessee Coal & Iron Div., U. S. Steel Corp., Fairfield, Ala. 
Vallas, Lionel, Chicago, Ill. 

Van Noorden Co., E., Boston, Mass. 

Wallace Co., William, Metalbestos Div., Belmont, Calif. 

a ag Corrugating Co., Wheeling, W. Va. 

Wilder ucts Co., Springfield, O. 


FLASHINGS, THROUGH-WALL, PREFABRICATED 


Associated Metal Products Corp., La Porte, Iod. 

Ceco Steel Products Corp., Chicago, Ill. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Cheney Flashing Co., Trenton, N. J. 

Division Lead Co., Summit, Ill. 

Downs-Smith Brass & Copper Co., Inc., Long Island City, N. 


See Diffusers, Air, Floor, also Grilles, Heating, 
Ventilating and Air Conditioning 


FLUE GAS ANALYZERS 
See Analyzers, CO, Portable 


FLUX, ACID 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., Inc., L. B., Chicago, Ill. 
Alpha Metals, Inc., Jersey City, N. J. 
American Solder & Flux Co., Philadelphia, Pa. 
Anchor Metal Co., Inc., Brooklyn, N. Y. 
Carajon Chemical Co., Inc., Fremont, Mich. 
Division Lead Co., Summit, Ill. 
du Pont de Nemours & Co., Inc., E. 1., Wilmington, Del. 
Farrelloy Co., Philadelphia, Pa. 
i i ing, Cleveland, O. 
c., Brooklyn, N. Y. 
Co., Inc., New York, N. Y. 
Klem Chemicals, Inc., Dearborn, Mich. 
Lenk Mfg. Co., Boston, Mass. 
National Cylinder Gas Co., Chicago, Ill. 
National Lead Co., New York, N. Y. 
Neilson Chemical Co., Detroit, Mich. 
Paul-Lewis Laboratories, Inc., Milwaukee, Wis. 


WelleRow Co, 


FLUX, ALUMINUM 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., Inc., L. B., Chicago, Il. 

Alpha Metals, inc., Jersey City, N. J. 

Aluminum Co. of America, Pittsburgh, Pa. 

American Products Corp., Chicago, Ill. 

American Solder & Flux Co., Philadelphia, Pa. 

Anchor Metal Co., Inc., Brooklyn, N. Y. 

Belmont Smelting  & Refining Works, Inc., Brooklyn, N. Y. 
Eutectic Welding Alloys Corp., Flushing, NY. 
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Farrelloy Co., Philadelphia, Pa. 
Fusion 


lyn, N. Y. 
J liance Co., Cedar Rapids, Ia. 
Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 
Kester Solder Co., Chicago, Ill. 

London Chemical Co., Melrose Park, Ill. 
Marquette Mfg. Co., Inc., lis, Minn. 
Modern Engineering Co., St. Louis, Mo. 
National Cylinder Gas Co., Chicago, Ill. 
National Lead Co., New York, N. Y. 

Superior Flux & Mfg. Co., Cleveland, O. 





FLUX, BRASS 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 

Allen Co., Inc., L. B., ,_ aaa Ill. 

Alpha Metals, Inc., Jersey City, N. J. 

American Products Corp., Chicago, Ill. 

American Solder & Flux Co., Philadelphia, Pa. 

Anchor Metal Co., Inc., Brooklyn, N. Y. 

Belmont Smelting Works, Inc., Brooklyn, N. Y. 

Benson Co., Inc., Alex R., udson, N. Y. 

Division Lead Co., Summit, III. 

du Pont de Nemours & Co., Inc., E. I., Wilmington, Del. 

Eutectic Welding Alloys Corp., Flushing, N. Y. 

Federated Metals Div., American Smelting and Refining Co., 
New York, N. Y. 

Farrelloy Co., Philadelphia, Pa. 

Fusion ring, Cl 

Handy & Remnant New York, N. Y. 

Hercules Chemical Co., Inc., New York, N. Y. 

Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 

Linde Air Products Co., Div. Union Carbide & Carbon Corp., 
New York, N. Y. 

Modern Engineering Co., St. Louis, Mo. 

Mueller Brass Co., Port Huron, Mich. 

National Cylinder Gas Co., Chicago, Ill. 

Paul-Lewis Laboratories, Inc., Milwaukee, Wis. 

RotoMetals, San Francisco, Calif. 

S. O. S. Products Co., Inc., Brooklyn, N. Y. 

Superior Flux & Mfg. Co., Cleveland, O. 

Tinit Mfg. Co., Inc., Denver, Colo. 


FLUX, CAST IRON 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., Inc., L. B., Chicago, Ill. 

Alpha Metals, Inc., Jersey City, N. J. 

American Products Corp., Chicago, Ill. 
American Solder & Flux Co., a Pa. 
Anchor Metal Co., Inc., Brooklyn, N & if 
Division Lead Co., Summit, Ill. 

Eutectic Welding Alloys Corp., Flushing, N. Y. 
Farrelloy Co., Philadephia, Pa. 

Handy & Harman, New York, N. Y. 

johnson Mfg. Co., Inc., Mt. Vernon, Ia. 


London Chemical Co., Melrose Park, Ill. 
Modern Engineering Co., St. Louis, Mo. 
National Cylinder Gas Co., Chicago, III. 
National Lead Co., New York, N. Y. 

Superior Flux & Mfg. Co., Cleveland, O. 

Tinit Mfg. Co., Inc., Denver, Colo. 

United Wire & Supply Corp., Providence, R. I. 


FLUX, COPPER 


All-State Welding Alloys Co., Inc. White Plains, N. Y. 
Allen Co., Inc., L. B., Chicago, Ill. 

Alpha Metals, Inc., Jersey City, N. J. 

American Products Corp., Chicago, Ill. 

American Solder & Flux Co., Philadelphia, Pa. 

Anchor Metal Co., Inc., Brooklyn, N. Y. 

Belmont Smelting & R Works, Inc., Brooklyn, N. Y. 
Benson Co., Inc., Alex R., Hudson, N. Y. 

Carajon Chemical Co., Inc., Fremont, Mich. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Division Lead Co., Summit, Ill. 

du Pont de Nemours & Co., Inc., E. I., Wilmington, Del. 
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Eutectic Welding Alloys ee ., Flushing, N. Y. 
Farrelloy Co., Philadelphia, Pa. 
Federated Metals Div., American Smelting and Refining Co., 


New York, N. Y. 
Fusion Cleveland, O. 


Engineering, 

Glaser Lead Co., Inc., Brooklyn, N. Y. 

Handy & Harman, New York, N. Y. 

Hercules Chemical Co., Inc., New York, N. Y. 

Industrial Service Laboratories, Milwaukee, Wis. 

Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 

Kester Solder Co., Chicago, Ill. 

Kirk & Son, Inc., Mortis P., Los Angeles, Calif. 
., Dearborn, ‘Mich. 


Pfanstichl Chemical Co., Wi 

RotoMetals, San Francisco, Calif. 

Ruby Chemical Co., Columbus, O 

S. O. S. Products Co., Inc., Brooklyn, N. Y. 
Superior Flux & Mfg. Co., Cleveland, O. 
Tinit Mfg. Co., Inc., Denver, Colo. 


FLUX, GALVANIZED STEEL 


sheep Tes Inc., White Plains, N. Y. 
Allen Co., 8. Chica 

Alpha Dadecls or > bs N. J. 
American Solder & Flux Co "philadelphia, Pa. 
Anchor Metal Co., Inc., Brooklyn, N. Y. 
Belmont Smelting & i pate eo Brooklyn, N. Y. 
Benson Co., Inc., Alex R., Hudson, N 

Carajon Chemical Co., Inc., —?* bai 
Division Lead Co., Summit, Il 

du Pont de Nemours & Co., na E. L., Wilmi 
Eutectic Welding Alloys Corp., "Flushing, N. 
Farrelloy Co., wring Claccland 

Fusion 
Glaser Lead Co., e eoekipes N. ¥. 

Handy & Harman, New York, N. Y. 

Hercules Chemical Co., Inc., New York, N. Y. 
Industrial Service Laboratories, Milwaukee, Wis. 

ohnson Mfg. Co., Inc., Mt. Vernon, Ia. 

Solder Co., Chicago, Ill. 

Kirk & Son, Inc., Morris P. Los Angeles, Calif. 
Klem ——, Inc., Dearborn, Mich. 

Lake Chemical Co., Chicago, Ill. 

London Chemical Co., Melrose Park, Ill. 
National Cylinder Gas Co., Chicago, Ill. 
National Lead Co., New York, N. Y. 
Paul-Lewis ies, Inc., Milwaukee, Wis. 
Pfanstichl Chemical Co., Waukegan, Ill. 
RotoMetals, San Francisco, Calif. 

Ruby Chemical Co., Col 

S. O. S. Products Co., Inc., Brooklyn, N.  S 
Tinit Mfg. Co., Inc., "Denver, Colo. 
United Wire & Supply Corp, Providence, R. I. 


‘on, Del. 


FLUX, INCONEL 


eS N. Y. 
Allen Co., Inc., L. B., Chicago, Ili, 
Alpha Metals, Inc., Jersey City, N. =. 
American Products Corp., Chicago, Ill 
American Solder & Flux Co., Philadelphia, Pa. 
Anchor Metal Co., Inc., B N.Y 
Benson Co., Inc., “Alex Rs N. Y. 
Division Lead Co., Summit, IIl. 
Farrelloy Co., Philadelphia, Pa. 
Handy & Harman, New York, N. Y. 
International Nickel Co., Inc., New York, N. Y. 
Mfg. Co., Inc., Mt. Pt mae la. 

ational C finder Gas a ca Chicago, Ill. 

Superior Flux & Mfg. Co., Cleveland, O. 


FLUX, LEAD-TIN 


a Co., Inc., L. B., recep Cod DE Til. 

pha Metals, Inc., Jersey 

American Chemical Paint Co., ‘Ambler, Pa Pa. 
American Products Corp., Chicago, Ill. 





Anchor Metal Co., Inc., Brooklyn, N. Y. 


Belmont Smelting & Refining Works, Inc., Brooklyn, N. Y. 


Benson Co., Inc., Alex R., Hudson, N. Y. 

Carajon Chemical Co., Inc., Fremont, Mich. 

Division Lead Co., Summit, III. 

du Pont de Nemours & Co., Inc., E. I., Wilmington, Del. 

puoee Welding Alloys Corp., Flushing, N. Y. 
C., tomy hia, Pa. 

Pr eveland, O. 

Glaser Lead Co. In Inc., Brooklyn, N. Y. 

Hercules Chemical Co., Inc., New York, N. Y. 

International Nickel Co., Inc., New York, N. Y. 

Johnson Gas Appliance Co., Cedar Rapids, Ia. 

Johnson Mfg. re Inc., Mt. Vernon, Ia. 

Kester Solder Co., Chicago, Ill. 

Kirk & Son, Inc., Morris P., Los Angeles, Calif. 

Klem Chemicals, Inc., Dearborn, Mich. 

Lake Chemical Co., Chicago, Ill. 

Lukens Metal Co., Thos. F., Philadelphia, Pa. 

National Cylinder Gas Co., Chicago, Ill. 

National Lead Co., New York, N. Y. 

Paul-Lewis Laboratories, Inc., Milwaukee, Wis. 

Ruby Chemical Co., Columbus, O. 

S. O. S. Products Co., Inc., Brooklyn, N. Y. 

Superior Flux & Mfg. Co., Cleveland, O. 

Tinit Mfg. Co., Inc., Denver, Colo. 





FLUX, MONEL 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., Inc., L. B., Chicago, Ill. 

Alpha Metals, Inc., Jersey City, N. J. 
American Products Corp., Chicago, Ill. 
American Solder & Flux Co., Philadelphia, Pa. 
Anchor Metal Co., Inc., Brooklyn, N. Y. 
Benson Co., Inc., Alex R., Hudson, N. Y 
Division Lead Co., Summit, III. 

Farrelloy Co., Philadelphia, Pa. 

Handy & Harman, New York, N. Y. 

Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 
National Cylinder Gas Co., Chicago, Ill. 
Ruby Chemical Co., Columbus, O 

Superior Flux & Mfg. Co., Cleveland, O. 
Wolfe-Kote Co., Sheboygan, Wis. 


FLUX, NICKEL 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., Inc., L. B., Chicago, Ill. 

Alpha Metals, Inc., Jersey City, N. J. 

American Products Corp., Chicago, Ill. 

American Solder & Flux Co., Philadelphia, Pa. 
Anchor Metal Co., Inc., Brooklyn, N. Y. 

Benson Co., Inc., Alex R., Hudson, N. Y. 
Division Lead Co., Summit, Ill. 

Farrelloy Co., Philadelphia, Pa. 

Handy & Harman, New York, N. Y. 
International Nickel Co., Inc., New York, N. Y. 
Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 
National Cylinder Gas Co., Chicago, Ill. 
Superior Flux & Mfg. Co., Cleveland, O. 


FLUX, ROSIN 


Allen Co., L. B., Chicago, Tl. 

Alpha Metals, Inc., Jersey City, N. J. 
American Solder & Flux Co., Philadelphia, Pa. 
Anchor Metal Co., Inc., Brooklyn, N.Y 

Division Lead Co., Summit, Ill. 

Farrelloy Co., Philadelphia, Pa. 

Fusion Engineering, Cleveland, O. 

Glaser Lead Co., Inc., Brooklyn, N. Y. 
Hercules Chemical Co., Inc., New York, N. Y. 
Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 
Kester Solder Co., Chicago, Ill. 

Lake Chemicals Co., Chicago, Ill. 

London Chemical Co., Melrose Park, Ill. 
Lukens Metal Co., Thos. F., Philadelphia, Pa. 
National Lead Co., New York, N. Y. 
Pfanstiehl Chemical Co., be ae on, Ill. 

Ruby Chemical Co., Columbus, O 

Ss. O. S. Products Co., Inc., Brooklyn, N. Y. 
Superior Flux & Mfg. Co., Cleveland, O. 
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United Wire & Supply Corp., Providence, R. I. 


FLUX, SILVER 


All-State Welding Alloys — Inc., White Plains, N. Y. 
Allen Co., L. B., Chicago 

Alpha Matals, Inc., Sader Gy, N 

American Products Corp., tert 6 Ill. 

American Silver Co., Inc., Flushing, N. Y. 

American Solder & Flux Co., ae Pa. 

Anchor Metal Co., Inc., Brooklyn, N. Y. 

Belmont Smelting & Refining Works, Inc., Brooklyn, N. Y. 
Benson Co., Inc., Alex R., Hudson, N. Y. 

Division Lead Co., Summit, Ill. 

Farrelloy Co., Philadelphia, Pa. 

Fusion Engineering, Cleveland, O. 

Handy & Harman, New York, N. Y. 

Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 

Lake Chemicals Co., Chicago, Ill. 

Marquette Mfg. Co., Inc., Minneapolis, Minn. 

National Lead Co., New York, N. Y. 

Superior Flux & Mfg. Co., Cleveland, O. 


FLUX, STAINLESS STEEL 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 

Allen Co., L. B., Chicago, Ill. 

Alpha Metals, Inc., Jersey City, N. J. 

American Products Corp., Chicago, Ill. 

American Solder & Flux Co., Philadelphia, Pa. 

Anchor Metal Co., Inc., Brooklyn, N. Y. 

Arcos Corp., Philadelphia, Pa. 

Belmont Smelting & Refining —— Inc., Brooklyn, N. Y. 

Benson Co., Inc., Alex R., Hudson, N. Y. 

Carajon Chemical Co., Inc., Fremont, Mich. 

Division Lead Co., Summit, Ill. 

du Pont de Nemours & Co., Inc., E. 1., Wilmi 

Eutectic Welding Alloys Corp., Flushing, N. 

Farrelloy Co., Philadelphia, Pa. 

Fusion Engineering, Cleveland, O. 

Glaser Lead Co., Inc., Brooklyn, N. Y. 

Handy & Harman, New York, N. Y. 

Industrial Service Laboratories, Milwaukee, Wis. 

Johnson Gas Appliance Co., Cedar Rapids, Ia. 

Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 

Kester Solder Co., Chicago, Iil. 

Lake Chemicals Co., Chicago, Iil. 

Lengua Co., F. H., Indianapolis, Ind. 
Mfg. Co., Boston, Mass. 

Linde Air Products Co., Div. Union Carbide & Carbon Corp., 

New York, N. Y. 

London Chemical Co., Melrose Park, Ill. 

Lukens Metal Co., Thos. F., Philadelphia, Pa. 

National Cylinder Gas Co., Chicago, Ill. 

National Lead Co., New York, N. Y. 

Paul-Lewis Laboratories, Inc., Milwaukee, Wis. 

RotoMetals, San Francisco, Calif. 

Ruby Chemical Co., Columbus, O. 

Superior Flux & Mfg. Co., Cleveland, O. 

Wolfe-Kote Co., Sheboygan, Wis. 


FLUX, WELDING 


Air Reduction Sales Co., New York, N. Y. 

All-State Welding Alloys os Inc., White Plains, N. Y. 
Allen Co., L. B., Chicago 

Aluminum Co. of dain, Pietsburgh, Pa. 

American Products Corp., Chicago, III. 

American Solder & Flux Co., ao Pa. 
Anchor Metal Co., Inc., Brooklyn, N.Y 

Eutectic Welding "Alloys Corp., Flushing, N. Y. 
Farrelloy Co., Los Angeles, Calif. 

International Nickel Co., Inc., New York, N. Y. 
Johnson Gas Appliance Co., Cedar Rapids, Ia. 
Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 

Lincoln Electric Co., Cleveland, O. 

Linde Air Products Co., New York, N. Y. 

Marquette Mfg. Co., Minneapolis, Minn. 

Midland Paint & Varnish Co., Cleveland, Ohio. 
Modern Engineering Co., St. Louis, Mo. 

National Cylinder Gas Co., Chicago, Ill. 

Sight Feed Generator Co., West Alexandria, Ohio. 
Smith Welding Equipment Corp., Minneapolis, Minn. 
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Superior Flux & Mfg. Co., Cleveland, Ohio. 
Tinit Mfg. Co., Inc., Denver, Colo. 

United Wire & Supply Corp., Providence, R. I. 
Victor Equipment Co., San Francisco, Calif. 
Weldit, Inc., Detroit, Mich. 


FLUX, ZINC 
All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., L. B., Chicago, Ill. 
Alpha Metals, Inc., Jersey City, N. J. 
American Solder & Flux Co., Philadelphia, Pa. 
Anchor Metal Co., Inc., Brooklyn, N. Y. 
Belmont Smelting & Refining Works, Inc., Brooklyn, N. Y. 
Division Lead Co., Summit, Ill. 
du Pont de Nemours & Co., Inc., E. I., Wilmington, Del. 
Glaser Lead Co., Inc., Brooklyn, N. Y. 
Johnson Mfg. Co., Inc., Mt. Vernon, Ia. 
Linde Air Products Co., Div. Union Carbide & Carbon Corp., 

New York, N. Y. 
National Lead Co., New York, N. Y. 
Superior Flux & Mfg. Co., Cleveland, O. 
FOLDERS 


See Machines, Sheet Metal Working, Bar Folding 


FRAMES, CHIMNEY CAP 


Adams Co., The, Dubuque, Ia. 
Levow, David, New York, N. Y. 


FUEL OIL FILTERS 
See Filters, Fuel Oli 


FURNACE BLOWERS 
See Blowers; Blower-Filter Units; Blower-Washer Units 


FURNACE CEMENT 


See Cement, Furnace 


FURNACE CLEANERS 


See Cleaners, Vacuum, Furnace 


FURNACE PIPE 


See Pipe and Fittings, Furnace 


FURNACE PIPE FITTINGS AND ACCESSORIES 
See Pipe and Fittings, Furnace 


FURNACE REGULATORS 


See Regulators, Furnace Draft, Mechanical; Controls; 
Control Systems 


FURNACE REPAIR PARTS 
See Parts, Repair, Furnace and Stove 


FURNACES, FORCED WARM AIR, COUNTERFLOW, 
GAS FIRED, CAST IRON 


For Perimeter Heating Systems in Slab or 
Crawl Space Construction 


General Electric Co., Home Heating and Cooling Dept., Tyler, 
T 


ex. 
Typhoon Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 
oe 
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FURNACES, FORCED WARM AIR, COUNTERFLOW, 
GAS FIRED, STEEL 


For Perimeter Heating Systems in Slab or 
Crawl Space Construction 


Advance Furnace Co., Wichita, Kans. 

Agricola Furnace Co., Inc., Gadsden, Ala. 

Airtemp Div., Chrysler Corp., Dayton, O. 

American Furnace Co., St. Louis, Mo. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind. 

Armstrong Furnace Co., Columbus, O. 

Auburn Burner Co., Auburn, Ind. 

Auburn Foundry, Inc., Heating Div., Auburn, Ind. 

Bard Mfg. Co., Bryan, O. 

Berger Furnace Corp., Belle Vernon, Pa. 

Bonair Products, Inc., Darby, Pa. 

Bryant Mfg. Co., Indianapolis, Ind. 

Campbell Heating Co., Des Moines, Ia. 

Carrier Corp., Syracuse, N. Y. 

Central States Mig. Co., Inc., Arkansas City, Kans. 

Century Engineering Corp., Cedar Rapids, Ia. 

Chattanooga Royal Co., Chattanooga, Tenn. 

Cole Hot Blast Mfg. Co., Chicago, Ill. 

Coleman Co., Inc., Wichita, Kans. 

Columbia Burner Co., Toledo, O. 

Columbia Specialty Co., Inc., Chevy Chase, Md. 

Commonwealth Co., Alhambra, Calif. 

Conco Engineering Works, Heating and Air Conditioning Div., 
Mendota, III. 

Consolidated Industries, Inc., Lafayette, Ind. 

Coroaire Heater Corp., Cleveland, O. 

Crane Co., Chicago, Ill. 

Day & Night Mfg. Co., Monrovia, Calif. 

Delco Appliance Div., General Motors Corp., Rochester, N. Y. 

Delta Heating Corp., Trenton, N. J. 

Domestic Mfg. Co., Seattle, Wash. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Empire Stove Co., Belleville, Ill. 

Farquhar Co., Wilmington, O. 

Firewel Co., Inc., Buffalo, N. Y. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 

Fraser & Johnston Co., San Francisco, Calif. 

Frigidaire Div., General Motors Corp., Dayton, O. 

Gibson Refrigerator Co., Greenville, Mich. 

Green Colonial Furnace Co., Des Moines, Ia. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Heil Co., Milwaukee, Wis. 

Henry Furnace G., Medina, O. 


Holly Mfg. Co., Pasadena, Calif. 

Illinois Iron & Bolt Co., tersville, Ill. 

Ingersoll Conditioned Air Div., Borg-Warner Corp., Kalamazoo, 
Mich. 

International Heater Co., Utica, N. Y. 

International Oil Burner Co., St. Louis, Mo. 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 

Jettronaire, Inc., Pittsburgh, Pa. 

Kalamazoo Furnace & Ane Mfg. Co., Kalamazoo, Mich. 

Kaustine Furnace & Tank Corp., Perry, N. Y. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Leeson Air Conditioning Corp., Detroit, Mich. 

Lennox Industries Inc., Marshalltown, Ia. 

Little Burner Co., Inc., H. C., San Rafael, Calif. 

Majestic Co., Inc., Huntington, Ind. 

Mayflower Air Conditioners, Inc., St. Paul, Minn. 

McDonald Mfg. Co., A. Y., Dubuque, Ia. 

Meyer Furnace Co., Peoria, Ill. 

Miami Products, Inc., Miami, Okla. 

Midwest Heater Co., Omaha, Nebr. 

Milwaukee Thermal Furnace Co., Milwaukee, Wis. 

Mission Appliance Corp., Hawthorne, Calif. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Mueller Climatrol, Milwaukee, Wis. 

National-U. S. Radiator Corp., Johnstown, Pa. 

Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 

Northwest Foundry & Furnace Co., Portland, Ore. 

Norwalk Air Conditioning Corp., South Norwalk, Conn. 

Oneida Heater Co., Inc., Oneida, N. Y. 

Olsen Mfg. Co., The C. A., Elyria, O. 





Patten Co., J. V., Sycamore, III. 

Payne Co., The, Monrovia, Calif. 

Peerless Corp., Indianapolis, Ind. 

Perfection Industries, Div. fone Sap. Covelapd, ©. 

Premier Furnace Co., 

Radiant-Aire Corp., Michigan City, ied. 

Radiation Furnace Corp., Benton tie Mich. 

Ralph Mfg. Co., Inc., Wadsworth, O 

Rheem Mfg. Co., Chicago, Ill. 

Richmond Spiumbing Fix Fixtures Div., Rheem Mfg. Co., Metuchen, 


Rows Onk Co., Inc., Dowagiac, Mich. 
Inc., Alhambra, Calif. 
o Heater Co., Ashland, O. 
Schill Mfg. Co., Crestline, O . 
Sequoia Mfg. Co., San Carlos, Calif. 
Sheet Metal Mfg. Co., Youngstown, O. 
Sout Corp., Centralia, Ill. 
th Corp., A. oO. Permaglas Div., Kankakee, Ill. 
pre he Mfg. Co., Aurora, Mo. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Superior Furnace & Mfg. Co., Plymouth, Mich. 
Syncromatic Corp., Watertown, Wis. 
Temco, Inc., Nashville, Tenn. 
Thatcher Furnace Co., Garwood, N. J. 
Thermo-Products, Inc, North Judson, Ind. 
Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Tjernlund Mfg. Co., St. Paul, Minn. 
Toridheet Div., Cleveland Steel Products 
= tility Ag Furnace Co., San Francisco, Calif. 
ing Mig. Cor Corp., Los Angeles, Calif. 
eveland, O. 
ati Co., Minneapolis, Minn. 
Woe Ho Home Equipment ‘Co. Inc., Fort Wayne, Ind. 
Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 
Williams Div., Eureka-Williams Corp., Bloomington, Ill. 
Williamson Co., The, Cincinnati, O. 
Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 
Worthington Corp., Harrison, N. J. 
York-Shipley, Inc., York, Pa. 
Zink Co., John, Tulsa, Okla. 


. Cleveland, O. 


FURNACES, FORCED WARM AIR, COUNTERFLOW, 
OIL FIRED, CAST IRON 


For Perimeter Heating Systems in Slab or 
Crawl Space Construction 


Columbia Burner Co., Toledo, O. 


Hart Heat Div., Avery Farm Machinery Co., Peoria, Ill. 
Hess Co., The, Chicago, Ill. 


FURNACES, FORCED WARM AIR, COUNTERFLOW, 
OIL FIRED, STEEL 


Han Dertmetar (entinne, Aeapenen Se Sie sa SeeHe SemaM 


Airtemp Div., Chrysler Corp., Dayton, O. 
American Furnace Co., St. Louis, Mo. 
Smatenn See Adee Corp., Garden City, tm 
American iator & Standard Sani Cotp., Air Conditioning 
Div., New York, N. Y. we 
Anchor Div., Stratton & Teens < at Inc., New Albany, Ind. 
Armstrong Furnace Co., Columbus, O 
Auburn Burner Co., Auburn, Ind. 
Bard Mfg. Co., Bryan, O. 
Berger Furnace Corp., Belle Vernon, Pa. 
Besser Metal Products Corp., Charlotte, N. C. 
Bonair Products, Inc., Darby, Pa. 
Bryant Mfg. Co., Indianapolis, Ind. 
Heating Go., Des Moines, Ia. 
— Corp., Syracuse, N. Y. 


. Lrenton, 
Cole Hot Blast Mfg. Co., Chicago, ill. 
Columbia Specialty Co., Inc., Chevy Chase, Md. 


Conco Engineering Works, Heating and Air Conditioning Div., 
Mendota, Ill. 


Connecticut State Furnace Co., Bridgeport, Conn. 

Cox Mfg. Co., Ridgeville, Ind. 

Crane Co., Ill. 

Delco Appliance Div., General Motors Corp., Rochester, N. Y. 
Delta Heating Corp., “Trenton, N. J. 

DeSoto Oil Burner Corp., York, Pa. 

Domestic Mfg. Co., Seattle, Wash. 


Add 


Electric Furnace-Man, Inc., F*maus, Pa. 

Farquhar Co., Wilmingt-, J. 

Firewel Co., Ine., Buffa'c, N. Y. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 

Frigidaire Div., General Motors Corp., Dayton, O. 

Front Rank Mig. Co., Div. Liberty Foundry Co., St. Louis, Mo. 

General Automatic Products Corp., Baltimore, Md. 

General Electric Co., Home Heating and Cooling Dept., Tyler, 
Tex 


Mfg. Co., 
Gillen Co., J. L., Detroit, Mich. 
Green Colonial Furnace Co., Des Moines, Ia. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Hart Heat Div., Avery Farm Machinery Co., Peoria, Ill. 


Gibson Refrigerator Co., Greenville, Mich. 
Gilbert & Barker Springfield, 


Corp., Lancaster, P; 
Home Furnace Co., Holland, Mich. 
Illinois Iron & Bolt Co., ersville, Ill. 
—— Conditioned Air Div., Borg-Warner Corp., Kalamazoo, 


A... Heater “7 Utica, N. Y. 
Jackson & Church Co., Saginaw, Mich. 
Janitrol Heating and Air Conditioning Div., 
bustion Corp., Columbus, O. 
lettronaire, Inc., Pittsburgh, Pa. 


ae ee . na Mich. 
Kaustine Furnace & Tank Corp., y ® - 


Kleer-Kleen Mfg. Co., Hayward, Cali 

Leeson Air Conditioning Corp., Detroit, Mich. 
Lennox Industries Inc., Marshalltown, Ia. 
Lincoln Furnace Co., Inc., Hawthorne, N 


Surface Com- 


-j. 

Little Burner Co., Inc., H. C., San Rafael, Calif. 
Majestic Co., yoy Huntington, Ind. 

Air Conditioners, Inc., St. ‘49 Minn. 
McDonald Mfg. Co., A. Y., Dubuque, Is. 
McPherson Furnace & & Supply Co., Portland, Ore. 

Furnace Co., ria, 
Milwaukee Theol Ph Furnace Co., Milwaukee, Wis. 
Inc., 


Portland, Ore. 
= Products, Inc., Buffalo, N. Y. 
Mortemp. Die Mechanical Products Be Seattle, Wash. 
Mortemp Products » Rockville, Md. 
Mueller Climatrol, Milwaukee, Wis. 
National-U. S. when Corp., Pa. 
Niagara Furnace Div., Fosek City Foundries Co., Cleveland, O. 
Northwest Foundry & Furnace Co., Portland, Ore. 
ecw Ais Commanion sere~ Zoe, Nagra, Conn. 
Son ee ., The C.-A., Elyria, O 
Oneida ‘Co, Inc., Oneida, N. Y. 
Patten Co., J. V re, Ill. 
rp., In ~~ Ind. 
Perfection Industries, Div. of Hupp Co: Cleveland, O. 
iet Automatic Burner Corp., Newark, N. J. 


7 Plumbing Fixtures Div. ., Rheem Mfg. Co., Metuchen, 


means = 4 Co., Seattle, Wash. 
Co., Inc., Dowagiac, Mich. 
Rybolt Heater Co., Ashland, O. 


Thermo-Products, Ind. 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 

Tjernlund Mfg. Co., St. Paul, Minn. 

Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 

Tuck-Aire Furnace Co., San Francisco, Calif. 

Typhoon Air si goin Co., Div. Hupp Corp., Brooklyn, 
N.Y. 


vous Mf ., Cleveland, O. 
Co., a 
Warne He Home Equipment Co., ayne, Ind. 
Westinghouse Electric Corp., Air ir Conditioning Div., Staunton, Va. 
Williams Div., Eureka-Williams Corp., Bloomington, Ill. 
illiamson Co., The, Cincinnati, O.. 
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Wisconsin Burners Inc., Madison, Wis. 

Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 
Worthington Corp., Harrison, N. J. 

York-Shipley, Inc., York, Pa. 

Zick Sheet Metal ‘Works, Dearborn, Mich. 


FURNACES, FORCED WARM AIR, ELECTRIC 
Residential only 


Electrend Products Corp., Subsidiary of St. Joe Machines, Inc., 
St. Joseph, Mich. 

Electric Products Co., Phoenix, 

iv. of Commercial Controls Corp., Rochester, 


: ee Wash. 
.. Phoenix, Ariz. 


Sesedineder 
eae wz. 


Heating Assurance, Inc 
Saffell Air Conditioning Co 


FURNACES, FORCED WARM AIR, FLOOR, 
GAS FIRED 


General Air Conditioning Los Angeles, Calif. 

Kleer-Kleen Mfg. Co., Hayward, ‘Calif. 

Richmond Plumbing. Fixtures Div., Rheem Mfg. Co., Metuchen, 
N.J. 


FURNACES, FORCED WARM AIR, FLOOR, 
OIL FIRED 


Coleman Co., Inc., Wichita, Kans. 

Hart Heat Div., Avery Farm Machinery Co., Peoria, Ill. 

Kleer-Kleen Mfg. Co., Hayward, Calif. 

Richmond Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 
N 


Thermo Products, Inc., North Judson, Ind. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
COAL FIRED, STEEL 


For Basement or Utility Room Installations 


Campbell Heating Co., Des Moines, Ia. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Holly Mfg. Co., Pasadena, Calif. 
Jackson & Church Co., Saginaw, Mich. 
Lennox Industries Inc., Marshalltown, Iowa. 
Montag Inc., Portland, Ore. 
Olsen Mfg. ©. C. A., Elyria, Ohio. 
Oneida Heater ©. Inc., Oneida, N. Y. 
Peerless Corp., Indianapolis, Ind. 
'g. Co., Portland, Ore. 
Souther Iron Co., E. E., St. Louis, Mo. 
Typhoon Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 
N. Y 


Waterman-W aterbury Co., Minneapolis, Minn. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
GAS FIRED, CAST IRON 
For Basement or Utility Room Installations 
Bettcher Mfg. Corp., Herbster Furnace Div., Cleveland, O. 
Coleman Co., Inc., Wichita, Kans. 


Coroaire Heater Corp., Cleveland, O. 
General Electric Co., Home Heating and Cooling Dept., Tyler, 
ex. 

Hart Heat Div., Avery Farm Machinery Co., Peoria, Ill. 

International Oil Burner Co., St. Louis, Mo. 

Mueller Climatrol, Milwaukee, Wis. 

Richmond Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 
N 


go. 
Souther Iron Co., E. E., St. Louis, Mo. 
XXth Century Heating & Ventilating Co., Akron, O. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
GAS FIRED, STEEL 


For Basement or Utility Room Installations 
Adams Furnace Corp., North Hollywood, Calif. 
Advance F < 
igaae Furnace Co., Inc., Gadsden, Ala. 
Airtemp Div., Chrysler Corp., Dayton, Ohio. 
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Aladdin Heating Corp., San Leandro, Calif. 
American Ideal-Aire Corp., Garden City, N. Y. 
Standard Sani 


American Radiator & itary Corp., Air Conditioning 
Div., New York, N. Y. 
Anchor Div., Stratton & T Co., Inc., New Albany, Ind. 
Armstrong Furnace Co., Col us, Ohio. 
Auburn Burner Co., Auburn, Ind. 
Autogas Co., Bellwood, Ill. 
Automatic Corp., St. Louis, Mo. 
Bard Mfg. Co., Bryan, Ohio. 
Barnes Heating Equipment Co., Inc., Long Beach, Calif. 
Basford Mfg. Co., San Francisco, Calif. 
Berger Furnace Corp., Belle Vernon, Pa. 
Bonair Products, Inc., Darby, Pa. 
Bryant Mfg. Co., Indianapolis, Ind. 
Burn O Matic Gas Burner Co., Minneapolis, Minn, 
Heating Co., Des Moines, Ia. 
Carrier Corp., Syracuse, N. Y. 
Mfg. Co., Inc., Arkansas City, Kans. 


tury i 
Chattanooga Royal Co., Chattanooga, Tenn. 
Cole Hot Blast Mfg. Co., Chicago, Ill. 
Coleman Co., Inc., Wichita, Kans. 
Columbia Burner Co., Toledo, O 
Commonwealth Co., ”” Alhambra, ‘Calif. 
Conco Engineering ‘Works, Heating and Air Conditioning Div., 
Mendota, IIl. 
State Furnace Co., Bridgeport, 
a yee Inc., Lafayette, Ind, 
Cory oe? Pa. 
Cox Mfg. Co., nidgeriiie, Ind. 
Crane Co., ~~ Ill. 
Daizen Mfg. Co., St. Clair, Mich. 
Day & Night Mig. Co., Monrovia, Calif. 
Delco ry Dir. General Motors 
Delta H renton, N. J. 
Domestic — = "seattle % Wash. 
Furnace Co., Dowagiac, Mich. 
Empire Stove bacay Belleville, Til. 
Farquhar Co., Wilmington, Le 
Firewel Co., Inc., Buffalo, N 
Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 
Fraser & Johnston Co., San Francisco, Calif. 
Frigidaire Div., General Motors Corp., Dayton, O. 
Front Rank Mfg. Co., Div. Liberty Foundry Co., St. Louis, Mo. 
Gibson Refrigerator Co., Greenville, Mich. 
pr wenay Peal sg Fe > i mamas 
Glen-Aire Mfg. Co., Anaheim, Calif. 
Green Colonial Furnace Co., Des Moines, Iowa. 
Gross-Aire Mfg. Co., St. Louis, Mo. 
Grove Furnace, Inc., Garden Grove, Calif, 
Hall-Neal Furnace Co., nee. Ind, 
Engineering Co 


i ag omg 


Motors Corp., Rochester, N. Y. 


Harvey-Hill, Inc., St. Louis, Mo. 

Heating Specialties Inc.,  Bertiennen Md. 

Heil Co., Milwaukee, W. 

Henry Furnace Co., Medine, Ohio. 

Hess Co., Chicago, Iil. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

Ingersoll Conditioned Air Div., Borg Warner Corp., Kalamazoo, 
Mich. 


International Heater Co., Utica, N. Y. 
Iron Fireman Mfg. Co., Cleveland, Ohio. 
Jackson & Church Co., Saginaw, Mich. 
Janitrol_ Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 
Jet-Heet, Inc., Englewood, N. od 
Jettronaire, Inc., Pittsburgh, Pa. 
i Kalamazoo, Mich. 


Lennox Peon Inc., rari a emg Iowa. 
Lincoln Furnace Co., Inc., Hawthorne, N. J. 
Little Burner Co., Inc., H. C., San Rafael, Calif. 
Lundt, Inc., Ernest C, Little Falls, N. j. 
oe Co., be Sie H 

Air Conditioners, — St. sy Minn. 

Mfg. Co., A. Y., 
Metro Metal Metal Mig. Co., Hoit, Mich. 
Til. 


Meyer Furnace 
Miami Products, Inc., Miami, Okla. 





Midwest Heater Co., Omaha, Nebr. 
Miller-Church Ind., Eaton Rapids, Mich. 
Milwaukee Thermal Furnace Co., Milwaukee, Wis. 
Morrison Steel Products, Inc., Buffalo, N. Y. 
Mueller Climatrol, Milwaukee, W 
National-U. S. Radiator Corp., ee Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Northwest Foundry & Furnace Co., Portland, Ore. 
Norwalk Air Conditioning Corp., South Norwalk, Conn. 
Olsen Mfg. Co., C. A., Elyria, Ohio. 
Oneida Heater Co., Inc., Oneida, N. Y. 
Patten Co., J. V. , Sycamore, Ill. 
Payne Co., The, "Monrovia, Calif. 
Peerless Corp., Indianapolis, Ind. 
lvania Furnace & Iron Co., Warren, Pa. 
Perfection Industries, Div. of Hupp Corp., Cleveland, Ohio. 
Petro Div., Iron Fireman Mfg. Co., Clev and, O. 
Premier Furnace Co., Dow: ich. 
Radiant-Aire Corp., Michigan City, Ind. 
Radiant Burners, Inc., Lombard, III. 
Radiation Furnace Corp. Benton Harbor, Mich. 
Ralph Mfg. Co., Inc., Wadsworth, O 
Ran Appliance "Corp., D. P. , Compton, Calif. 
Rheem Mfg. Co., Chicago , Til. 
a Plumbing Fie Fixtures Div., Rheem Mfg. Co., Metuchen, 


J. 

ebeieGikdis Appliance Co., — N. Y. 
aie Oak Co., Dowagiac, Mi 

al Jet. Inc., “Alhambra, calif 
i It Heater Co., ae Ohio. 
Schill Mfg. Co., Crestline, 
Sequoia Mfg. Co., San atl Calif. 
Sheet Metal” Mfg. Co., Youngstown, O. 
aa Corp., Centralia, Ill. 

Smith Corp., A. O., as Div., Kankakee, III. 
Souther Iron Co., E. E., St. Louis, Mo. 
Southwest Mfg. Co., Aurora, Mo. 
Steel City Furnace Co., Springdale, Pa. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Superior Furnace & Mfg. Co., Plymouth, Mich. 
Sure Comfort Furnace Co., Forest Park, Il. 

tic Corp., Watertown, Wis. 
emco, Inc., Nashville, Tenn. 

Furnace Co., Garwood, N. J. 
Thermo-Products, Inc., North Judson, Ind. 
Timken Silent Automatic Div., Scaife Co. Oakmont, Pa. 
Tjernlund Mfg. Co., St. Paul, Minn. 

Toridheet Div. Cleveland Steel Products Corp., Cleveland, Ohio. 
Tuck-Aire Furnace Co., San Francisco, \ ae 

Tube Furnace, Inc., Buffalo, N. 
— a Air Conditioning Co., Biv’ of Hupp Corp., Brooklyn, 


Utility Appliance Corp., Los Angeles, Calif. 
Viking Mis . Co., Cleveland, Ohio. 

Waterman-Waterbury Co., Minneapolis, Minn. 

Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 
Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 
Williams Div., Eureka- Williams ye! Bloomington, Til. 
Williams Furnace Co., Buena Park, Cal 

Williamson Co., The, Cincinnati, Ohio. 

Wisconsin Burners Inc., Madison, Wis. 

Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 
Worthington Corp., Harrison, N. J. 

Wylie, W. O., Los Angeles, Calif. 

York-Shipley, Inc., York, Pa. 

Zink Co., John, Tulsa, Okla. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
OIL FIRED, STEEL 


For Basement or Utility Room installations 


Adams Furnace Corp., North Hollywood, Calif. 

Air Conditioning Engineering Co., 

Airtemp Div., er Corp., Dayton, Ohio. 

American Furnace Co., St. Louis, Mo. 

American Ideal-Aire Corp., Garden City, N. Y. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind. 

Furnace Co., Columbus, Ohio. 

Auburn Burner Co., Auburn, Ind. 

Auburn Foundry, Inc., Heating Div., Auburn, Ind. 

Bard Mfg. Co., Bryan, Ohio. 

Benner-Nawman, Inc., Oakland, Calif. 


46d 


Berger Furnace Corp., Belle Vernon, Pa. 

Besser Products Corp., Charlotte, N. C. 

Bonair Products, Inc., Darby, Pa. 

Bryant Mfg. Co., Indianapolis, Ind. 

Campbell Heating Co., Des Moines, Ia. 

Carrier oer Syracuse, N. Y. 

Cary Mfg. .» Waupaca, Wis. 

Century eadbte Corp., Cedar Rapids, Iowa. 

Certified Furnace . Trenton, N. J. 

Cole Hot Blast Mfg. Co., Chicago, Il. 

Coleman Co., Inc., Wichita, Kans. 

Columbia Burner Co., Toledo, O. 

Conco Engineering Works, Heating and Air Conditioning Div., 
Mendota, Ill. 

Crane Co., Chicago, Ill. 

Dalzen Mfg. Co., St. Clair, Mich. 

Delco Appliance Div., General Motors Corp., Rochester, N. Y. 

Delta Heating Corp., Trenton, N. J. 

DeSoto Oil Burner Corp., York, Pa. 

Domestic Mfg. Co., Seattle, Wash. 

ate Steel Furnace Co., pewemec, B Mich. 

Heating Corp., Lincoln Park, N. J 
Electric Furnace Man, Inc., Emmaus, hy 
Industries Co., Ltd., Toronto, Ont., 

Enico Products, Detroit, Mich. 

Farquhar Co., Wilmington, Ohio. 

Firewel Co., Inc., Buffalo, N. Y. 

Floral City Heater Div., United States Air Conditioning Corp. 
Monroe, Mich. 

Frigidaire Div., General Motors Corp., Dayton, O 

Front Rank Mfg. Co., Div. Liberty Foundry Co., St. Louis, Mo. 

General Automatic Products Corp., Baltimore, Md. 

General Electric Co., Home Heating and Cooling Dept., Tyler, 
Tex. 

Gibson Refrigerator Co., Greenville, Mich. 

Gilbert & er Mfg. Co., West Springfield, Mass. 

Gillen Co., J. L. Detroit, Mich. 

Green Colonial Furnace Co., Des Moines, Iowa. 


Hall-Neal Furnace Co., 
Hart Heat Div., Avery Farm 
Heating Specialties Inc., Baltimore, Md. 
Heil Co., Milwaukee, Wis. 
Henry Furnace Co., Medina, Ohio. 
Herco Oil Burner Corp., Lancaster, Pa. 
Hess Co., Chicago, Ill. 
Home Furnace Co., Holland, Mich. 
Illinois Iron & Bolt Co., \< — Ill. 
Ingersoll Conditioned Ai -Warner Corp., Kalamazoo, 
Mich. 
International Heater Co., Utica, N. Y. 
International Oil Burner Co., St. Louis, Mo. 
Iron Fireman Mfg. Co., Cleveland, Ohio. 
Jackson & Ch Co., Saginaw, Mich. 
Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 
Inc., , N. J. 
Inc., Pittsburgh, Pa. 
Co., S. T., Oakland, Calif. 
Heater Corp., Chelsea, Mass. 
Stove & Range Co., Grafton, Wis. 
Furnace & Appliance Mfg. Co., Kalamazoo, Mich 
Kaustine Furnace & Tank Corp., Perry, N. Y. 
Keith a Co., Des Moines, Ta. 
Kleenair Furnace Co., Portland, Ore. 
Kleer-Kleen Mfg. Co., Hayward, Calif. 
Kresky Mfg. Co., Petaluma, Calif. 
Kresno-Stamm Mfg. Co., Palisades _™ N. J. 
Laco Oil Burner Co., Inc., Griswold, Iowa. 
Leeson Air Conditioning Corp., Detroit, Mich. 
Lennox Industries Inc., Marshalltown, Iowa. 
Lincoln Furnace Co., Inc., Hawthorne, N. J. 
Little Burner Co., Inc., H. C., San Rafael, Calif. 
Lundt, Inc., Ernest C., Little Falls, N. J. 
Majestic Co., Inc., Huntington, Ind. 
Manville Boiler Co., Inc., Hackettstown, N. J. 
er Air Conditioners, Inc., St. Paul, Minn. 
M d Mfg. Co., A. Y., ‘Dubuque, la. 
McPherson Furnace & Supply Co., Portland, Ore. 
Metro Metal Mfg. Co., Holt, Mich. 
Meyer Furnace Co., Peoria, Ill. 
Miller-Church Ind., Eaton Rapids, Mich. 
Milwaukee Thermal Furnace Co., Milwaukee, Wis. 
Montag Inc., Portland, Ore. 
Morrison Steel Products, Inc., Buffalo, N. Y. 
Mortemp Div., Mechanical Products Co., Seattle, Wash. 


Canada. 


y Co., Peoria, I!! 


American Artisan, January 1957 





Mueller Climatrol, Milwaukee, Wis. 
National-U. S. Radiator Corp., Johnstown, Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Northwest Foundry & Furnace Co., Portland, Ore. 
Northwest Metal Products, Inc., Seattle, Wash. 
Norwalk Air Conditioning Corp., South Norwalk, Conn. 
Olsen Mfg. Co., C. A., Elyria, Ohio. 
Oneida Heater Co., Inc., Oneida, N. Y. 
Patten Co., J. V., $ camore, Ill. 
Peerless Corp., In ianapolis, Ind. 
Perfection Industries, Div. of Hupp Corp., Cleveland, Ohio. 
Penn Boiler & Burner Mfg. Corp., Lancaster, Pa. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Petro Div., Iron Fireman Mfg. Co., Cleveland, Ohio. 
Premier Furnace Co., Dowagiac, Mich. 
Quiet Automatic Burner Corp., ane N. J. 
Radiant-Aire Corp., Michigan City, Ind. 
Radiation Furnace Corp., Benton Harbor, Mich 
— Mfg. Co., Inc., Wadsworth, O. 
Rei Rexoll, Inc., Buffalo, N. Y. 
Republic Products Co., Philadelphia, Pa. 
Rheem Mfg. Co.., Chicago, Til. 
ane * plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 


J. 
Rossoe Mfg. Co., Seattle, Wash. 
Round Oak Co., ‘Inc, Dowagiac, Mich. 
Rybolt Heater Co., Ashland, Ohio. 
Sandberg Mfg. Co., Portland, Ore. 
Schill Mfg. Co., Crestline, O. 
Schwab Furnace Co., Milwaukee, Wis. 
Sheet Metal Mfg. Co., Youngstown, O. 
Silent Glow Oil Burner Co., Hartford, Conn. 
Smith Corp., A. O., Permaglas Div., Kankakee, III. 
Souther Iron Co., E. E., St. Louis, Mo. 
Standard Automatic Oil Burner Co., Newark, N. J. 
Steel —— Furnace Co., ao Pa. 
arner Corp., U. S. Machine Div., Lebanon, Ind. 
Seine Furnace & Mfg. Co., Plymouth, Mich. 
Sure Comfort Furnace Co., Forest Park, Ill. 
matic Corp., Watertown, Wis. 

tcher Furnace Co., Garwood, N. J. 
Thermo-Products, Inc., North Judson, Ind. 
Timken Silent Automatic Div., = Co., Oakmont, Pa. 
Tjernlund Mfg. Co., St. Paul, Min: 
Toridheet Div., Cleveland Steel P Products Corp., Cleveland, Ohio. 
Tuck-Aire Furnace Co., San mae te Calif. 
Turb-O-Tube Furnace, Tnc., Buffalo, N. Y. 
7 Air Conditioning Co., Din, of Hupp Corp., Brook- 


lyn, N. Y. 
Viking Mfg. Corp., Cleveland, Ohio. 
Waterman-W: Co., Minneapolis, Minn. 
Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 
Weatherall , Inc., Providence, R.1. 


Wyse Electric Corp., Air Conditioning Div., Staunton, 
a. 


Williams Div., Eureka-Williams Corp., Bloomington, III. 
Williamson Co., The, Cincinnati, Ohio. 

Wisconsin Burners Inc., Madison, Wis. 

Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 
Worthington Corp., Harrison, N. J. 

York-Shipley, Inc., York, Pa. 

Zick Sheet Metal Works, Dearborn, Mich. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
COAL FIRED, STEEL 


For Close Clearance (2 in. or under) Installations 


Peerless Coop. ts Indianapolis, Ind. 
Waterman-Waterbury Co., Minneapolis, Minn. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
GAS FIRED, STEEL 


For Close Clearance (2 in. or under) Installations 


Airtemp Div., Chrysler Corp., Dayton, O. 
American Furnace Co., St. Louis, Mo. 
American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div, Stratton & Terstegge Co., Inc., New Albany, Ind. 
yor ee Furnace Co., Columbus, O. 
Automatic Corp., St. Louis, Mo. 

Mfg. Co., Bryan, Oo 

Barnes Heating Equipment Co., Inc., 


Long Beach, Calif, 
Berger Furnace Corp., Belle Vernon, Pa. 


American Artisan, January 1957 


— ne Inc., Darby, Pa. 


Se oe Corp ., Cedar Rapids, Ia. 
coe Hot Blast Mfg. Co., Chicago, Ill. 


Coleman Co., Inc., Wichita, Kans. 

Commonwealth Co., Alhambra, Calif. 

Conco Engineering ‘Works, Heating and Air Conditioning Div., 
Mendota, IIl. 

Crane Co., ‘Chicago, Ill. 

Day & = Mfg. Co., Monrovia, Calif. 

Delco A eee Ree whey Oy General Motors Sow Rochester, N. Y. 

Furnace & Foundry Co., Cleveland, O 

Deoadat Steel Furnace Co., Dowagiac, Mich. 

Empire Stove Co., Belleville, Ill. 

Farquhar Co., Wilmington, O. 

Firewel Co., Inc., Buffalo, N. Y. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 

Fraser & Johnston Co., San Francisco, Calif. 

Gibson Refrigerator Co., Greenville, Mich. 

Heating Specialties Inc., Baltimore, Md. 

Heil Co., Milwaukee, Wis 

Henry Furnace Co., Medina, O. 

Illinois Iron & Bolt Co., 


ersville, Ill. 
Ingersoll Conditioned Air 
Mich 


iv., Borg-Warner Corp., Kalamazoo, 


International Heater Co., Utica, N. Y. 
Iron Fireman Mfg. Co., Cleveland, O. 
Jackson & Church Co., Saginaw, Mich. 
Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O 
Kalamazoo Furnace & yl —_ "FJ Kalamazoo, Mich. 
Kaustine Furnace & Tank Corp., Perry, N 
Kresky Mfg. Co., Inc., Petaluma, Calif. 
Leeson Air Conditioning Corp., 
Lennox Industries Inc., Marshalltown, Ia. 
user os eet 
jestic untington, I 
McDonald Mfg. Co., va ¥.. A mone Ta. 
Meyer Furnace Co., Peoria, Ill 
Mueller Climatrol, Milwaukee, Wis. 
National-U. S. Radiator Corp., Johnstown, Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Olsen Mfg. Co., The C. A., Elyria, O 
Patten Co., J. V., Sycamore, Ill. 
Payne Co., The, Monrovia, Calif. 
Peerless Corp., Indianapolis, Ind. 
Perfection Industries, Div. of H 
Petro Div., Iron Fireman Mfg. Co. 
Ralph Mfg. Co., Inc., Wadsworth, O. 
Rasch Mf, 


Rheem 


upp Corp., ea O. 
Con Cleveland 


D O. 

Smith Corp., ” Permagias Div., Kankakee, III. 
Southwest Mfg. Co., Aurora, Mo. 

Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Swinton Industries Ltd., Welland, Ont., Canada 

Syncromatic Corp., Watertown, a 

Thatcher Furnace Co., Garwood, N. J. 

Thermo-Products, Inc., North Judson, Ind. 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 
Tuck-Aire Furnace Co., San Francisco, Calif. 

Treneee Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


Waterman. Waterbury Co., Minneapolis, Minn. 

Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 
Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 
Williams Div., Eureka-Williams Corp., Bloomington, Ill. 
Williamson Co., The, Cincinnati, O. 

Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
OIL FIRED, STEEL 


For Close Clearance (2 in. or under) Installations 


Airtemp Div., Chrysler Corp., Dayton, O. 

American Furnace Co., St. Louis, Mo. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 
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Satie St, Datien & Beta Ss Inc., New Albany, Ind. 
wine neo 


Bard Mig, Con Ba, On 
Bonair Products, Inc., D 


arby, Pa. 
Century Reginessiog Cocp Corp., Cedar Rapids, Ia. 
Cole Hot Blast Mfg. Co., , Chicago, Ill, 


Coleman Co., Inc., Wichita, Kans. 

Conco Engineering Works, Heating and Air Conditioning 
Div., Mendota, Il. 

Connecticut State Furnace Co., Bridgeport, Conn. 

Delco Appliance Div., General Motors Corp., Rochester, N. Y. 

Delta Heating Corp., Trenton, N. J. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Firewel Co., Inc., Buffalo, N. Y. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 


Ca Electric Co., Home Heating and Cooling Dept., Tyler, 
ex. 


Gibson ire M erator Co., Greenville, Mich. 


Illinois Iron & Bolt Co., ntersville, Ill. 
— Conditioned Air . Borg-Warner Corp., Kalamazoo, 


International Heater Co., Utica, N. Y. 

Iron Fireman Mfg. Co., Cleveland, ¢ “ 

Jackson & Church Co., Seles, NG 

Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 

Kaustine Furnace & Tank Corp., Perry, N. Y. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Lennox Industries Inc. Sy a Ta. 

Little Burner Co., Inc, H . C., San a saad. 


Majestic Co., Inc., Ae Dale 
McDonald Mfg. Co., A. Dubuque, Ia. 


Montag Inc., rtland, O 

Mortemp Div., Mechanical Products Co., Seattle, Wash. 
Mueller Climatrol, Milwaukee, Wis. 

National-U. $. Radiator Corp., "Johnstown, Pa. 

Niagara pamory DS Div., Forest City Foundries Co., Cleveland, O. 
Olsen Mfg. Co., The C. A., Elyria, O. 

Patten Co., J. V., Sycamore, Ill. 

Peerless Corp. Indianapolis, Ind. 

Te industries, Div. of Hupp Corp., Cleveland, O. 

Ralph Mf, ba Co., Inc., Wadsworth, O. 

i Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 


Rybslt Heater Co., Ashland, O, 

Sandberg Mfg. Co., Portland, Ore. 

Sheet Metal Mfg. Co., Youngstown, O. 

Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 
Stewart-Warner Corp., . Machine iv., 


Syncromatic Corp., Watertown, Wis. 
Thatcher Furnace Co., Garwood, N. J. 

Thermo-Products, Inc., North Judson, Ind 
Toridheet Div., Cleveland Steel Products bar Cleveland, O. 
Tuck-Aire Furnace Co., San Francisco, Ca 


a Air Conditioning Co., Div. of Here Corp., Brooklyn, 


Waterman-Waterbury Co., Minneapolis, Minn. 

Wayne Home Equipment Co., Inc., Fort were Ind. 
Westinghouse Electric Corp., Air ioning Div., Staunton, Va. 
Williams Div., Eureka-Williams a onP> Bloomington, III. 
Williamson Co., The, Cincinnati, 


Wood Co., John, Heater & i. ‘Div., Conshohocken, Pa. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
GAS FIRED, CAST IRON 
For Zero Clearance Installations 
Bettcher Mfg. Corp., Herbster Furnace Div., Cleveland, O. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
GAS FIRED, STEEL 


For Zero Clearance Installations 


Advance Furnace Co., Wichita, Kans. 
American 


Radiator & — Sanitary Corp., Air Conditioning 
Div., New York, N. Y 


Armstrong Furnace Co., Columbus, Oo 
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neve Mfg. Co., Indianapolis, Ind. 
Century Engineering Corp Sono. fame Cedar Rapids, Ia. 

Coleman Co., Inc., 
Coroaire Heater Co icin, oO. 
Crane Co., 
Day & Night Mfg. Co., Monrovia, Calif. 
ae co Appliance ‘Div. Ge pe Motors Corp., Rochester, N. Y. 

Fraser & Johnston Co., San Francisco, Calif. 
Grove Furnace, Inc., Garden Grove, Calif. 
Henry Furnace Co., Medina, O 
Illinois Iron & Bolt Co., Carpentersville, Ill. 
International Oil Burner Co., St. Louis, Mo. 
Kilbury Mfg. Co., Lawndale, Calif. 
Lennox In ustries Inc., Marshalltown, Ia. 


Mueller Sg me Milwaukee, Wis. 
Olsen Mfg. Co., The C. A., Elyria, oO. 
Peerless P> Indianapolis, Ind. 
Rheem Mfg. Co 
Round Oak Co. Co., Inc., Dowagiac, Mich. 

Jet, Inc., Alhambra, Calif. 

It Heater Co., Ashland, O. 

Steel Products Co., Billings, Mont. 

arabe Mfg. Co., San Carlos, Calif. 
Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 
Thatcher Furnace Co., Garwood, N. j. 
Tuck-Aire Furnace Co., San Francisco, Calif. 
Utility Appliance Corp., Los Angeles, Calif 
Zink Co., John, Tulsa, Okla. 


FURNACES, FORCED WARM AIR, HIGHBOY, 
OIL FIRED, STEEL 


For Zero Clearance Installations 


American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 
Corp, Cedar Rapids, Ia. 

Coleman Co., Inc., Wichita, Kans. 
Henry Medina, O 
Illinots Iron & Bolt Co., Carpentersville, Ill. 
Lennox Industries Inc., Marshalltown, Ia. 
Little Burner Co., Inc., H. C., San Rafael, Calif. 
jeg Mfg. Co., A. Y., Dubuque, Ia. 

Co., The C. A., Elyria, O. 
Peerless ye Indianapolis, Ind. 
Ralph _ Co., Inc., Wadsworth, O. 
Thatcher Furnace Co., Garwood, N. J. 


FURNACES, FORCED WARM AIR, HORIZONTAL, 
GAS FIRED, CAST IRON 


For Attic, Crawl Space or Suspended installations 


Automatic Gas Equipment Co., 


Pittsburgh, Pa. 
General Electric Co., Home "Heating and Cooling Dept., Tyler, 
Tex. 


FURNACES, FORCED WARM AIR, HORIZONTAL, 
GAS FIRED, STEEL 


For Attic, Crawl Space or Suspended Installations 


Advance Furnace Co., Wichita, Kans. 

Agricola Furnace Co., Inc., Sey Ala. 

Air Conditioning Engineering ., Cambridge, Mass 

Allan Engineering Co., Dallas, oly 

American Furnace Co., St. Louis, Mo. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., sf York, N. Y. 

Anchor Div . Stratton & Terstegge Co., Inc., New Albany, Ind. 

Armstrong Furnace Co., Columbus, Ohio. 

Auburn Burner Co., Auburn, Ind. 

Bard Mfg. Co., Bryan, O 

Berger Furnace Cor. Belle Vernon, Pa. 

Bonair Products, Inc., Darby, Pa. 

Bryant Mfg. Co., Indianapolis, Ind. 

Carrier Corp., Syracuse, N. Y. 

Central States Mf Co., Inc., Arkansas City, Kans 

Century Pama. Cedar Rapids, Ia. 

hettannon, eee So Chinen ti Tenn. 

Chicago Steel turnace Co., Chi 
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Co., Inc., Chevy Chase, 
a industries, Roe a Lafayette, Ind. 


BL afi igo. wae, Aye ne , Monrovia, ay tee . 


Corp., Trenton, N. J. 
&- Co., Seattle, Wash. 
Furnace 


Steel F .. Dow: Mich. 
Empire Stove Co., Belleville, Ill. 


Floral City Heater Div. ., United States Air Conditioning Corp., 
Monroe, Mich. 

Fraser & Johnston Co., San Francisco, Calif. 

Frigidaire Div., General Motors _e Dayton, O. 

General Automatic Products Corp., Baltimore, Md. 

General Gas Light Co., Mich. 

Gibson Refrigerator Co., Greenville, Mich. 


Domestic 





Lennox amen mh Inc., Marshalltown, Iowa. 

Little Burner Co., . H. C., San Rafael, Calif. 

Majestic Co .. Inc., be Ind. 

= er Air Conditioners, Inc., St. Paul, Minn. 
Mfg. Co., A. Y.., Dubuque, Ia. 

Meyer Furnace Company, Peoria, Ill. 

Miami Products, Inc., Miami, Okla. 

Midwest Heater Co., Omaha, Nebr. 

Miller-Church Ind., Eaton Rapids, Mich. 

Milwaukee Thermal Furnace Co., Milwaukee, Wis. 

Mission Appliance Corp., Hawthorne, Calif. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Mueller Climatrol, Milwaukee, Wis. 

National Heater Co., Inc., St. Paul, Minn. 

National-U. $ Corp., Johnstown, Pa. 

Niagara Furnace Div., Forest City tr ay Co., Cleveland, O. 

Norman Products Co., Inc., Columbus, Ohio. 

Norwalk Air Conditioning Corp., South Norwalk, Conn. 

Olsen Mfg. Co., The C. A., Elyria, O. 

Oneida Heater Co., Inc., Oneida, N. Y. 

OverHead Heaters, Inc., Detroit, Mich. 

Patten Co., J. V., Sycamore, Ill. 

Payne Co., The, Monrovia, Calif. 

Peerless Corp., Indianapolis, Ind. 

Perfection Industries, Div. of Hupp Corp., Cleveland, O. 

Premier Furnace Co., Dowagiac, Mich. 

Radiant-Aire Corp., Michigan City, Ind. 

Ralph Mfg. Co., Inc., Wadsworth, O. 

Rasch — Corp., Kansas City, Mo. 

Reznor Mfg. Co., Mercer, Pa. 

Rheem Mfg. Co., Chicago, Ill. 

a a ee Plumbing Fix Fixtures Div., Rheem Mfg. Co., Metuchen, 


N. J. 

Round Oak Co., Inc., Dowagiac, Mich. 

al Jet, Inc., "Alhambra, Calif. 

It Heater Co., Ashland, Ohio. 
Sequoia Mfg. Co., San Carlos, Calif. 
Sheet Metal Mfg. Co., Youngstown, O 
Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 
Southwest Mfg. Co., Aurora, Mo. 
Stewart-Warner Corp. U. S. Machine Div., Lebanon, Ind. 
— Furnace & Mfg. Co., Plymouth, Mich. 
a Corp., Watertown, Wis. 

emco, Inc., Nashville, T 

Thermobloc Div., Prat- Daniel Corp., South Norwalk, Conn. 
Thermo-Products, Inc., North Judson, Ind. 
Tjernlund Mfg. Co., St. Paul, Minn. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 
Tuck-Aire Furnace Co., San Francisco, Calif. 
— Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


Utility / Appl Corp., Los a Calif. 
Viking Corp., Cleveland, O 
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W Equipment ~~ Inc., Fort Wayne, Ind. 
Weringhowe Ehctne Div., Staunton, Va. 
Williams Div., Eureka- ‘ilisms Corp., Bloomington, Ill. 
Williamson Co., The, Cincinnati, Ohio. 
Wisconsin Burners Inc., Madison, Wis. 
Worthington Corp., Harrison, N. J. 
York-Shipley, Inc., York, Pa. 

ohn, Tulsa, Okla. 


ey 


FURNACES, FORCED WARM AIR, HORIZONTAL, 
OIL FIRED, STEEL 


For Attic, Crawl Space or Suspended Installations 


Air Conditioning Engineering Co., Cambridge, Mass. 
American Furnace Co., St. Louis, Mo. 
American Ideal-Air 
American Radiator & 

Div., New York, N. Y. 
Anchor Div., poe Se a Inc., New Albany, Ind. 
Armstrong Furnace Co., Columbus, O 
Auburn Burner Co., Auburn, Ind. 

, Inc., aa Div, Auburn, Ind. 


Chicago Steel Furnace Co., Chicago, tl. 
Columbia Burner Co., Toledo, O. 

Columbia Specialty Co., Inc., Chevy Chase, Md. 
Connecticut State Furnace — Bridgeport, Conn. 


Cox Mfg. Co., 

Delco i is Cone Motors Corp., Rochester, N. Y. 
Heating Corp., Trenton, N. J. 

DeSoto Oil Burner Corp., York, Pa. 

Domestic Mfg. Co., a Wash. 

Dow: Steel Furnace Co. ., Dowagiac, Mich. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Farquhar Co., Wilmington, O. 

Floral City Heater Div., United States Air Conditioning Corp., 

Monroe, Mich. 

Frigidaire Div., General Motors Corp., Dayton, 

Front Rank Mfg. Co., Div. Liberty Foundry Co., "ee Louis, Mo. 

General Automatic Products Corp., Baltimore, Md. 

General Electric Co., Home Heating and Cooling Dept., Tyler, 


Tex. 

a Refrigerator Co., Greenville, Mich. 
& Baker Mfg. Co., he Springfield, Mass. 

= Colonial Furnace Co., ar Ta. 
Hall-Neal Furnace Co., ; Indianapolis, Ind 
Heil Co., Milwaukee, W: 
Henry Furnace Co., Medina, O. 
Herco Oil Burner er Corp.  aparey Pa. 
Hess Go., The, Chi ioe, 
nee Conditi Air Div, Borg-Warner Corp., Kalamazoo, 


inland I Heater Corp., Minneapolis, Minn. 
International Heater Co., Utica, N. Y. 
Iron Fi 





Lennox Industries Inc., ” Marshalltown, Ta. 
Lincoln Furnace Co., Inc, Hawthorne, N. J. 
ie sora Fine be H. C., San Rafael, Calif. 
a 

McPherson Furnace & Supply Co., Portland, Ore. 
Miller-Church Ind., Eaton Rapids, Mich. 
fo ee Inc., Po Ore. 

Morrison Steel Products, Inc., Buffalo, N. Y. 
Mortemp Div., Mechanical Products Co., Seattle, Wash. 
Mueller Climatrol, Milwaukee, Wis. 
National Heater Co., Inc., St. Paul, Minn. 
National-U. S. Radiator Corp., Jo! Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Northwest F Furnace Ore. 





Patten Co., J. V., Sycamore, Ill. 
Perfection Industries, Div. of Hupp Corp., Cleveland, O. 
Petro Div., Iron Fireman Mfg. Co., Cleveland, O. 
Quiet Automatic Burner Corp., Newark, N. J. 
Radiant-Aire Corp., Michigan City, Ind. 
Per Mfg. Co., Inc., Wadsworth, O. 
Reif-Rexoil, Inc., Buffalo, N. Y. 
Richmond Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 


N. J. 
Rybolt Heater Co., Ashland, O. 
Sandberg Mfg. Co., Portland, Ore. 
Sheet Metal Mfg. Co., Youngstown, O. 
Silent Glow Oil Burner Co., Hartford, Conn. 
Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Superior Furnace & Mfg. Co., Plymouth, Mich. 
Syncromatic Corp., Watertown, Wis. 
Thatcher Furnace Co., Garwood, N. J. 
Thermobloc Div., Pgat-Daniel Corp., South Norwalk, Conn. 
veg he Inc., North Judson, Ind 
Tjernlund Mfg. , St. Paul, Minn. 
Toridheet Die, ‘Gaveland Steel Products Corp., Cleveland, O. 
—— Furnace, Inc., Buffalo, N. Y. 
» Cleveland, O. 
Co., Minneapolis, Minn. 
Wayne Home Equipment Co., Inc., Ft. Wayne, Ind. 
Weatherall Engineers, Inc., Providence, R. I. 
Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 
Williams Div., Eureka- Williams aes Bloomington, Ill. 
Williamson Co., The, Cincinnati, O 
Wisconsin Burners Inc., Madison, Wis. 
Worthington Corp., Harrison, N. J. 
York-Shipley, Inc., York, Pa. 


FURNACES, FORCED WARM AIR, LOWBOY, 
COAL FIRED, CAST IRON 


For Basement Installations 


American Foundry & Furnace Co., Bloomington, III. 
Crane Co., Chicago, Ill. 
Green Colonial Furnace Co., Des Moines, Iowa. 
Home Furnace Co., Holland, Mich. 
Keith Furnace Co., Des Moines, Iowa. 
Majestic Co., Inc., Huntington, Ind. 
Montag Inc., Portland, Ore. 
National Heater Co., Inc., St. Paul, Minn. 
National-U. S. Radiator Corp., Johnstown, Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Premier Furnace Co., oe Mich. 
Rybolt Heater Co., Ashland, O. 
Souther Iron Co., E. E., St. Louis, Mo. 
Stove & Heater Co., James, Philadelphia, Pa. 
Xth Century Heating & Ventilating Co., Akron, Ohio. 


FURNACES, FORCED WARM AIR, LOWBOY, 
COAL FIRED, STEEL 


For Basement Installations 


American Furnace Co., St. Louis, Mo. 
American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind. 
Furnace Co., Columbus, Ohio. 

Automatic Solid Fuels Equipment Co., Indianapolis, Ind. 

Bard Mfg. Co., Bryan, Ohio. 

Berger Furnace Corp., Belle Vernon, Pa. 

Campbell Co., E. K., Kansas City, Mo. 

Campbell Heating Co., Des Mones, Iowa. 

Cory Mfg. Co., Greensburg, Pa. 

Crane Co., Chicago, Ill. 

Daniels Mfg. Co., Inc., Sam, Hardwick, Vt. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Eddy Stoker Corp., Wheeling, Ill. 

Electric Furnace-Man, Inc., Emmaus, Pa. 

Farquhar Co., Wilmington, Ohio. 

Floral City Heater Div., United States Air Conditioning Corp., 

Monroe, Mich. 

Front Rank Mfg. Co., Div. Liberty Foundry Co., St. Louis, Mo. 

Furblo Co., Hermansville, Mich. 

Gross-Aire Mfg. Co., St. Louis, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hart & Crouse Corp., Oneida, N. Y. 

Henry Furnace Co., Medina, Ohio. 
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Hershey cng tee Inc., Manheim, Pa. 
Iron & Bo Co., Carpentersville, Ill. 
Ingersoll Conditioned "Ais Air Div., Borg-Warner Corp., Kalamazeo, 
Mich. 
International Heater Co., Utica, N. Y. 
Iron Fireman Mfg. Co., "Cleveland, Ohio. 
Jackson & Church Co., Saginaw, Mich. 
lohnson Heater ., Chelsea, Mass. 
ith Furnace Co., Moines, Iowa. 
Kleenair Furnace Co., Portland, Ore. 
pee ‘cnyines a. noo ys ea Iowa. 
Inc., Huntington, | 
Seeivoee aie Air Conditioners, Inc., St. Paul, Minn. 
McDonald Mfg. Co., A. Y., Dubuque, Ia. 
Meyer Furnace Co., Peoria, Ill. 
Montag Inc., Portland, Ore. 
Mueller Climatrol, Milwaukee, Wis. 
National Heater Co., Inc., St. Paul, Minn. 
National-U. S. Radiator Corp. * Johnstown, 
Northwest Foundry & Furnace Co., Portland, ‘Ore. 
Olsen Mfg. Co., C. A., Elyria, Ohio. 
Oneida Heater Co., Inc., Oneida, N. Y. 
Peerless Corp., Indianapolis, Ind. 
Premier Furnace Co., Dowagiac, Mich. 
Premium Coal & Oil Co., Cincinnati, Ohio. 
Rosebraugh Co., W. W., Salem, Ore. 
Round Oak Co., Inc., of Ind., Dowagiac, Mich. 
Rybolt Heater Co., Ashland, Ohio. 
Seaall nike. Co., Portland, Ore. 
5, Crestline, Ohio. 
Souther Eee Os E. E., St. Louis, Mo. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Sure Comfort Furnace Co., Forest Park, Til. 
Synchromatic Corp., Watertown, Wis. 
Thatcher Furnace Co., Garwood, N. J. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, Ohio. 
a Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 
: 3 


Viking Mfg. ., Cleveland, Ohio. 

Waterman-W Co., Minneapolis, Minn. 
Wayne Home Equipment "Co., Inc., Fort Wayne, Ind. 
Williamson Co., The, Cincinnati, Ohio. 


FURNACES, FORCED WARM AIR, LOWBOY, 
GAS FIRED, CAST IRON 


For Basement installations 


American Foundry & Furnace Co., Bloomington, III. 

American Ideal-Aire Corp., Garden City, N. Y. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Bettcher Mfg. Corp., Herbster Furnace Div., Cleveland, O. 

Crane Co., Chicago, Ill. 

Green Colonial Furnace Co., Des Meines, Iowa. 

Hart Heat Div., Avery Farm Machinery Co., Peoria, Ill. 

‘Mueller Climatrol, Milwaukee, Wis. 

Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 

Pennsylvania Furnace & Iron Co., Warren, Pa. 

Richmond Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 


N. J. 

Rybolt Heater Co., Ashland, Ohio. 

Sheet Metal Mfg. Co., Youngstown, O. 

Souther Iron Co., E. E., St. Louis, Mo. 

Thatcher Furnace Co., Garwood, N. J. 

XXth Century Heating & Ventilating Co., Akron, Ohio. 


FURNACES, FORCED WARM AIR, LOWBOY, 
GAS FIRED, STEEL 


For Basement installations 


Airtemp Div., Chrysler Corp., Dayton, Ohio. 

Aladdin Heating Corp., San Leandro, Calif. 

Allan Engineering Co., Dallas, Texas. 

American Furnace Co., St. Louis, Mo. 

American Radiator & Standard ‘Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div., Stratton & Terst Co., heaps New Albany, Ind 

Armstrong Furnace Co., Columbus, 

Auburn Burner Co., Auburn, Ind. 

Auburn Foundry, Inc., Heating Div., Auburn, Ind. 

Autogas Co., Bellwood, III. 

Automatic Corp., St. Louis, Mo. 
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Bard Mfg. Co., Bryan, Ohio. 

Berger Furnace Corp., Belle Vernon, Pa. 

Bonair Products, Inc., Darby, Pa. 

Bryant Mfg. Co., Indianapolis, Ind. 

Burn O Matic Gas Burner Co., Minneapolis, Minn. 

Campbell Co., E. K., Kansas City, Mo. 

Campbell Heating Co., Des Moines, Iowa. 

Carrier Corp., Syracuse, N. Y. 

Century Engineering Corp., Cedar Rapids, Iowa. 

Chattanooga Royal Co., Chattanooga, Tenn. 

Cole Hot Blast Mfg. Co., Chicago, Ill. 

Coleman Co., Inc., Wichita, Kans. 

Columbia Burner Co., Toledo, O. 

Columbia Specialty Co., Inc., Chevy Chase, Md. 

Conco Engineering Works, Heating and Air Conditioning Div., 
Mendota, IIl. 

Consolidated Industries, Inc., Lafayette, Ind. 

Coroaire Heater Corp., Cleveland, O. 

Dalzen Mfg. Co., St. Clair, Mich. 

Delco Appliance Div., General Motors Corp., Rochester, N. Y. 

Delta Heating Corp., Trenton, N. J. 

Dornback Furnace & Foundry Co., Cleveland, Ohio. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Dualtron Co., Pittsburgh, Pa. 

Empire Stove Co., Belleville, Ill. 

Farquhar Co., Wilmington, Ohio. 

Firewel Co., Inc., Buffalo, N.Y. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 

Fluid Heat Div. Anchor Post Products, Inc., Baltimore, Md. 

Fraser and Johnston Co., Div. Liberty Foundry Co., San Francisco, 
Calif. 

Frigidaire Div., General Motors Corp., Dayton, O. 

Front Rank Mfg. Co., Div. Liberty Foundry Ce., St. Louis, Mo. 

General Automatic Products Corp., Baltimore, Md. 

Gibson Refrigerator Co., Greenville, Mich. 

Gillen Co., J. L., Detroit, Mich. 

Green Colonial Furnace Co., Des Moines, lowa. 

Gross-Aire Mfg. Co., St. Louis, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hart & Crouse Corp., Oneida, N. Y. 

Hart Heat Div., Avery Farm Machinery Co., Peoria, Ill. 

Harvey-Hill, Inc., St. Louis, Mo. 

Heating Specialties Inc., Baltimore, Md. 

Heil Co., Milwaukee, Wis. 

Henry Furnace Co., Medina, Ohio. 

Hess Co., Chicago, Ill. 

Illinois Iron & Bolt Co., Comperneaniia, lil. 

Ingersoll Conditioned Air Div., Borg-Warner Corp., Kalamazoo, 
Mich. 

International Heater Co., Utica, N.Y. 

International Oil Burner Co., St. Louis, Mo. 

Iron Fireman Mfg. Co., Cleveland, Ohio. 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 

Jet-Heet, Inc., Englewood, N. J. 

Jettronaire, Inc., Pittsburgh, Pa. 

Johnson Heater Corp., sea, Mass. 

Kalamazoo Furnace & Appliance Mfg. Co., Kalamazoo, Mich. 

Kaustine Furnace & Tank Corp., Perry, N. Y. 

Keith Furnace Co., Des Moines, Iowa. 

Kleenair Furnace Co., Portland, Ore. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Leeson Air Conditioning Corp., Detroit, Mich. 

Lennox Industries Inc., Marshalltown, Iowa. 

Lincoln Furnace Co., Inc., Hawthorne, N. J. 

Little Burner Co., Inc., H. C., San Rafael, Calif. 

Lundt, Inc., Ernest C., Little Falls, N. J. 

Majestic Co., Inc., Huntington, Ind. 

er Air Conditioners, Inc., St. Paul, Minn. 

McDonald Mfg. Co., A. Y., Dubuque, Ia. 

Metro Metal Mfg. Co., Holt, Mich. 

Meyer Furnace Co., Peoria, Ill. 


Miami Products, Inc., Miami, Okla. 

Midwest Heater Co., Omaha, Nebr. 

Miller-Church Ind., Eaton Rapids, Mich. 

Milwaukee Thermal Furnace Co., Milwaukee, Wis. 
Morrison Steel Products, Inc., Buffalo, N. Y. 

Mortemp Furnace Div., Witte-Toledo Co., Toledo, O. 
Mueller Climatrol, Milwaukee, Wis. 

Mulkey Co., J. F., Detroit, Mich. 

National Heater Co., Inc., St. Paul, Minn. 

National-U. S. Radiator Corp., Johnstown, Pa. 

Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
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Norwalk Air Conditioning Corp., South Norwalk, Conn. 
Olsen Mfg. Co., C. A., Elyria, Ohio. 

Oneida Heater Co., Inc., Oneida, N. Y. 

Oran Co., Columbus, Ohio. 

Patten Co., J. V., Sycamore, Iil. 

Payne Co., The, Monrovia, Calif. 

Peerless Corp., Indianapolis, Ind. 

Pennsylvania Furnace & Iron Co., Warren, Pa. 

Perfection Industries, Div. of Hupp Corp., Cleveland, Ohio. 
Petro Div., Iron Fireman Mfg. Co., Cleveland, O. 

Premier Furnace Co., Dowagiac, Mich. 

Radiant-Aire Corp., Michigan City, Ind. 

Radiation Furnace Corp., Benton Harbor, Mich. 

Ralph Mfg. Co., Inc., Wadsworth, O. 

Rapid Heat Corp., Detroit, Mich. 

Rasch Mfg. Corp., Kansas City, Mo. 

Ray Oil Burner Co., San Francisco, Calif. 

Rheem Mfg. Co., Chicago, Ill. 

Richmond Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 


N. J. 

Roberts-Gordon Appliance Corp., Buffalo, N. Y. 

Round Oak Co., Inc., Dowagiac, Mich. 

Royal Jet, Inc., Alhambra, Calif. 

Rybolt Heater Co., Ashland, Ohio. 

Ryniker Steel Products Co., Billings, Mont. 

Schill Mfg. Co., Crestline, Ohio. 

Sequoia Mfg. Co., San Carlos, Calif. 

Sheet Metal Mfg. Co., Youngstown, O. 

Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 

Souther Iron Co., E. E., St. Louis, Mo. 

Steel City Furnace Co., Springdale, Pa. 

Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind 

Superior Furnace & Mfg. Co., Plymouth, Mich. 

Sure Comfort Furnace Co., Forest Park, Ill. 

Syncromatic Corp., Watertown, Wis. 

Temco, Inc., Nashville, Tenn. 

Thatcher Furnace Co., Garwood, N. J. 

Therm-O-Blast Div., O'Halloran Inds., Detroit, Mich. 

Thermo-Products, Inc., North Judson, Ind. 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 

Tjernlund Mfg. Co., St. Paul, Minn. 

Toridheet Div., Cleveland Stee] Products Corp., Cleveland, Ohio. 

Tuck-Aire Furnace Co., San Francisco, Calif. 

Turb-O-Tube Furnace, Inc., Buffalo, N. Y. 

Typhoon Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 
N. Y. 

Utility Appliance Corp., Los Angeles, Calif. 

Viking Mfg. Corp., Cleveland, Ohio. 

Waterman-Waterbury Co., Minneapolis, Minn. 

Wayne Home Equipment Co., Fort Wayne, Ind. 

Westinghouse Electric Corp., Air Conditioning Div., Staunton, 
Va. 

Williams Div., Eureka-Williams Corp., Bloomington, Ill. 

Williamson Co., The, Cincinnati, Ohio. 

Wisconsin Burners Inc., Madison, Wis. 

Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 

Worthington Corp., Harrison, N. J. 

York-Shipley, Inc., York, Pa. 

Zick Sheet Metal Works, Dearborn, Mich. 

Zink Co., John, Tulsa, Okla. 


FURNACES, FORCED WARM AIR, LOWBOY, 
OIL FIRED, CAST IRON 


For Basement Installations 


American Foundry & Furnace Co., Bloomington, Ill. 
Columbia Burner Co., Toledo, O. 

Hart Heat Div., Avery Farm Machinery Co., Peoria, Ill. 
Keith Furnace Co., Des Moines, Iowa. 

Livingston, Inc., Marshall, Mich. 

Miller-Church Ind., Eaton Rapids, Mich. 

Montag, Inc., Portland, Ore. 

Sheet Metal Mfg. Co., Youngstown, O. 

XXth Century Heating & Ventilating Co., Akron, Ohio. 





FURNACES, FORCED WARM AIR, LOWBOY, 
OIL FIRED, STEEL 


For Basement installations 


Baers a cots Hon 

er Corp., 

American Furnace Co., St. Louis, Mo. 

American Ideal-Aire Corp., eed Ti 

American Radiator & Standard Sanitary Corp., Air Conditioning 


Div., — York, N. Y. 
Co., Inc., New Albany, Ind 
hio. 


Air Conditioni 
Airtemp Div., 


Auburn Foundry Inc., Heating Div., Auburn, Ind. 
Automatic Corp., St. Louis, Mo. 
Mfg. Co., Bryan, Ohio. 
Berger Furnace Corp., Belle Vernon, Pa. 
Besser Metal Products Corp., Charlotte, N. C. 
Bryant Tar Co., Indianapolis, Ind. 
Campbell K., Kansas City, Mo. 
Campbell Heine C. Co., Des Moines, Iowa. 
— Corp., Syracuse, N. Y. 
-» Waupaca, Wis. 


Columbia Specialty Co., Inc., Chevy Chase, Md. 
Conco Engineering Works, Heating and Air Conditioning Div., 
Mendota, III. 
Connecticut State Furnace Co., Bridgeport, Conn. 
Cory Mfg. Co., Greensburg, Pa. 
Cox Mfg. Co., ‘Ridgeville, Ind. 
G., Chicago, Ill. 
Dalzen Mig. .. St. Clair, Mich. 
Delco A sr Div. Ganeead Bother Can; Teihasien; 14. ¥. 
Delta Heating Corp., Trenton, N.J. 
DeSoto Oil Burner Corp., York, Pa. 
Domestic Mfg. Co., Seattle, Wash. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Dualtron Co., Pittsburgh, Pa. Cage with electrostatic filter) 
Ducane Heating Corp., Lincoln Park, 
Electric Furnace-Man, Inc., vabiicay Sag 
Enplocering taduati Co., vine Rar, N. J. 
ustries Co., Toronto, Ont., Canada. 
Enico Products, Detroit, Mich. 
Farquhar Co., Wilmington, O. 
Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 
Fluid Heat Div. Anchor Post Products, Inc., Baltimore, Md. 
Frigidaire Div., General Motors Corp., Dayton, O. 
Front Rank Mfg. Co., Div. Liberty Foundry Co., St. Louis, Mo. 
Furblo Co., Hermanville, Mich. 
General Automatic Products Corp., Baltimore, Md. 
Gibson me once Co., Greenville, Mich. 
Gilbert & Mfg. Co., West Springfield, Mass. 
Gillen Co., J. L., Detroit, Mich. 
Green Colonial Furnace Co., Des Moines, Iowa. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Hart & Crouse Corp., Oneida, N. Y. 
Hart Heat Div., Avery Farm Machinery Co., Peoria, Ill. 
Heating Specialties Inc., Baltimore, Md. 
Heil Co., Milwaukee, Wis. 
Henry Furnace Co., Medina, Ohio. 
Herco Oil Burner Corp., Lancaster, Pa. 
Hershey Motorstokor, Inc., Manheim, Pa. 
Hess Co., Chicago, III. 
Home Furnace Co., Holland, Mich. 
Illinois Iron & Bolt Co., Carpentersville, Ill. 


—- Conditioned Air Div., Borg-Warner Corp., Kalamazoo, 


International Heater Co., Utica, N. Y. 

International Oil Burner Co., St. Louis, Mo. 

Iron Fireman Mfg. Co., Cleveland, Ohio. 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 

Jet-Heet, Inc., Englewood, N. J. 

Jettronaire, Inc., Pittsburgh, Pa. 

Johnson Co., S. T., Oakland, Calif., and Philadelphia, Pa. 

Johnson Heater Corp., Chelsea, Mass. 

Kalamazoo Furnace & Appliance Mfg. Co., Kalamazoo, Mich. 

Kaustine Furnace & Tank Corp., Perry, N. Y. 


Keith Furnace Co., Des Moines, Iowa. 
and, Ore. 


Kresky Mfg. Co., Inc., Petaluma, Calif. 
Kresno-Stamm Mfg. Co., Palisades Park, N. J. 
Leeson Air Conditioning Corp., Detroit, Mich. 
Lennox Industries Inc., Marshalltown, Iowa. 
Lincoln Furnace Co., Inc., Hawthorne, N. J. 
Little Burner Co., Inc., H. C., San Rafael, Calif. 
Lundt, Inc., Ernest C,, Little Falls, N. eg 
Luty Furnace = Co., Detroit, Mich. 
Majestic Co., Inc., Huntington, Ind. 
Manville ir Co., Inc., Hackettstown, N. J. 
Air Conditioners, Inc., St. oe Minn. 
Mfg. Co., A. Y., 
McKee Furnace Co., Minneapolis, —_" 
McPherson Furnace & Supply Co., Portland, Ore. 
Metro _— my tg Holt, Mich. 
Peoria, “Un. 
Miller-Cherch Ind., Eaton Rapids, Mich. 
Milwaukee Thermal Furnace Co., Milwaukee, Wis. 
~~ Portland, Ore. 
Steel Products, Inc., Buffalo, N. Y. 
Mortemp Div., Mechanical Products Co., Seattle, Wash. 
Mueller Climatrol, Milwaukee, Wis. 
Mulkey Co., J. F., Detroit, Mich. 
National Heater Co., Inc., St. Paul, Minn. 
National-U. S. Radiator Corp., Johnstown, Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Northwest F y & Furnace Co., Portland, Ore. 
Norwalk Air 


., Columbus, O. 

Peerless Corp., se polis, Ind. 
Penn Boiler & Burner Mfg. Corp., Lancaster, Pa. 
Perfection Industries, Div. of Hupp Corp., Cleveland, Ohio. 
Petro Div., Iron Fireman Mfg. Co., Cleveland, Ohio. 
Premier Furnace Co., Dowagiac, Mich. 
Premium Coal & Oil Co., Cincinnati, Ohio. 
Queen Stove Works, Inc., Albert Lea, Minn. 
Quick Furnace & Supply Co., Des Moines, Iowa. 
Quiet Automatic Burner Corp., a N. J. 
Radiant-Aire Corp., Michigan City, Ind. 
Radiant Utilities Corp., Brooklyn, N. Y. 
Radiation Furnace Corp., Benton — Mich. 
Ralph Mfg. Co., Inc., Wadsworth, O. 
Ray Oil Burner Co., "San Francisco, Calif. 
Reif-Rexoil, Inc., Buffalo, N. Y. 
Republi 
Rheem Mfg. Co., Chicago, I Ill. 
Richmond plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 

N. J. 
Robot Auto Heat Corp., Middletown, Conn. 
Rosebraugh Co., W. W., Salem, Ore. 
Rossoe Mfg. Co., 1 gg Wash. 
Round Co., Inc., Dowagiac, Mich. 
Rybolt Heater ee Ashland, Ohio. 
pee gy f2 ., Portland, Ore. 
Schill Mfg. Crestline, Ohio. 
Schwab Furnace Co., Milwaukee, Wis. 


ring 
Silent Sioux Corp., Orange City, Iowa. 
Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 


Smith Heater Co., Peter, Detroit, att 

Souther Iron Co., E. E., St. Louis, M 

Standard Automatic Oil Burner Co. "Newark, N. J. 

Steel City Furnace Co., Springdale, Pa. 

Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Sundstrand Engineering Co., Rockford, Ill. 

Superior Furnace & Mfg. Co., Plymouth, Mich. 

Sure Comfort Furnace Co., Forest Park, Ill. 

Syncromatic Corp., Watertown, Wis. 

Thatcher Furnace Co., Garwood, N. J. 

Therm-O-Blast Div., O'Halloran Inds., Detroit, Mich. 
Thermobloc Div., Prat-Daniel Corp., South Norwalk, Conn. 
Thermo-Products Inc., North Judson, Ind. 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Tjernlund Mfg. Co., St. Paul, Minn. 

Toridheet Div., Cleveland Steel Products Corp., Cleveland, Ohio 
Tru-Heet Co., Trenton, N. J. 

Tuck-Aire Furnace Co., San Francisco, Calif. 

Turb-O-Tube Furnace, Inc., Buffalo, N. Y. 
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—_ Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


United 1 Air Heaters, Inc., Seattle, Wash. 

Viking Mfg. Co , Cleveland, Ohio. 

Waterman-W, Co., Minneapolis, Minn. 

Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 
Weatherall ineers, Inc., Providence, R. I. 

Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 
Williams Div., Eureka-Williams Corp., Bloomington, II. 
Williamson Co., The, Cincinnati, Ohio. 

Wisconsin Burners Inc., Madison, Wis. 

Wood Co., John, Heater & Tank Div., Conshohocken, Pa, 
Worthington Corp., Harrison, N. J. 

York-Shipley, Inc., York, Pa. 

Zick Sheet Metal Works, Dearborn, Mich. 


FURNACES, FORCED WARM AIR, WALL, GAS FIRED 


Coroaire Heater Corp., Cleveland, O. 

Day & Night Mfg. Co., Monrovia, Calif. 

Gibson Refrigerator Co., Greenville, Mich. 

Hammel Radiator Engineering Co., Los Angeles, Calif. 
International Oil Burner Co., St. Louis, Mo. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Ohio Foundry & Mfg. Co., Steubenville, O. 

Payne Co., The, Monrovia, Calif. 

Quincy Stove Mfg. Co., Quincy, Ill. 

Silent Sioux Corp., Orange City, Ia. 

Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Willams Furnace Co., Buena Park, Calif. 


FURNACES, FORCED WARM AIR, WALL, OIL FIRED 


Certified Furnace Corp., Trenton, N. J. 

Duo-Therm Div., Motor Wheel Corp., Lansing, Mich. 
Burner Co., St. Louis, Mo. 

Iron Fireman Mfg. Co., Cleveland, oO. 

Kresky Mfg. Co., Inc., Petaluma, Calif. 

Morrison Steel Products, Inc., Buffalo, N-Y. 

Perfection Industires, Div. of Hupp Corp., Cleveland, O. 

incy Stove Mfg. Co., Quincy, Ill. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 


FURNACES, FORCED WARM AIR, WITH CLOTHES 
DRYER SECTION, GAS FIRED 


Bettcher Mfg. Corp., Herbster Furnace Div., Cleveland, O. 


FURNACES, FORCED WARM AIR, WITH DOMESTIC 
HOT WATER SUPPLY, GAS FIRED, STEEL 


Metromatic Mfg. Co., Medford, Mass. 
Robot-Auto Heat Corp., Middletown, Conn. 


FURNACES, FORCED WARM AIR, WITH DOMESTIC 
HOT WATER SUPPLY, OIL FIRED, STEEL 


Metromatic Mfg. Co., Medford, Mass. 
Robot-Auto Heat Corp., Middletown, Conn. 


FURNACES, FORCED WARM AIR, 400,000 BTUH 
AND UP CAPACITY (DIRECT FIRED, FOR LOCATION 
IN SPACE TO BE HEATED AND WITHOUT DUCT 
DISTRIBUTION) 


See Heaters, Air 


FURNACES, FORCED WARM AIR, 400,000 BTUH 
AND UP CAPACITY, COAL FIRED, CAST IRON 


Exclusively for Duct Distribution of Air 


American Foundry & Furnace Co., Bloomington, III. 
MaGirl Foundry & Furnace Co., Bloomington, Ill. 
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FURNACES, FORCED WARM AIR, 400,000 BTUH 


AND UP CAPACITY, COAL FIRED, STEEL 
Exclusively for Duct Distribution of Air 


Air Conditioning Engineering Co., Cambridge, Mass. 

Armstrong Furnace Co., Columbus, oO. 

Campbell Heating Co., Des Moines, Ia. 

Daniels Mfg. Co., Sam, Hardwick, Vt. 

Domestic Mfg. Co., Seattle, Wash. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 

Jackson & Church Co., Saginaw, Mich. 

Johnson Heater Corp., Chelsea, Mass. 

Lennox Industries Inc., Marshalltown, Ia. 

Mammoth Furnace Co., Minneapolis, Minn. 

Meyer Furnace Co., Peoria, Ill. 

National Heater Co., a St. Paul, Minn. 

National-U.S. Radiator Corp., Johnstown, Pa. 

Northwest Foundry & Furnace Co., Portland, Ore. 

Peerless Corp., Indianapolis, _™ 

Round Oak Co., Inc., Dow 

Sandberg Mfg. Co., Po an 

Syncromatic Corp., "Watertown, Wis. 

Waterman-Waterbury Co., Minneapolis, Minn. 


FURNACES, FORCED WARM AIR, 400,000 BIUH 


AND UP CAPACITY, GAS FIRED, CAST IRON 
Exclusively for Duct Distribution of Air 


American Foundry & Furnace Co., Bloomington, Ill. 
MaGirl Foundry & Furnace Co., Bloomington, III. 


FURNACES, FORCED WARM AIR, 400,000 BTUH 
AND UP CAPACITY, GAS FIRED, STEEL 


Exclusively for Duct Distribution of Air 
Air Conditioning Engineering Co., Cambridge, Mass. 


Anchor Div., Stratton & Terst Co., Inc., New Albany, Ind. 
Armstrong Furnace Co., Columns, 0. 

Auburn Burner Co., ‘Auburn, Ind. 

Bryant wt Co., indianapolis, Ind. 


Campbell City, Mo. 
Campbell Heating a Des Moines, Ia. 

Chicago Steel Furnace Co., Chicago, Iil. 

Green Colonial Furnace Co., Des Moines, Ia. 
Illinois Iron & Bolt Co., Carpentersville, Ul. 
Jackson & Church Co., ‘Saginaw, Mich, 

Janitrol Heating and Air Conditioning Div., 


Surface Combus- 
tion Corp., Columbus, O. 


Lennox Industries Inc., Marshalltown, Ta. 
Majestic Co., Inc., Huntington, Ind. 
Mammoth Furnace Co., Minneapolis, Minn. 
Meyer Furnace Co., Peoria, Ill. 
Mueller Climatrol, Milwaukee, Wis. 
National Heater Co., Inc., St. Paul, Minn. 
National-U.S. Radiator Corp., Johnstown, Pa. 
Olson & Co., Arthur A., Canfield, O. 
Patten Co., J. V., Sycamore, Til. 
Peerless Corp., ‘Indianapolis, Ind. 

lvania Furnace & Iron Co., Warren, Pa. 
Premier Furnace Co., Dowagiac, Mich. 
Republic Products Co., ag nea Pa, 
Round Oak Co., Dowagiac, Mi 
Syncromatic Corp. “ Watertown, Wis. 
Thermobloc Div., Prat-Daniel Corp., South Norwalk, Conn. 
Tjernlund Mfg. Co., St. Paul, Minn, 
Tuck-Aire Furnace Co. San Francisco, Calif. 

lis, Minn. 


Waterman-Waterbury Co., 


FURNACES, FORCED WARM AIR, 400,000 BTUH 
AND UP CAPACITY, OIL FIRED, CAST IRON 


patho for Duct Distribution of Air 


Air Conditi Engineering Co., Camb Mass. 
American Fo & Furnace Co., ” saree, Ill. 
Campbell Co., E. K., Kansas City, Mo. 
International Heater Co., Utica, N. Y. 





Keith Furnace Co., Des Moines, Ia. 
MaGirl Foundry & Furnace Co., Bloomington, III. 


FURNACES, FORCED WARM AIR, 400,000 BTUH 
AND UP CAPACITY, OIL FIRED, STEEL 


Exclusively for Duct Distribution of Air 


Air Conditioning Engineering Co., Cambridge, Mass. 
Anchor Div., Stratton & Terstegge Co., xg New Albany, Ind. 
American Ideal- Aire Corp., Rog City, N Y 
Armstrong Furnace Co., Columbus, O. 
Auburn Burner Co., ‘Auburn, Ind. 
Bard Mfg. Co., Bryan, O. 
Besser Metal P Products Corp., Charlotte, N. C. 

Campbell Co. E. K., Kansas City, Mo. 
Campbell Heating Co., Des Moines, Ia. 
Chicago Steel Furnace Co., Chicago, IIl. 
Crane , Til. 

Domestic Mfg. Co., Seattle, Wash. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Illinois Iron & Bolt Co., Carpentersville, Ill. 

Inland Heater Co., Minneapolis, Minn. 
Jackson & Church Co., Saginaw, Mich. 
Johnson Heater Corp., Chelsea, Mass. 
Keith Furance Co., Des Moines, Ia. 
Lee Corp., Wilmington, Del. 
Lennox Industries Inc., Marshalltown, Ia. 
Majestic Co., Inc., Huntington, Ind. 
Mammoth Furnace Co., Minneapolis, Minn. 
McPherson Furnace & Supply Co., Portland, Ore. 
Meyer Furnace Co., Peoria, Ill. 
Montag Inc., Portland, Ore. 
Mueller Climatrol, Milwaukee, Wis. 
National Heater Co., Inc., St. Paul, Minn. 
National-U.S. Radiator Corp., Johnstown, Pa. 
Northwest Fo & Furnace Co., Portland, Ore. 
Norwalk Air itioning Corp., South Norwalk, Conn. 
Olson & Co., Arthur A., Canfield, O 
Patten Co., J. V., Sycamore, Ill. 
Peerless Corp., Indianapolis, Ind. 
Pennsylvania Furnace & Iren Co., Warren, Pa. 
Premier Furnace Co., Dowagiac, Mich. 
Quiet Automatic Burner Corp., Newark, N. J. 

Rosebraugh Co., W. W., Salem, Ore. 
Round Oak Co., Dowagiac, Mich. 
Sandberg Mfg. Co., Portland, Ore. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Syncromatic Corp., Watertown, Wis. 
Thermobloc Div., Prat-Daniel Corp., South Norwalk, Conn. 
Tjernlund Mfg. Co., St. Paul, Minn. 
Tuck-Aire Furnace Co., San Francisco, Calif. 
Waterman-Waterbury Co., Minneapolis, Minn. 
Weatherall Engineers, Inc., Providence, R. I. 


FURNACES, SOLDERING 


Aeroil Products Co., Inc., South Hackensack, N. J. 

Bernz Co., Otto, Rochester, N. Y. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Fieser Co., F. J.. New York, N. Y. 

Goss Gas Inc., Glenshaw, Pa. 

Hones, Inc., Charles A., Baldwin, N. Y. (Gas). 

Inland Steel Products Co., Milwaukee, Wis. 

Insto-Gas Corp., Detroit, Mich. (Gas) 

Johnson Gas Appliance Co., Cedar Rapids, Iowa. 

Moncrief Lenoir Mfg. Co., Houston, Tex. 

Mutual Liquid Gas & Equipment Co., Gardena, Calif. 

New Delphos Mfg. Co., Delphos, O. (Charcoal) 

Ransome Co., Emeryville, Calif. 

Reiner & Campbell Co., Inc., Newark, N. J. 

Reliable Gas Products Co., Cedar Rapids, Iowa. 

Sanders, J. A., Fulton, N. Y. 

Turner Brass Works, Sycamore, Ill. 

Unique Mfg. Co., Inc., Chicago, Ill. (Gasoline, Kerosene). 

Vulcan Electric Co., Div. Consolidated Electric Lamp Co., Inc., 
Danvers, Mass. (Electric) 

Weldit, Inc., Detroit, Mich. 

Westinghouse Electric Corp., Pittsburgh, Pa. 


54d 


FURNACES, WARM AIR, GRAVITY, COAL FIRED, 
CAST IRON 


Agricola Furnace Co., Inc., Gadsden, Ala. 

American Foundry & Furnace Co., Bloomington, III. 

American Furnace Co., St. Louis, Mo. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Crane Co., Chicago, Ill. 

Green Colonial Furnace Co., Des Moines, Iowa. 

Home Furnace Co., Holland, Mich. 

Keith Furnace Co., Des Moines, Iowa. 

Livingston, Inc., Marshall, Mich. 

MaGirl Foundry & Furnace Co., Bloomington, I!!. 

Montag Inc., Portland, Ore. 

Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 

Premier Furnace Co., Dowagiac, Mich. 

Schwab Furnace Co., Milwaukee, Wis. 

Souther Iron Co., E. E., St. Louis, Mo. 

Spear Stove & Heater Co., James, Philadelphia, Pa. 

Thatcher Furnace Co., Garwood, N. J. 

Union Mfg. Co., Inc., Boyertown, Pa. 

XXth Century Heating & Ventilating Co., Akron, Ohio. 


FURNACES, WARM AIR, GRAVITY, COAL FIRED, 
STEEL 


American Furnace Co., St. Louis, Mo. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind 

Armstrong Furnace Co., Columbus, Ohio. 

Bard Mfg. Co., Bryan, Ohio. 

Berger Furnace Corp., Belle Vernon, Pa. 

Campbell Heating Co., Des Moines, Iowa. 

Crane Co., Chicago, Hil. 

Daniels Mfg. Co., Inc., Sam, Hardwick, Vt. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Farquhar Co., Wilmington, Ohio. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 

Front Rank Mfg. Co., Div. Liberty Foundry Co., St. Louis, 


0. 

Furblo Co., Hermansville, Mich. 

Gross-Aire Mfg. Co., St. Louis, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hart & Crouse Corp., Oneida, N. Y. 

Henry Furnace Co., Medina, Ohio. 

Hershey Motorstokor, Inc., Manheim, Pa. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

International Heater Co., Utica, N. Y. 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 

Kalamazoo Furnace & Appliance Mfg. Co., Kalamazoo, Mich 

Keith Furnace Co., Des Moines, Iowa. 

Lennox Industries Inc., Marshalltown, Ia. 

Majestic Co., Inc., Huntington, Ind. 

Mayflower Air Conditioners, Inc., St. Paul, Minn. 

Meyer Furnace Co., Peoria, Il. 

Montag Inc., Portland, Ore. 

Mueller Climatrol, Milwaukee, Wis. 

National-U. S. Radiator Corp., Johnstown, Pa. 

Northwest Foundry & Furnace Co., Portland, Ore. 

Olsen Mfg. Co., C. A., Elyria, Ohio. 

Oneida Heater Co., Inc., Oneida, N. Y. 

Peerless Corp., Indianapolis, Ind. 

Premier Furnace Co., Dowagiac, Mich. 

Rosebraugh Co., W. W., Salem, Ore. 

Round Oak Co., Inc., of Ind., Dowagiac, Mich. 

Rybolt Heater Co., Ashland, Ohio. 

Sandberg Mfg. Co., Portland, Ore. 

Schill Mfg. Co., Crestline, Ohio. 

Schwab Furnace Co., Milwaukee, Wis. 

Souther Iron Co., E. E., St. Louis, Mo. 

Sure Comfort Furnace Co., Forest Park, Ill. 

Syncromatic Corp., Watertown, Wis. 

Thatcher Furnace Co., Garwood, N. J. 

Toridheet Div., Cleveland Steel Products Corp., Cleveland, Ohio. 

Waterman-Waterbury Co., Minneapolis, Minn. 

Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 

Williamson Co., The, Cincinnati, Ohio. 
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eer WARM AIR, GRAVITY, ELECTRIC 


Assurance, Inc., — Wash. 
lectric & Machine Co., Inc., Indianapolis, Ind. 


FURNACES, WARM AIR, GRAVITY, FLOOR, GAS 


Advance Furnace Co., Wichita, Kans. 
Agricola Furnace Co., Inc., Gadsden, Ala. 
American Ideal- ‘Aire Corp., Garden City, N. Y. 
ome Co., Bellwood, Ii. 
Benner-Nawman, Inc., Oakland, Calif. 
Bryant Mfg. Co. Indianapolis, Ind. 
Central States Mfg. Co., Inc., See Ce, FE, 
Coleman Co., Inc., Wichita, Kan 
Fraser & Johnston Co., San beenchiih, Calif. 
Gross Furnace Mfg. Co., Inc., Salem, Va. 
Grove Furnace, Inc., Garden Grove, Calif. 
Holly Mfg. Co., Pasadena, Calif. 
Jackson & Church Co., Saginaw, Mich. 
King Stove and Range Co., Sheffield, Ala. 
Kleer-Kleen Mfg. Co., Hayward, Calif. 
ae esky Mig. Co., Inc., Petaluma, Calif. 
e- Co., New Kensington, Pa. 

pee Industries Inc., Marshalltown, Iowa. 
Little Burner Co., Inc., H. C., San Rafael, Calif. 
Major Metal Products, Inc., Los Angeles, Calif. 
Martin Stamping & Stove Co., Huntsville, Ala. 
Meyer Furnace Co., Peoria, iil. 
Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Iii. 
National Appliances, Inc., New Kensington, Pa. 
Oran Co., Columbus, Ohio. 
Payne Co., The, peaeeores Calif. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Perfection Industries, Div. of Hupp Corp., Cleveland, Ohio. 
Queen Stove Works, Inc., Albert Lea, Minn. 
ar Mfg. Co., Inc., Wadsworth, O. 

Ran Appliance Corp., D. P., Compton, Calif. 
sens ee Spam is Co., Chai T 

ttanooga, Tenn. 
Southwest Mig. ES. Aurora, 
Sunshine Mantle Co., Chanute, Kans. 
Temoo, Inc., Nashville, Tenn. 
Thermo-Products, Inc., North Judson, Ind. 
Tuck Aire Furnace Co., San Francisco, Calif. 
Viking Mfg. Corp., Cleveland, Ohio. 
Ward Heater Co., Los Angeles, Calif. 
Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 
ink Co., John, Tulsa, Okla. 


FURNACES, WARM AIR, GRAVITY, FLOOR, OIL 


Anchor Div., Stratton & bic Co., Inc., New Albany, Ind. 
Auburn Burner Co., Auburn, I 
Benner-Nawman, Inc., Oakland, Calif. 
Certified Furnace Corp., Trenton, N. J. 
Coleman Co., Inc., Wichita, Kans. 
Delta Heating 
Gillen Co., J. L., ’ 
— & Church Co., Saginaw, Mich. 

Kenly bite ate. Co., Hayward, Calif. 

Kresky Mfg. Co. , Inc., Petaluma, Calif. 


Mulkey Co., J. F., Detroit, Mich. 

Northwest Metal Products, Inc., Seattle, Wash. 

Oran Co., 2p Cohanbun, Ohio. 

Queen Stove Works, Inc., Albert Lea, Minn. 

Quiet Automatic Burner Corp., Newark, N. J. 

Ralph Mfg. Co., Inc., Wadsworth, O. 

Therm Oil Burner Co., Seattle, Wash. 
Thermo-Products, Inc., North Judson, Ind. 

United Air Heaters, Inc., Seattle, Wash. 

Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 


FURNACES, WARM AIR, GRAVITY, GAS FIRED, 
CAST IRON 


Niagara Furnace Div., Forest City Foundries Co., Cleveland, 


io. 
Souther Iron Co., E. E., St. Louis, Mo. 
XXth Century Heating & Ventilating Co., Akron, Ohio. 
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FURNACES, WARM AIR, GRAVITY, GAS FIRED, STEEL 


Advance Furnace Co., Wichita, Kans. 

Airwasher Corp., Eaton Rapids, Mich. 

Aladdin Heating Corp., San Leandro, Calif. 

American Furnace Co., St. Louis, Mo. 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 

Anchor Div., Stratton & + me — Inc., New Albany, Ind. 

Armstrong Furnace Co., es eens 

Auburn Burner Co., Auburn, Ind 

Bard Mfg. Co., Bryan, oO. 

Barnes anton Equipment Co., lets Long Beach, Calif. 

Berger Furnace Koos Bale V Vernon, Pa. 

Bonair Products, Iac., Pa. 

Bryant Mfg. Co., SD cenenatin Ind. 

Campbell Heating Co., ae Moines, 1 

Century Engineering Corp., Cedar Rapids, lowa. 

Columbia Burner Co., Toledo, Ohio. 

Crane Co., Chicago, Ill. 

Dalzen Mfg. Co., St. Clair, Mich. 

Dornback Furnace & Foundry Co., Cleveland, Ohio. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Farquhar Co., Wilmington, — 

Firewel Co., Inc., Buffalo, N.Y. 

Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 

Fraser and Johnston Co., San Francisco, Calif. 

Front Rank Furnace Co. Div. Liberty Foundry Co., St. Louis, 
Mo. 

Green Colonial Furnace Co., Des Moines, Iowa. 

Gross-Aire Mfg. Co., St. Louis, Mo. 

Hall-Neal Furnace Co., Lope ees Ind. 

Hart Heat Div., Avery Farm ro ey Co., Peoria, Ill. 

Heat-Well Mfg. Co., Oakland, Calif 

Henry Furnace Co., “Medina, © an 

Holly Mfg. Co., Pasadena, Cal 

Illinois Iron & Bolt Co., ie rll Ill. 

International Heater Co., ao N. Y. 

International Oil Burner Co., St. Louis, Mo. 

Jackson & Church Co., Saginaw, Mich. 

Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 

Kalamazoo Furnace & Appliance Mfg. Co., Kalamazoo, Mich. 

Kleenair Furnace Co., Portland, Ore. 

Kresky Mfg. ee Inc., aera Calif. 

Lawson Mfg. Co., New Kensington, Pa. 

Leeson Air Cond. Corp., Detroit, Mich. 

Lennox Industries Inc., Marshalltown, Iowa. 

Little Burner Co., Inc., H. C., Sam Rafael, Calif. 

Lundt, Inc., Emest C., Little Falls, N. J. 

Majestic Co., Inc., Huntington, Ind. 

— ower Air Conditioners, Inc., St. Paul, Minn. 

Id Mfg. Co., A. Y., epee 

alee Furnace Co., 

Milwaukee Thermal Penis ~~ Milwaukee, Wis. 

Morrison Steel Products, Inc., Buffal alo, N. Y. 

Mueller Climatrol, Milwaukee, Wis. 

Mulkey Co., J. F., Detroit, Mich. 

National-U. S. Radiator Corp., Johnstown, Pa. 

Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 

Olsen Mfg. Co., C. A., Elyria, Ohio. 

Oneida Heater Co., Inc., Oneida, N. Y. 

Oran Co., Columbus, Ohio. 

Patten Co., J. V., Sycamore, Ii. 

Payne Beverly Mfg. Co., Beverly Hills, Calif. 

Peerless Corp., Indianapolis, Ind. 

Pennsylvania Furnace & Iron Co., Warren, Pa. 

Perfection Industries, Div. of Hupp Corp., Cleveland, Ohio. 

Premier Furnace Co., Dowagiac, Mich. 

Radiant-Aire Corp., Michigan City, Ind. 

Ralph Mfg. Co., Inc., Wadsworth, O. 

Rheem Mfg. Co., Chicago, Ill. 

Richmond Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 
N. J. 

Round Oak Co., Inc., Dowagiac, Mich. 

Rybolt Heater Co., Ashland, Ohio. 

Ryniker Steel Products Co., Billings, Mont. 

Schill Mfg. Co., Crestline, Ohio. 

Sheet Metal Mfg. Co., Youngstown, O. 

Souther Iron Co., E. E., St. Louis, Mo. 

Superior Furnace & Mfg. Co., Plymouth, Mich. 

Sure Comfort Furnace Co., Forest Park, Ill. 

Temco, Inc., Nashville, Tenn. 





Thatcher Furnace Co., Garwood, N. J. 
Therm-O-Blast Div., O'Halloran In ., Detroit, Mich. 
Toridheet Div., Cleveland Steel Products Corp Cleveland, Ohio. 
one Furnace Co., San Francisco, Calif. 
. Co » Cleveland, oO. 
Co., Minneapolis, Minn. 
ipment G., Inc., Fort Wayne, Ind. 


Wood Co., Johan, Heater & Tank Div., Conshohocken, Pa. 
Zick Sheet Metal Works, Dearborn, Mich. 


wen 


FURNACES, WARM AIR, GRAVITY, OIL FIRED, 
CAST IRON 


Delta Heating Corp., Trenton, N. J. 
Keith Furnace Co., Des Moines, Iowa. 
Inc., Portland, Ore. 


FURNACES, WARM AIR, GRAVITY, Oil FIRED, STEEL 


Airwasher Corp., Eaton Rapids, Mich. 
American Furnace Co., St. Louis, Mo. 
American Radiator & Standard Sanitary Corp., Air Conditioning 


Terstegae Co. Inc., New Albany, Ind 


Furnace Co., Col Ohio. 


.. Dowagiac, Mich. 
Floral City Heater Div., United States Air Conditioning Corp., 
Monroe, Mich. 


and, 
Kooi Mig Co., Inc., Petaluma, Calif. 
il Burner Co., Inc., Griswold, Ia. 


Lundt, Inc., Ernest Sol Little ~ wood gt N. J. 
a SE oes 
AY. fe aoe 


McDonald Mfg. Co. 
eoria, Ill. 
Milwaukee Thermal — Co., Milwaukee, Wis. 


Portland, 
Morrison Steel Products, Inc., Buffalo, N. Y. 
Mueller Climatrol, Milwaukee, Wis. 
Mulkey Co., J. F., Detroit, Mich. 
National-U. S. Radiator Neen omy state Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Northwest Foundry & Furnace Co., Portland, Ore. 
Olsen Mfg. Co., C. A., age Ohio, 
Oran Co., Col umbus, Ohio. 
Patten Co., J. V., re, Ill. 
Peerless Corp., I polis, Ind. 


Perfection Ind Div. of H .» Cleveland, Ohio. 
Pefecion inate, Dv. of Hupp Cop 


56d 


i .» Cleveland, Ohio. 
aterman-W. Co., Minneapolis, Minn. 
Wayne Home ipment Co., Inc., Fort Wayne, Ind. 
Williamson Co., , Cincinnati, Ohio. 
Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 
Zick Sheet Metal Works, Dearborn, Mich. 


Viking Mfg. Co 
W 


FURNACES, WARM AIR, GRAVITY, PIPELESS, 
CAST IRON 


Agricola Furnace Co., Inc., Gadsden, Ala. 
American Furnace C., St. Louis, Mo. 


Montag Inc., Portland, Ore. 
Souther Iron Co., E. E., St. Louis, Mo. 
XXth Century Heating & Ventilating Co., Akron, Ohio. 


FURNACES, WARM AIR, GRAVITY, PIPELESS, STEEL 


American Radiator & pernt Sanitary Corp., Air Conditioning 
Div., New York, N. Y 
Furnace Co., Columbus, Ohio. 
Furnace Corp., Belle Vernon, Pa. 
Daniels Mfg. Co., Inc., Sam, Hardwick, Vt. 
Delta Heati eae Trenton, N. J. 
Gross-Aire ., St. Louis, Mo. 
Hart & Crouse = Oneida, N. Y. 
Ingersoll Products Div., Borg-Warner Corp., Kalamazoo, Mich. 
International Heater Co., Utica, N. Y. 
Keith Furnace Co., ana “Moines, Iowa. 
Lawson —_— ew Kensington, Pa. 
Lennox I ustries yt Marshalltown, Iowa. 
‘Ore. 


Montag Inc., Portland, 

National-U. S. Radiator Corp., or Pa. 
Oneida Heater Co., Inc., Oneida, N. Y 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Rosebraugh Co., W. W., Salem, Ore. 
Thatcher Furnace Co., Garwood, N, J. 
Waterman-W: Co., Minneapolis, 
Williamson Co., The, Cincinnati, Oo. 


Minn. 


FURNACES, WARM AIR, GRAVITY, WALL ELECTRIC 
Electromode Div. of Commercial Controls Corp., Rochester, 
N. Y. 


FURNACES, WARM AIR, GRAVITY, WALL, GAS 


Advance Furnace Co., Wichita, Kans. 
Associated Products, Beverly Hills, Calif. 
Bryant Mfg. Co., Indianapolis, Ind. 
Chattanooga Co., Chattanooga, Tenn. 
Coleman Co., Inc., Wichita, Kans. | 
Commonwealth Co., Alhambra, 
Day & Night Mfg. Co., Monrovia, Calif 
General Gas Light Co., Kalamazoo, Mich. 
General Water Heater Corp., Burbank, Calif. 
Glenwood Range Co.. , Taunton, Mass. 
Hammel Radiator 


, Los Angeles, Calif. 
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Lennox Industries Inc., Marshalltown, Ia. 
Little Burner Co., Inc., H. C., San Rafael, Calif. 
Major Metal Products, Inc., Los Angeles, Calif. 
Morrison Steel Products Inc., Buffalo, N. Y. 
Ohio & Mfg. Co., Steubenville, oO. 
O'Keefe & itt Co., Los Angeles, Calif. 
Payne Co., The, Monrovia, Calif. 
Peerless Mfg. Corp., Louisville, Ky. 
Furnace Co., Los Angeles, Calif. 

Quaker Mfg. Co., Div. of Florence Stove Co., Chicago, III. 
Quincy Stove Mfg. Co., Quincy, Ill. 
Rheem Mfg. Co., Chicago, Ill. 
Royal Jet, Inc., ‘Alhambra, Calif. 
Samu Stamping & Enameling Co., Chattanooga, Tenn. 
San Carlos Mfg. Co., San Carlos, Calif. 
Silent Sioux Co Orange City, Ia. 
Southwest Mfg. ‘eo. Aurora, Mo. 
Standard Appliance Co., Inglewood, Calif, 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Superaire Corp., North Hollywood, Calif. 
Temco, Inc., Nashville, Tenn. 
Tuck-Aire Furnace Co., San Francisco, Calif. 

| Appliance Corp., Los Angeles, Calif. 
Ward Heater Co., Los Angeles, Calif. 
Williams Furnace Co., Buena Park, Calif. 
Zink Co., John, Tulsa, Okla. 


FURNACES, WARM AIR, GRAVITY, WALL, OIL 


Delta Heating Corp., Trenton, N. 
Kresky Mfg. Co., inc. cu uit 

Little Burner Co., Inc., H. C., San Rafael, Calif. 
Morrison Steel Products, Inc., Buffalo, N. Y. 
Northwest Metal Products, Inc., Seattle, Wash. 
Quincy Stove Co., Quincy, Ill. 

Silent Sioux Corp., George City, Ia. 
Stewart-Warner Corp., Chicago, Ii. 


FURNACES, WARM AIR, GRAVITY, WOOD 
BURNING, CAST IRON 


Montag, Inc., Portland, Ore. 


FURNACES, WARM AIR, GRAVITY, WOOD 
BURNING, STEEL 


Bovee Furnace Works, Waterloo, Iowa. 
Campbell Co., E. K., Kansas City, Mo. 
Campbell Heating Co., Des Moines, Iowa. 
Daniels Mfg. Co., Inc., Sam, Hardwick, Vt. 
Furblo Co., Hermansville, Mich. 
Gross-Aire : Mfg. Co., St. Louis, Mo. 


Kalamazoo Furnace & Appliance Mfg. Co., Kalamazoo, Mich. 


Montag, Inc., Portland, Ore. 
Northwest Fo & Furnace Co., Portland, Ore. 
Rosebraugh Co., W. W., Salem, Ore. 
Sandberg Mfg. Co., Portland, Ore. (Sawdust) 
S matic Corp., Watertown, Wis. 
illiamson Co., The, Cincinnati, O. 


GAGES, DRAFT, INDICATING, PORTABLE 


Bacharach Industrial Instrument Co., Pittsburgh, Pa. 

Bristol Co., Waterbury, Conn. 

Detroit Air Conditioning Service Co., Nashville, Mich. 
Mfg. Co., F. W., Michigan City, Ind. 

Ellison Draft Gage Co., Inc., ? ype Ill. 

Hays Corp., Michigan City, In d. 

Hill & Co., E. Vernon, Lake Geneva, Wis. 

Meriam Instrument Co., Cleveland, Ohio. 

Moeller Instrument Co., Richmond Hill, N. Y. 

Precision Thermometer & Instrument ‘Co., Philadelphia, Pa. 

Preferred Utilities Mfg. Corp., New York, N. Y. 

Uehling Instrument Co., Paterson, N. J. 


GAGES, INDICATING, FILTER RESISTANCE 
Bacharach Industrial Instrument Co., Pittsburgh, Pa. 
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Dwyer Mfg. Co., F. W., Michigan City, Ind. 
Ellison Draft Gage Co., Inc., Chicago, Ill. 
Research Appliance Co.; wee ng Pa. 
Rex Metal-Confe. Inc., 


h Indianapolis, Ind. 
Uehling Instrument Co., Paterson, N. J. 


GAGES, MAGNETIC (FOR PRESS BRAKES) 
American Actuator Corp., New York, N. Y. 


GAGES, TANK, FUEL OJL 


Applied a Co., Boston, Mass. 
Barclay, Inc., Robt., Chicago, Ill. 

Bearlee Products Co., Green Bay, Wis. 
Boston Machine Works Co., Lynn, Mass. 
Carlson Co., Inc., A. B., Aurora, Ill. 
Harvey, Inc., Sid, Valley Stream, N. Y. 
Hasko Utilities Co., New York, N. Y. 
Homeward Products, Inc., Des Moines, Ia. 
Kresno-Stamm Mfg. Co., Palisades Park, N. J. 
Krueger Sentry Gauge Co., Green Bay, Wis. 
Liquidometer Corp., Long Island City, N. Y. 
Mel-Gauge Co., New Haven, Conn. 

Meriam Instrument Co., Cleveland, O. 
Morse-Smith-Morse Co., The, Watertown, Mass. 
Oil Equipment Mfg. Co., New Haven, Conn, 
Petrometer Corp., Long Island City, N. Y. 
Rochester Mfg. Co., Inc., Rochester, N.Y. 
Scully Signal Co., Melrose, Mass. 

Uehling Instrument Co., Paterson, N. J. 


GALVANIZED SHEETS 


See Sheets, Metal, Steel, Galvanized 


GAS BURNER CONTROLS 
See Controls; Control Systems 


GAS BURNERS 


See Burners, Conversion, Gas 


GASKETS, FILTER FRAME SEALING 


Greene, Tweed & Co., North Wales, Pa. 

Neff-Perkins Co., Cleveland, O. 

Products Research Co., Los Angeles, Calif. 

United Mineral & Chemical Corp., New York, N. Y. 


GATES, BLAST 


Berger Bros. Co., Philadelphia, Pa. 

Buffalo Forge Co., Buffalo, N. Y. 

Champion Blower & Forge Co., Lancaster, Pa. 
Clarage Fan Co., Kalamazoo, Mich. 


Goethel Sheet Metal Works, Tac., Alfred, Milwaukee, Wis. 
Kirk & Blum Mfg. Co., Cincinnati, Ohio. 
Newcomb-Detroit Co., Detroit, Mich. 

Puhl & Hepper Mfg. Co., Inc., St. Louis, Mo. 

R-S Products Corp., Philadelphia, Pa. 

Rees Blow Pipe Mfg. Co., Inc., Berkeley, Calif. 

Pri og age ot he nok 

Spencer Turbine Co., Hartford, 

Western Blower Co., Seattle, rags 

Winkler & Sons, Inc., A. E., Milwaukee, Wis. 
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GEARING, SKYLIGHT 
See Lifts, Skylight 


GERMICIDAL APPARATUS 
See Sterilizers, Air 


GLASS, INSULATED WINDOW PANELS 


L. O. F Glass Fibers Co., Toledo, O 
Pittsburgh Plate Glass Co., Pittsburgh, Pa. 


GLASS, WIRE, FOR SKYLIGHTS 


Atcheson Glass Co., T. J., Buffalo, N. ~ 

Blue Ridge Glass Corp .. Kingsport, T: 
Pennsylvania Wire Glass Co Philadelphia, Pa. 
Pittsburgh Plate Glass Co., Pittsburgh, Pa. 
Robertson Co., H. H., Pittsburgh, Pa. 


GRAVITY FURNACES 
See Furnaces, Warm Alr, Gravity 


GRAVITY REGISTERS 
See Registers, Heating, Ventilating and Alr Conditioning 


GREASE FILTERS 
See Filters, Grease 


GRILLES, HEATING, VENTILATING AND 
AIR CONDITIONING 


Also See Faces and Registers 


Co., Cavsiend, Ohio. 
A .. Kansas City, Mo 
elta Rite. C., Philadelphia, Pa. 
Air Control Products, Inc., Coopersville, Mich. 
Air Distribution Products Co., Los Angeles, Calif. 
Air-Factors, Inc., Monrovia, Calif. 
American Warming & Ventilating Co., Toledo, Ohio. 
American Welding & Mfg. Co., Building Products Div., War- 
ren, O. (Door) 
Auer Register Co., Cleveland, Ohio. 
Barber-Colman Co., Rockford, Ill. 
Beckley Perforating Co., Garwood, N, J. 
Berger Furnace Corp., Belle Vernon, Pa. 
Carnes ag Verona, Wis. 
Char-Gale Mfg. Co., Anoka, Minn. 
Cleveland ai'c. & Grille Mfg. Co., Cleveland, O. 
Controlair Co., Los Angeles, Calif. 
Corbman ia, Inc., Philadelphia, Pa. 
Diamond Mfg. ‘©, Wyoming, Pa. 
Erdle Perforating Co., Rochester, N. Y. 
General Register Corp., Cedar Grove, N. J. 
Harrington & King Perforating >. Chicago, IIl. 
Harrison Sheet Steel Co., Chicago 
Hart & Cooley Mfg. Co., Holland, Mich. 
Hastings Air itioning Co., Inc., Hastings, Nebr. 
Hastings Air Control, Inc., Omaha, Nebr. 
Hendrick Mfg. Co., Carbondale, Pa. 
Independent Register Co., Cleveland, Ohio. 
Johnston & Chapman Co., Chicago, Ill. 
Juniper Elbow Co., Inc., Middle Vill L. 1, N. Y. 
Kalamazoo Furnace & Appliance Mfg. Co., Kalamazoo, Mich. 
Krueger Air Conditioning Corp., Tucson, Ariz. 
Lau Blower Co., Dayton, O. 
Lennox Industries Inc., rghit Ia. 
Lima Register Co., Lima, O 
Louvra Mfg. & Sales Co., Union, N, J. 
Manhattan Perforated Metal Co., Inc., Long Island City, N. Y. 
Midco Register Corp., St. Paul, Minn. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Mundt & Sons, Charles, Jersey City, N. - 
National Grille & Register Co., Cleveland, O. 
National-U. S. Radiator Corp., Johnstown, Pa. 


AS Mig 
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, Philadelphia, Pa. 
rille 7.4 Co., Inc., Brooklyn, N. Y. 
, Rock Island, Il. 
ba Pellatal hia, Pa. 
art Mfg. Co., Cedar 


Temco, Inc., Nashville, ong h 
Titus Mfg. Corp., Waterloo 
Tuttle & Bailey Div. of "Allied Thermal Corp., New Britain, 


Conn. 

United States Co., Battle Creek, Mich. 

Vectaire Mfg. Co., Inc., North Tonawanda, N. Y. 
Viking Mfg. Corp., Cleveland, O. 

Waterloo Register Co., Inc., Waterloo, Ta. 

Wilde Register & Grille Co., mr Mich. 

Young Regulator Co., Cleveland, O 


GRILLES, RETURN AIR 
For Perimeter Systems 


Barber-Colman Co., Rockford, Ill. 

Carnes Corp., Verona, Wis. 

Hart & Cooley Mfg. Co., Holland, Mich. 
Lesnes Industries anes , Marshallvows, la. 


Mh Co., 
Tites Corp., "Watetlow la. 
Waterloo’ Register Co., Inc., Waterloo, Ia. 


GRINDERS, BUFFERS, POLISHERS AND SANDERS 
See Buffers, Grinders, Polishers and Sanders 


GROOVING MACHINES 
See Machines, Grooving 


GUARDS, SNOW 


Barnard Co., Geo. A., Worcester, Mass. 

Berger Bros. Co., Philadelphia, Pa. 

Cartier & Sons Co., M. N., Providence, R. I. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Cromley’s, Lewisburg, Pa. 

Danzer Metal Works Co., Hagerstown, Md. 

Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Guard Lliston, "Mass. 


Obdyke, Inc., Philadelphia, Pa. 
Royal-Apex Mfg. Co., Inc., Brooklyn, N. Y. 


GUNS, PLASTIC WELDING 


American Agile Corp., Bedford, O. 
Seelye Craftsmen, The, Minneapolis, Minn. 


GUNS, RIVET 
Chicago Pneumatic Tool >: gion York, N. Y. 
Huck Mfg. Co., Detroit, Mi 


Remington Arms Co., Inc., aE Conn. 
Velocity-Power Tool Co., Pittsburgh, Pa. 


GUNS, SOOT 


Miller Product Co., Lansing, Mich. 
S. O. S. Products Co., Inc., S rooklyn, N. » ¢ 


GUNS, SPRAY, METAL 


Albertson & Co., Inc., Sioux City, Ia. 
Wall Colmonoy Corp., Detroit, Mich. 
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GUNS, SPRAY, PAINT 


Binks Mfg. Co., Chicago, Ill. 

Black Mfg. Co., Livingston, N. J. 

Eclipse Air Brush Co., Newark, N. J. 

Electro Dustless Painting, Inc., Elmwood, Conn. 
Plummer Spray Equipment Co., Napoleon, Ohio. 
Spray Engineering Co., Somerville, Mass. 
Thomas Industries, Inc., Electric Sprayit Div., 


GUNS, STUD 


See Tools, Sheet Metal Workers’ 


GUTTER ACCESSORIES 


Hangers, Strainers, Miters, Ends, Thimbles, Guards, etc. 


Accurate Sheet Metal & Mfg. Works, Chicago, Ill. 

Ajax Furnace Fitting Co., Div. Cincinnati Sheet Metal & 
Roo! Co., Cincinnati, Ohio. 

Alabama Metal Lath Co., Birmingham, Ala. 

American Metal Products, Los Angeles, Calif. 

Atchison Specialty Mfg. Co., Atchison, Kans. 

Barnes Metal Products Co., Chicago, Ill. 

Berger Bros. Co., Philadelphia, Pa. 

Berger Div., Republic Steel Corp., Canton, O. 

Bertram Mfg. Co., ee Til. 

Braden Mfg. Co., Inc., Terre Haute, Ind. 

Ceco Steel Products Corp., Chicago, Ill. 

Char-Gale Mfg. Co., Anoka, Minn. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Cincinnati Elbow Co., Cincinnati, O. 

Downs-Smith Brass & Copper Co., Long Island City, N. Y. 

Enderle Inc., Ltd., Frank X., Los Angeles, Calif. 

— Furnace Co., Cleveland, Ohio. (Strap hangers, end 


G& yy Co., Addison, IIl. 

Galvan Mig. Co., New Albany, Ind. 

Gerhardt Co., Inc., George T., Sausalito, Calif. 

Glatt Co., Wm. E., Chicago, Ill. 

Gray Metal Products, Inc., Rochester, N. Y. 

Harrison Sheet Steel Co., Chicago, Ill. 

Haven-Busch Co., Grand Rapids, Mich. 

H & Co., C. G., Pittsburgh, Pa. (Copper). 

Inland Steel Products Co., Milwaukee, Wis. 

J & J Sheet Metal Co., Van Dyke, Mich. 

Klauer Mfg. Co., Dubuque, Iowa. 

Labeled Metal Products Corp., Broadview, III. 

LaCrosse Steel Roofing & Corrugating Co., LaCrosse, Wis. 

Levow, David, New York, N. Y. 

Lockhart Mfg. Corp., Detroit, Mich. (Guards) 

Los Angeles neet Metal Mfg. Co., Inc., Los Angeles, Calif. 

Lynch & Sons, Kenneth, Wilton, Conn. 

Melaway Corp., Brandon, Wis. 

Moncrief Lenoir Mfg. Co., Houston, Tex. 

New Delphos Mfg. Co., Delphos, Ohio. 

Newport Steel Corp., Newport, Ky. 

Northwest Metal Products, Inc., Seattle, Wash. 

Obdyke, Inc., B. P., Philadelphia, Pa. 

Penn Supply & Metal Corp., Philadelphia, Pa. (Galvanized, 
copper and aluminum) 

Permanent Products, Inc., St. Paul, Minn. (Plastic) 

Profit Products Co., Chicago, III. 

Quaker State Metals Co., Lancaster, Pa. 

Ralph Mfg. Co., Inc., Wadsworth, Ohio. 

Reeves Steel & Mfg. Co., Dover, Ohio. 

Republic Steel Corp., Cleveland, O. 

Reynolds Metals Co., Louisville, Ky. (Aluminum). 
iggin Metal Products, Inc., Kankakee, Ill. 

Ri g & Supply Co., Chattanooga, Tenn. 

Royal-Apex Mfg. Co., Inc., Brooklyn, N. Y. 

Sheet Metal Mfg. Co., Inc., Brooklyn, N. Y. 

Sioux Steel Co., Sioux Falls, S. D. 

Snap-On Mfg. Co., Chicago, Ill. (Hangers). 

Souther Iron Co., E, E., St. Louis, Mo. 

Standard Furnace Supply Co., Ltd., Omaha, Nebr. 

Steele Mfg. Co., Ashland, Ky. (Gutter guards). 

Superior Metal Fabricating Co., Niles, O. 

Thor Metal Products Co., Inc., Syracuse, N. Y. 


Tiffin Art Metal Co., Tiffin, Ohio. (Hangers, miters, ends, 


thimbles). 


Wade Mfg. Co., Div. of Woodruff & Edwards, Inc., Elgin, Ill. 
(Roof Drains). 


Wallace Co., William, Metalbestos Div., Belmont, Calif. 
Wheeling Corrugating Co., Wheeling, W. Va. 


AMERICAN ARTISAN, JANUARY 1957 


Sheboygan, Wis. 


GUTTER FORMERS 
See Machines, Gutter Forming 


GUTTERS 


Acme Mfg. Co., Philadelphia, Pa. (Galvanized and aluminum) 

Ajax Furnace Fittings Co., Div. Cincinnati Sheet Metal & 
Roofing Co., Cincinnati, Ohio. 

Alabama Metal Lath Co., Birmingham, Ala. (Steel & copper). 

Barnes Metal Products Co., Chicago, Ill. (Zinc, aluminum, galva- 
nized, copper) 

Berger Bros. Co., Philadelphia, Pa. 

Berger Div., Republic Steel Corp., Canton, O. (Galvanized and 
stainless) 

Braden Mfg. Co., Inc., Terre Haute, Ind. 

Ceco Steel Products Corp., Chicago, Ill. (Galvanized steel). 

Char-Gale Mfg. Co., Minn. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. (Copper) 

Downs-Smith Brass & Copper Co., Inc., Long Island City, N. Y. 


(Copper) 

Enderle Inc., Ltd., Frank X., Los Angeles, Calif. (Galvanized) 

G & A Mfg. Co., Addison, Ill. 

Harrison Sheet Steel Co., Chicago, Ill. ( Alum.) 

fe ey & Co., C. G., Pittsburgh, Pa. (Copper) 

In Steel Products Co., Milwaukee, Wis. (Galvanized & 
copper 

Klauer Mfg. Co., Dubuque, Iowa. (Galvanized steel) 

Labeled Metal Products Corp., Broadview, Ill. (Galvanized 
steel) 

La Crosse Steel Roofing & Corrugating Co., La Crosse, Wis. 
(Galvanized steel) 

Lynch & Sons, Kenneth, Wilton, Conn. (Lead) 

Matthiessen & Hegeler Zinc Co., LaSalle, Ill. (Zinc) 

Miller & Doing, Brooklyn, N. Y. 

Moncrief Lenoir Mfg. Co., Houston, Tex 

New Delphos Mfg. Co., Delphos, Ohio. '(Galv. steel) 

Newport Steel Corp., Newport, Ky. (Galvanized steel ) 

a Metal ‘Products, Inc., Seattle, Wash. (Galv. & 
copper 


— Inc., B. P., Philadelphia, Pa. (Copper, galv. & stainless 

steel ) 

Penn Supply & Metal Corp., Philadelphia, Pa. (Galvanized 
copper & aluminum) 

Perkinson, William J., Chicago, Ill. (Copper & galvanized) 

Permanent Products, Inc., St. Paul, Minn. (Plastic) 

Pittsburgh Plate Glass Co., 'Pittsburgh, Pa 

~~ Metals Co., Lancaster, Pa. (Aluminum and galva- 
ni: 

Reeves Steel & Mfg. Co., Dover, Ohio. (Galvanized steel ) 

Republic Steel ce a Cleveland, O. (Stainless steel). 

Reynolds Metals Co., Louisville, xe (Aluminum). 

Riggin Metal Products, Kankakee, 

Royal-Apex Mfg. Co., Inc., fan. N. Y. (Copper, galvanized, 
aluminum 

Ryniker Steel Products Co., Billings, Mont. 

Schecter Bros. Co., Philadelphia, Pa. (Galvanized & copper) 
Sheet Metal Mfg. Co., Inc., Brooklyn, N. Y. (Aluminum, 
copper, galvanized & zinc) 

Sheet Metal Products Co., Peoria, Ill. 

Sioux Steel Co., Sioux Falls, S. Dak. (Galv. & copper) 

Southbridge Roofing Co., Inc., Southbridge, Mass. (Galv. & 
copper ) 

Souther Iron Co., E. E., St. Louis, Mo. (Galv.) 

Standard Furnace Supply Co., Omaha, Nebr. (Galv.) 

Superior Metal Fabricating Co., Niles, O. eretyeriees) 

Superior Safety Furnace Pipe Co., Detroit, Mich 

Thor Metal Products Co., Inc., Syracuse, N. Y. (Galv. & copper) 

Tiffin Art Metal Co., Tiffin, Ohio. (Aluminum, stainless steel, 
copper & galv.) 

Van Noorden Co., E., Boston, Mass. 

Wheeling Corrugating Co., Wheeling, W. Va. (Galvanized 
steel) 

Wallace Co., William, Metalbestos Div., Belmont, Calif. 
(Galvanized & copper) 


HACK SAWS 
See Machines, Sheet Metal Working, Saws, Hack 


HAMMERS, POWER 
Black & Decker Mfg. Co., Towson, Md. (Electric) 


Burgess Thomas Co., Bloomfield, N. J. (Pneumatic) 
Chicago Pneumatic Tool Co., New York, N. Y. (Pneumatic) 
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Gibson Industries, Muskegon, Mich. (Electric) 

Ingersoll-Rand Co., New York, N. Y. (Electric) 

Keller Tool Co., Grand Haven, Mich. (Pneumatic) 

Le Belier Stud Gun Corp., Miami Beach, Fla. (Powder actu- 


ated) 
and Mfg. Associates, Inc., Lancaster, Pa. (Pneu- 
matic) 


Millers Falls Co., Greenfield, Mass. (Electric) 

Milwaukee Electric Tool Corp., Milwaukee, Wis. (Electric) 

Nielsen, Inc., E. V., Stamford, Conn. (Pneumatic) 

Nobel & Stanton, Inc., Bedford, Ohio. (Electric) 

Omark Industries, Portland, Ore. (Powder charged) 

Phillips Drill Co., Michigan City, Ind. (Electric) 

Ramset Fastening System, Winchester-Warren Div., Olin 
Mathieson Chemical Corp., Cleveland, O. (Powder actuated) 

Rotor Tool Co., Cleveland, Ohio. (Pneumatic) 

Skil Corp., Chicago, Ill. (Pneumatic) 

Stanley Electric Tool Div., Stanley Works, New Britain, 
Conn. (Electric) 

Superior Pneumatic & Mfg., Inc., Cleveland, Ohio. (Pneumatic) 

mans Co., Homer City, Pa. (Electric) 
empo Products, Cleveland, O. (Electric) 

Thor Power Too! Co., Chicago, Ill. (Electric & pneumatic) 

Wodack Electric Tool Corp., Chicago, Ill. ( Electric) 


HAND SHEARS 
See Tools, Sheet Metal Workers 


HAND TOOLS 
See Tools, Sheet Metal Workers’ 


HANGERS AND SUPPORTS, DUCT 
See Fastenings, Sheet Metal 


HARDWARE, CABINET AND CASING 


Handles, name plates, locks, etc. 


American Cabinet Hardware Corp., Rockford, Ill. 
knobs, hinges, catches, etc.) 

American Insulator Corp., New Freedom, Pa. 

Corbin Div., P. & F., American Hardware Corp., New Britain, 
Conn. (Handles, locks, hinges) 

Duro-Dyne Corp., New Hyde Park, L.I., N.Y. (Door buckles 
and door handles) 

Etched Products Co., Long Island City, N. Y. (Name Plates) 

Fisher Brass Foundry and Mfg., Los Angeles, Calif. (Handles) 

Hartwell Co., Los Angeles, Calif. 

Metalcraft, Inc., Mason City, Ia. ote plates) 

National Lock Co., Rockford, Ill. (Hinges, crating bolts) 

North Shore Nameplate Inc., Bayside, i N.Y. 

Soss Mfg. Co., Detroit, Mich. (Invisible hinges ) 

Star Stainless Screw Co., Paterson, N. J. (Piano hinges) 


(Pulls, 


HARDWARE, DUCT FITTING 


ete ey ogg Rag me iphia, Pa. 

New Hyde Park, L. I, N. Y. 
Hon & Cab fig. Co., Holland, Mich. 
Hartwell Co., ~ Los Angeles, Calif. 
Ventfabrics, Inc., Chicago, Ill. 


HEAT PUMPS 
See Units, Air Conditioning, Central Plant, Summer-Winter 


HEAT RECOVERERS 


See Recoverers, Heat 


HEATERS, AIR, DIRECT FIRED, COAL 


Campbell Co., E. K., Kansas City, Mo. 
Campbell Heating Co., Des Moines, Ia. 
Jackson & Ch Co., Saginaw, Mich. 
Johnson Heater Corp., Chelsea, Mass. 
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MaGirl Foundry & Furnace Co., Bloomington, Ill. 
National Heater Co., Inc., St. Paul, Minn. 
Olson & Co., Arthur A., Canfield, O. 

Rosebraugh Co., W. W., Salem, Ore. 


HEATERS, AIR, DIRECT FIRED, COMBINATION 
GAS AND OIL 


Air Conditioning Engineering Co., Cambridge, Mass. 
Airtherm Mfg. Co., St. Louis, Mo. 

Auto-Therm Mfg. Co., Detroit, — 

Campbell Co., E. K., Kansas City, Mo. 

Dravo Corp., "Machinery Div., Pittsburgh, Pa. 
— Systems, Inc., Chicago, Ill. 

J nm & Church Co., Saginaw, Mich. 

Lee Corp., Wilmington, Del. 

MaGirl Foundry & Furnace Co., Bloomington, Ill. 
Olson & Co., Arthur A., Canfield, O. 

Thermobloc Div., Prat-Daniel Corp., South Norwalk, Conn. 
Zink Co., John, Tulsa, Okla. 


HEATERS, AIR, DIRECT FIRED, GAS, 
CENTRIFUGAL FAN TYPE 


For Furnaces for Central Plant Installation EXCLUSIVELY for Duct 


Distribution of the Air, See the Listing Under Furnaces 


Air Conditioning Eagnati Co., Cambridge, Mass. 
Airtherm Mfg. Co., St. Louis, Mo. 
American Foundry "& Furnace Co., Bloomington, III. 
American Furnace Co., St. Louis, Mo. 

Auburn Burner Co., Auburn, Ind. 
Automatic Gas Equipment Co., + tate Pa. 
Auto-Therm Mfg. Co., Detroit, Mi 
Campbell Co., ES K,, Kansas City, Mo. 
Campbell Heating Co., Des Moines, Ia. 
Chicago Steel Furnace Co., Chicago, Ill. 
Cribben and Sexton Co., ‘Chicago, Til. 
Dravo Corp., Pittsburgh, Pa. 
Drying Systems, Inc., Chicago, Ill. 
General Gas Light Co., Kalamazoo, Mich. 
Hastings Air Conditioning Co., Inc., Hastings, Neb. 
Hayes Furnace Mfg. & Supply Co., Los Angeles, Calif. 
— Conditioned Air Div., Borg-Warner Corp., Kalamazoo, 


nian & Church Co., Saginaw, Mich. 

Johnson Heater Corp., Chelsea, Mass. 

Kil Mfg. Co., Inc., Lawndale, Calif. 

aGirl Foundry & Furnace Co., Bloomington, Ill. 

saeier Climatrol, Milwaukee, Wis. 

National Heater Co., Inc., St. Paul, Minn. 
Newcomb-Detroit Co., Detroit, Mich. 

Norman Products Co., Inc., Columbus, O. 

Olson & Co., Arthur A., Canfield, O. 
OverHead Heaters, Inc., Detroit, Mich. 

Payne Co., The, Mcnrovia, Calif. 

Reznor Mig. Co., Mercer, Pa. 

Rockwell Co., W. S., Fairfield, Conn. 

Sterlairco, Inc., Westfield, Mass. 
Surface Combustion Corp., Toledo, O. 
Thermobloc Div., Prat- Daniel Corp., South Norwalk, Conn. 
Tuck-Aire Furnace Co., San Francisco, Calif, 
United States Air Conditioning Corp., Philadelphia, Pa. 
Utility Appliance Corp., Los Angeles, Calif. 
Vapor Heating Corp., Chicago, Ill. 
Zink Co., John, Tulsa, Okla. 


HEATERS, AIR, DIRECT FIRED, GAS, PORTABLE, 
FOR SPACE HEATING 


Auto-Therm Mfg. Co., Detroit, Mich. (400,000-2,000,000 Btu) 
Bica Co., Girard, O. (50,000-85,000 Btu) 

Johnson Gas Appliance Co., Cedar Rapids, Ia. 

National Heater Co., Inc., St. Paul, Minn. 


HEATERS, AIR, DIRECT FIRED, OIL, 
CENTRIFUGAL FAN TYPE 


Air Conditioning Engineering Co., Cambridge, Mass. 
Auto-Therm Mfg. Co., Detroit, Mich. 
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Dravo Corp., Pittsburgh, Pa. 

Drying Systems, Inc., Chicago, Ill. 

MaGirl Foundry & Furnace Co., Bloomington, Ill. 

Mammoth Furnace Co., Minneapolis, Minn. 

Mueller Climatrol, Milwaukee, Wis. 

Thermobloc Div., Prat-Daniel Corp., South Norwalk, Conn. 
Vapor Heating Corp., Chicago, Ill. 


HEATERS, AIR, DIRECT FIRED, OIL, 
FLOOR TYPE 
Air Conditi 


mg A Engineering Co., Cambridge, Mass. 
Airtherm Mfg. Co., St. Louis, Mo, 
American Foundry. & Furnace Co., Bloomington, Ill. 
Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind. 
Auto-Therm Mfg. Co., Detroit, Mich. 
Campbell Co., E. K., Kansas City, Mo 
Campbell Heating Co., Des Moines, Ia. 
Chicago Steel Furnace Co., Chicago, Ill. 
Dravo Corp., Div., Pittsburgh, Pa. 
ing Systems, Inc., Chicago, Ill. 
Gilbext & Barker Mfg. Co., West eenen Mate 
Jackson & Church Co., 4 
Johnson Heater Corp., Chelsea, been 
MaGirl Foundry & Furnace Co, Bloomington, Ill. 
Mammoth Furnace Co., Minneapolis, Minn. 
National Heater Co., Inc., St. Paul, Minn. 
Olson & Co., Arthur "A. Canfield, O. 
Thermobloc Div., Prat-Daniel Sees South ae a Cn 
Williams Div., Eureka Williams Corp., Bloomington, [1 


HEATERS, AIR, DIRECT FIRED, OIL, PORTABLE, 
FOR SPACE HEATING 


Air Conditioning Engineering Co., Cambridge, Mass. (200,000- 
635,000 Btu) 

American Foundry & Furnace Co., Bloomington, Ill. 400,000- 
2,000,000 Btu) 

Auburn Burner Co., Auburn, Ind. 

Auto-Therm Mfg. "Co., Detroit, Mich. (400,000-2,000,000 Btu) 

Campbell Heating Co., Des Moines, Ia, (Up to 3,150,000 Btu) 

Cauhorn Distributing Co., Detroit, Mich. (190,000 Btu) 

Certified > gg Corp., Trenton, N. J. 

Clayton Mfg. Co Cope coe Sse, (120,000-320,000 Btu) 

Delta Hi 

Fageol Co., bt teat Mack Machine iv., Kent, O. 

Interstate ‘Heater Mfg. Co., Denver, Colo. (80,000-180,000 Btu) 

Jackson & Church Co., Saginaw, Mich. (400,000-2,000,000 Btu) 

Johnson Heater Corp., Chelsea, Mass. (500,000 Btu) 

Lennox Industries Inc., Marshalltown, Ta, (245,000 Btu) 

Master Vibrator Co., Dayton, O. 

Mortemp Div., Mechanical Products Co., Seattle, Wash. 

National Heater Co., Inc., St. Paul, Minn. (400,000-1,800,000 


Btu) 

an Products, Herman, American Air Filter Co., Inc., Louis- 
ville, Ky. 

Olson & Co., Arthur A., Canfield, O. 

Quiet Automatic Oil Burner Corp., Newark, N. J. 

Siebring Mfg. Co., George, Ia. 

Tjernlund Mf _ Co, St. Paul, Minn. 

Thermobloc 'Prat-Daniel Corp., South Norwalk, Conn. 
(100,000-2, 225, 000 Btu) 


HEATERS, AIR, DIRECT FIRED, OIL, 
SUSPENDED TYPE 


oning Engineering Co., 

Airtherm Mfg. Co., St. Louis, Mo. 
American Foundry » & Furnace Co., Bloomington, III. 
American Furnace Co., St. Louis, Mo. 
Auburn Burner Co., Auburn, Ind. 
ate Mfg. Co., i Mich. 
Cox Mfg. Co., Ridgevill le, Ind. 
Campbell Co., E. K., Kansas City, Mo. 
—— cago Steel ‘Corp, — ston, Nef Ill. 

lta Heating renton, 

Div., Pittsburgh, Pa. 
Mfg. Co., West Springfield, Mass. 
a & Church G, Saginaw, Mich. 
Lee Corp., Wi Del. 

Mueller Climatrol, Milwaukee, Wis. 
National Heater Co., Inc., St. Paul, Minn. 
Olson & Co., Arthur A. Canfield, O. 
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OverHead Heaters, Inc., Detroit, Mich. 

Petro, Cleveland, O. 

Quiet Automatic Oil Burner Corp., Newark, N. J. 

Thermobloc Div., Prat-Daniel Corp., South Norwalk, Conn. 
Waterman- Waterbury Co., The, 


lis, Minn. 
Williams Oil-O-Matic Div., Eureka Williams Corp., Bloomington, 
lll. 


HEATERS, DUCT, GAS 
Allan 


Henry 

Jackson & Church ©. » Mich. 

Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 


* lil. 
Lennox Industries Inc., Marshalltown, Ia. 
'g. Co., Racine, Wis. 
National Heater Co., Inc., St. Paul, Minn. 
National-U, S. Radiator 


Olsen Mfg. Co., The C. A., Elyria, O. 
Payne Co., The, Monrovia, Calif. 
ui Co., Mercer, Pa. : 
Alhambra, 3 f 
Ventilating Co., Div. St. Louis Blow Pipe & 
St. Louis, Mo. 


Tuck-Aire Furnace Co., San Francisco, Calif. 

United States Air Conditioning Corp. rr. Pa. 
Utility A Corp., Los Angeles, Calif. 

Wing Mfg. Co., L. J., Linden, N. J. 


HEATERS, DUCT, OIL 
Air Conditioning Engineering . Cambridge, Mass. 
Certified Furnace 


ley 


‘renton, N 
Chicago Steel Furnace Co., Chicago, mW. 
Delta Heating Corp., Trenton, N 
Jackson & Church Go., Saginaw, Mich. 
Overhead Heaters, Inc., Detroit, Mich. 
HEATERS, SUSPENDED, RADIANT, GAS FIRED 
Coosa Corp., Syracuse, N. Y. 


er Engineering Co., Chicago, Ill. 
Thenmwebiee Div., Prat-Daniel Corp., South Norwalk, Conn. 
HEATERS, UNIT, FOR INSTALLATIONS REQUIRING 
DUCTWORK 


See Furnaces, Forced Warm Air 


HEATERS, UNIT, GAS, PROPELLER FAN TYPE 


Airtherm Mfg. Co., St. Louis, Mo. 
Allan Engineering C., Dallas, Tex. 
American Blower Corp., Detroit, Mich. 
oe 
utomatic pment i Pa. 
Bryant Mfg. Co., Indianapolis, Ind. 
Srracuse, N. Y. 


g. te. Monrovia, Calif. 


Henry Furnace Co., The, Medina, O. 








lig Electric Ventilating Co., Chicago, Ill. 
Jackson & Church Co., Saginaw, Mich. 
Janitrol Heating and Air Conditioning Div., Surface Combus- 
tion Corp., Columbus, O. 
Mission Appliance Corp., Hawthorne, Calif. 
Mfg. Co., Wis. 


&- 
Mueller Climatrol, Milwaukee, Wis. 
National-U. S. Radiator Corp., Johnstown, Pa. 
Nelson Products, Herman, American Air Filter Co., Inc., Louis- 
ville, Ky. 
Nesbitt, Inc., John J., Philadelphia, Pa. 
Norman Products Co., Inc., Columbus, oO. 


Peerless Mfg. Corp., Louisville, Ky. 

Reznor Mfg. Co., Mercer, Pa ’ 

Roberts-Gordon “Appliance vy we Buffalo, N. Y. 

Sonner Burner Co., Winfield, K: 

Sterlairco, Inc., Westfield, es 

Temceo, Inc., Nashville, Tenn. 

Trane Co., The, La Crosse, Wis. 

Tuck-Aire Furnace Co., San Francisco, Calif. 

United States Air Conditioning Corp., Philadelphia, Pa. 
Utility Appliance Corp., Los Angeles, Calif. 
Vacuum Gas Burner Co., Olean, N. Y. 

Webster & Co., Warren, " Camden, N. J. 

Westinghouse Electric Corp., Sturtevant Div., Hyde Park, Boston, 


Wine hig. Co. L. J., Linden, N. J. 
Worthington Corp .. Harrison, N. J. 
Zink Co., John, Tulsa, Okla. 


HEATERS, UNIT, OIL, PROPELLER FAN TYPE 


Certified Furnace Corp., Trenton, N. J. 
Delta Heating Corp., Trenton, N. J. 
Weatherall Engineers, Inc., Providence, R. I. 
Worthington Corp., Harrison, N. J. 


HEATERS, WATER, STORAGE TYPE, DOMESTIC, 
ELECTRIC 


Bastian-Morley Co., Inc., La Porte, Ind. 

Bock Corp., Madison, Wis. 

Bowen Water Heater Div., Handling Equipment Mfg. Corp., 
Wixom, Mich. 

Buckeye Water Heater Co., Cleveland, O. 

Cady Co., Sub. General Fittings Co., Providence, R. I. 

Carrier Corp., Syracuse, N. Y. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Cleveland Heater Co., Cleveland, Ohio. 

Combustion Engineering Co., Inc., Chattanooga, Tenn. 

Crane Co., Chicago, Ill. 

Cuprometal Mfg. Corp., Corona, N. Y. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Duo-Therm Div., Motor Wheel Corp., Lansing, Mich. 

Fairbanks, Morse & Co., Chicago, Ill. 

Frigidaire Div., General Motors Corp., Dayton, Ohio. 

Hotstream Heater Co., Cleveland, Ohio. 

Hynes & Cox Electric Corp., Watervliet, N. Y. 

Jackson Mfg. Co., Inc., W. L., Chattanooga, Tenn. 

Kelvinator Div., American Motors Corp., Detroit, Mich. 

Lawson Mfg. Co., New Kensington, Pa. 

McGraw Electric Co., Clark Div., Chicago, III. 

Mission Appliance Corp., Hawthorne, Calif. 

Mor-Flo Heater Corp., Cleveland, O. 

National Appliances, Inc., New Kensington, Pa. 

National Steel Construction Co., Inc., Logansport, Ind. 

National-U. S. Radiator Corp., Johnstown, Pa. 

Pennsylvania Range Boiler Co., Philadelphia, Pa. 

Perfection Industries, Inc., Cleveland, Ohio. 

Pioneer Water Heater Corp., Los Angeles, Calif. 

Red Spot Electric Co., Tacoma, Wash. 

Rheem Mfg. Co., Chicago, Ill. 

Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 

Thermador Electrical Mfg. Co. Div. of Norris-Thermador 
Corp., Los Angeles, Calif. 

Viking Mfg. Corp., Cleveland, Ohio. 

Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 

Westinghouse Electric Corp., Pittsburgh, Pa. 

Wood Co., John, Conshohocken, Pa. 

York-Shipley, Inc., York, Pa. 
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HEATERS, WATER, STORAGE TYPE, DOMESTIC, 
GAS FIRED (ALSO LP GAS) 


Aldrich Co., Wyoming, Ill. 
American Ap ance Suis Corp., Santa Monica, Calif. 
American ry uthern Corp., Nashville, Tenn. 
Bastian Mfg. Co., W. B., Los Angeles, Calif. 
Bastian-Morley Co., Inc., LaPorte, Ind. 
Bock Corp., Madison, Wis. 
Bowen Water Heater Div., Handling Equipment Mfg. Corp. 
Wixom, Mich. 
Bryant Mfg. Co., Indianapolis, Ind. 
Buckeye Water Heater Co., Cleveland, Ohio. 
Carrier Corp., Syracuse, N. Y. 
Cirklair Products Div. Folsom Co., Inc., Dallas, Texas. 
Clayton & Lambert Mfg. Co., Louisville, Ky. 
Cleveland Heater Co., Cleveland, Ohio. 
Coleman Co., Inc., Wichita, Kans 
Combustion ‘Engineering Co., Inc., Chattanooga, Tenn. 
Continental Water Heater Co., Los Angeles, Calif. 
Crane Co., Chi » Il. 
Day & Ni g. Co. Monrovia, Calif. 
Dearborn Stove Co., Dallas, Tex. 
Delco Appliance Div. General Motors Corp., Rochester, N. Y. 
Duo-Therm Div., Motor Wheel Corp., Lansing, Mich. 
EverHot Heater Co., Detroit, Mich. 
Fairbanks, Morse & Co., oon Ill. 
Gillen Co., J. L., Detroit, Mi 
General Water Heater Corp.,  Sesbenk: Calif. 
Handley-Brown Heater Co., Jackson, Mich. (With circulating 
fan for augmenting cen’ aon heating systems) 
Harrison Sheet Steel Co., Chicago, Ill. 
Hedges Mfg. Co., Inc., M. M., Chattanooga, Tenn. 
Hi-Qua Mfg. Co., "Tnc., Philadel hia, Pa. 
Hotstream Heater Co , Clevel Ohio. 
Hoyt Heater Co. of} No. Calif., Oakland, Calif. 
Hynes & Cox Electric Corp., Watervliet, N. Y. 
Jackson Mfg. Co., Inc., W. L., Chattanooga, Tenn. 
Lawson Mfg. Co., New Kensi on, Pa. 
Lovekin Water Heater Co., Philadelphia, Pa 
Luxra Co., Atchison, Kans. 
McDaniel Mfg. Co., Inc., Dallas, Texas. 
McGraw Electric Co., Clark Div. » Chicago, Ill. 
Mission re Corp., Hawthorne, 
Mor-Flo Heater Corp., Cleveland, O. 
Mustee Heater Co., Cleveland, Ohio. 
National Appliances, Inc., New Kensington, Pa. 
National Steel Construction Co., Inc., Logansport, Ind. 
National-U. S. Radiator Corp., Johnstown, Pa. 
Pacific Coast Heater Corp., San Gabriel, Calif. 
Pennsylvania Range Boiler Co., Philadelphia, Pa. 
Perfection Industries, Inc., Cleveland, O. 
Pioneer Water Heater Corp., Los Angeles, Calif. 
Pittsburgh Water Heater Co., Pittsburgh, Pa, 
Queen Stove Works, Inc., Albert Lea, Minn. 
Radiant Utilities Corp., Brooklyn, N. Y. 
Rasch Mfg. Corp., Kansas City, Mo. 
Ray Oil Burner Co., San Francisco, Calif. 
Republic Heater Corp., Huntington Park, Calif. 
Rheem Mfg. Co., Chicago, Ill. 
Ruud Mfg. Co., Kalamazoo, Mich. 
Sands Mfg. Co., Cleveland, O. 
Smith Corp., A. O., Permaglas Div., 
Southern Heater Corp., Compton, Calif. 
Spickler Co., Inc., R. D., Mamaroneck, N. Y. 
State Stove and Mfg. Co., Nashville, Tenn. 
SuperbO Mfg. Co., Los Angeles, Calif. 
Corp., Coatesville, Pa. 
Trageser Copper Works, Inc., Jamaica, N. Y. 
Utility Appliance Corp., Los Angeles, Calif. 
Viking Mfg. Corp., Cleveland, Ohio. 
Wayne Home Equipment Co., Inc., Fort Wayne, Ind. 
Whithead Mfg. Corp., D. W., Trenton, N. J. 
White Products Corp., Middleville, Mich. 
Wood Co., John, Conshohocken, Pa. 
York-Shipley, Inc., York, Pa. 


Kankakee, III. 


HEATERS, WATER, STORAGE TYPE, DOMESTIC, 
OIL FIRED 


Aldrich Co., Wyoming, Iil. 

Allen Mfg. 'C., Inc., Nashville, Tenn. 
Bock Corp., Madison, Wis. 

Breeze Cor Inc., Union, N. J. 

Brown Products Corp., Forest Hills, N. Y. 
Buckeye Water Heater Co., Cleveland, O. 
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Century Engineering Corp., Cedar Rapids, lowa. 
Coleman 7 Inc., Wichita, Kans. 
Crane Co., Chicago, IIl. 
Delco Appliance Div., General Motors Corp., Rochester, N. Y. 
Steel Furnace Co., Dowagiac, Mich. 
Duo- Div., Motor Wheel Corp., sp Mich. 
Electrol Burner Mfg. Co., Rutherford, N. J. 
Gillen Co., -* ie Dowagiac, Mich. 
Gilmore & Jackson G., Columbus, Ohio. 
Hotstream Heater Co., Cleveland, Ohio. 
Hynes and Cox Electric Corp., Watervliet, N. Y. 
Johnson Co., S. T., Oakland, Calif. & Philadelphia, Pa. 
Mfg. Co., Inc., Petaluma, Calif. 
Kresno-Stamm Mfg. Co., New York, N. Y. 
National Steel Construction Co., Inc., Logansport, Ind. 
Penn Boiler & Burner Mfg. Corp., Lancaster, Pa. 
Perfection Industries, Inc., S Cleveland, Ohio. 
Preferred Utilities Mfg. Corp., New York, N. Y. 
Stove Works, Inc., Albert Lea, Minn. 
iet Automatic Burner Corp., Newark, N. J. 
Radiant Utilities Corp., Brooklyn, N. Y. 
Ray Oil Burner Co., San Francisco, Calif. 
Republic Products Co., Philadelphia, Pa. 
Rheem Mfg. Co., Chicago, Til. 
Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Toledo Heater Co., Toledo, Ohio. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 
Viking Mfg. Corp., Cleveland, Ohio. 
Veloee Burner Mfg. Inc., New York, N. Y. 
Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 


HEATERS, WATER, STORAGE TYPE, DOMESTIC, 
STOKER FIRED 


Gehl Bros. Mfg. Co., West Bend, Wis. 


HEATING COILS 
See Coils, Heating 


HIGH VELOCITY MIXING UNITS, SOUND AND 
VOLUME CONTROL, FOR DOUBLE DUCT HIGH 
VELOCITY AIR CONDITIONING SYSTEMS 


See Units, Mixing, Sound and Volume Control, for Double 
Duct High Velocity Alr Conditioning Systems 


HOISTS, HAND AND POWER 


American Engineering Co., Philadelphia, Pa. (Power) 

American MonoRail Co., Cleveland, Ohio. (Electric) 

Bridgeport Chain & Mfg. Co., Bridgeport, Conn. 

Chester Hoist Div., National Screw & Mfg. Co., Lisbon, O. 
(Hand & power) 

Chicago Pneumatic Tool Co., New York, N. Y. (Power) 

Chisholm-Moore Hoist Div., Columbus McKinnon Chain Corp., 
Tonawanda, N. Y. 

ns & Engineering Co., Wickliffe, Ohio. (Hand & 
electric 

Detroit Hoist & Machine Co., Detroit, Mich. 

Euclid Crane & Hoist Co., Euclid, Ohio. (Electric) 

Ford Chain Biock Div., American Chain & Cable Co., Inc., 
York, Pa. (Hand & electric) 

Harnischfeger Milwaukee, Wis. (Electric & hand) 

Hastings ‘kit Control, Inc., Omaha, Nebr. 

Industrial Brownhoist Corp., Bay City, Mich. 

Keller Tool Div., Gardner-Denver Co., Grand Haven, Mich. 
(Power) 

Lug-All Co., Haverford, Pa. 

McCollum Hoist & Mfg. Co., Downers Grove, IIl. 

Multiple Corp., Dares, O . 

Ohio Hoist & Mfg. Co., Inc., Mie Co O. ne Pelebtnae, Pe 

He ay Sag oy ggg og 

& ast Corp., & power 

Robbins & Myers, Inc., Springfield, Ohio. eg ne ey 

Shepard Niles Crane & Hoist Corp., Montour Falls, N. Y 

Stephens-Adamson Mfg. Co., Aurora, Ill. 

Thor Power Tool Co., Chicago, Ill. (Power) 

Wright Hoist Div. “American Chain & Cable Co., York, Pa. 
(Electric) 

Yale & Towne Mfg. Co., Philadelphia, Pa. 
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HOODS, DRAFT, GAS 
See Draft Diverters, Gas Heaters 


HOODS, VENTILATING, FOR KITCHENS 


Haveg Corp., heb sy a D chore 
Heil Process Equipment Co: 

NuTone, Inc., Cincinnati, O 

S & C Mfg. Co., Cincinnati, O. O(c) 
Stanthony Corp., Los €s, = ar yay 
Stewart Beng Inc., 

Trade-Wind Motor Fans, Inc., oad Calif coset 
United Sheet Metal Co., Inc., Columbus, O 

Universal Blower Co., Birmingham, Mich. 


O. (Plastic) 


HOSE AND FITTINGS, METAL, FLEXIBLE 


Aeroquip Corp., Jackson, Mich. 
American Brass Co., Waterbury, Conn. 
American Metal Hose Div., American Brass Co., Waterbury, 


Conn. 
Cobra Metal Hose Div., D K Mfg. Co., Chicago, Ill. 
Everhot Products Co., Chicago, Ill. 

Flexaust Co., New York, N. Y. 

Flexonics Corp., Maywood, Ill. 

Hunt & Son, Inc., C. B., Salem, Ohio. 

International Metal Hose Co., Bellevue, O. 

Packless Metal Hose, Inc., New Rochelle, N. Y. 

Pennsylvania Flexible Metallic Tubing Co., Philadelphia, Pa. 
Seamlex Co., Inc., Long Island City, N.Y. 

Techniflex Corp., Port Jervis, N. Y. 

Titeflex, Inc., Springfield, Mass. 

United Metal Hose Co., Inc., Long Island City, N. Y. 

Universal Metal Hose Co., Chicago, Ill. 


HOUSINGS, BLOWER AND FAN 


Air Controls, Inc., Cleveland, Ohio. 

Ammerman Co., Inc. s Minneapolis, Minn. 

Barry Blower Co., Minneapolis, Minn 

Brookside Products Co., Inc., McCordsville, Ind. 

Brundage Co., Kalamazoo, Mich. 

Champion Blower & Forge Co., Lancaster, Pa. 

Chicago Blower Corp., Franklin Park, Ill. 

Clarage Fan Co., Kalamazoo, Mich. 

Commercial Shearin & Stamping Co., Youngstown, Ohio. 

DeBothezat Fans Div., American Machine & Metals, Inc., 
East Moline, Il. 

Detroit Stamping Co., Detroit, Mich. 

Fulton Steelcraft Co., Swanton, O. 

Hastings Air = Co., Inc., Hastings, Nebr. 

Haveg Corp., Wilmington, Del. (Plastic) 

Jan-Air, Inc., —a? i* 

Lau Blower Co., 

Martin Fan & Blower C. Co., gt Il. 

Nelson ~ aca Herman, American Air Filter Co., Inc., Louis- 
ville, Ky. 

Northern Blower Co., Cleveland, Ohio. 

Power Engineering Co., Chicago, Ill. 

Revcor Inc., Commamniiien Ill. 

Sandberg Mfg. Co., Portland, Ore. 

Torrington Mfg. Co., Torrington, Conn. (Blower) 

Trade-Wind Motorfans, Inc., Rivera, Calif. 

United States Air Conditioning Corp., Philadelphia, Pa. 

Utica Products, Inc., Utica, N. Y. 

= a Corp., Div. of Utility Appliance Corp., Los Ange- 
es 

a Air Products Div., National-U. S. Radiator Corp., Cleve- 
and, O. 

Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 


HUMIDIFIER FITTINGS 
See Fittings, Humidifier, Water Line 


HUMIDIFIER VALVES 
See Valves, Humidifier, Water Level 











HUMIDIFIERS, FURNACE AUTOMATIC, 


EVAPORATIVE 
Air Conditioning Products, Detroit, Mich. 
Auto-Flo Corp., it, Mich, 


Automatic Humidifier Co., Cedar aes Belle, Iowa. 
Char-Gale Mfg. Co., Anoka, Mina 
Cleveland Humidifier G., Cleveland, Ohio. 
Cronstroms Inc., Minneapolis, Minn. 
Detroit Float Co., Air Conditioning Products Div., Detroit, Mich. 
Econo-Matic Products Co., Inc., Detroit, Mich. 
General Filters, Inc., Novi, Mich. 
Hansen Tool & Die Co., eee Wis. 
ote -Hill, » Inc. St Louis, Mo ¥ ia 
is Iron & Bolt ag ee e, Il 
Maid-O’-Mist, Inc., Chicago, I 
Mueller Climatrol, Mites Wis. 
Research Products Corp., Madison, 
Skuttle Mfg. Co., Milford, Mich. W Standard and electrical im- 
mersion element types) 
a Yr Engineering Co., Combustioneer Div., Spring- 


he | Air Products Div., National-U. S. Radiator Corp., Cleve- 
Oo. 


HUMIDIFIERS, FURNACE, AUTOMATIC, SPRAY 


Arklon Mfg. Co., Cleveland, O. 
Century Engineering Corp., Cedar Rapids, Iowa. 
Hermidifier Co., Nefisville, Pa. 
Lennox Industries Inc., Marshalltown, Ia. 
Little Giant Vaporizer. Co., Oklahoma xn Okla. 
McDonald Mfg. Co., A. Y.. Dubuque, Ia. 
Pollen Ex, ae Til. 
Somers, Inc., H. J., Detroit, Mich. 
Spray Engineering C., Somerville, Mass. 
raying ron “Chicago, Il. 
alton ratories, "Inc., Irvington, N. J. 


HUMIDIFIERS, PORTABLE 


Abbeon Supply Co., Jamaica, N. Y. 

Fresh'nd-Aure Co. Div. of Cory Corp., Chicago, Ill. 
Hermidifier Co., ‘Neffsville, Pa, 

Kauffman Air Conditioning Corp., St. Louis, Mo. 
Research Products Corp., Madison, Wis. 

Walton Laboratories, Inc., Irvington, N. J. 


HUMIDISTATS 
See Controls 


HUMIDITY RECORDERS 
See Recorders, Humidity 


HYGROMETERS 


Airguide Instrument Co., Chicago, Il 

American Instrument Co., se Sliver ‘Spring, Md. 

Bristol Co., Waterbury, Co 

Foxboro Co., Foxboro, Mass. 

G. M. Mf Co., New York, N. Y. 

General Kientibc Equipment Co., Philadelphia, Pa. 

H-B Instrument Co., Philadelphia, Pa. 
Service Co., Milwaukee, Wis. 

eapolis-Honeywell Regulator Co., see Minn. 
Instrument N. Y 


Moeller t Co., Richmond Hil Hili, 

Palmer Thermometers, Inc., Cincinnati, Ohio 

Philadelphia , Philadelphia, 

Precision Co., genes Pa 


& 
Taylor Instrument Companies, Rochester, N. 
Walton Laboratories, Inc., Irvington, SL: 
Weksler Thermometer Corp., Freeport, N. Y. 
Weston Electrical Instrument Corp., Subsidiary of Daystrom, Inc., 
Newark, N. J. 


INCINERATORS 
Adams Co., The, Dubuque, Ia. 


Autogas Co., Bellwood, Ill. 
Bastian-Mori Co., Inc., La Porte, Ind. 
en Gas .» Detroit, Mich. 
Calcinstor Corp. Boy Bay City, Mich. 
y City, 
Cole Hot Blast Mfg. Co., Chicago, Ill. 
Comstock ie Stove Co., , Il. 
Coroaire wet Corp., Cleve , O. 
Cribben and Sexton Co., Chi Ill. 
Bros. Co., Cleveland, O. 
Duo- Div., Motor Wheel Corp., Lansing, Mich. 
Gasinator Mfg. Co., ng ey oO. 
General Engineering Co .. Bay City, pam. 


Heimbach Incinerator Mfg. Co. St. Paul, Mina. 

Henry Furnace Co., 

Illinois Iron & Bolt Co., onde a Ill. 

Incinerator Products Inc., Detroit, Mich. 

me Incinerator Div., Morse-Boulger Destructor Co., New 
York, N.Y. 


Stove and Range Co., Sheffield, Ala. 
Stove Co., Kansas City, Mo. 

Lyons, Edward W., Youngstown, O. 

Majestic Co., Inc., "Huntington, Ind. 

Martin Stamping \ & Stove Co., Huntsville, Ala. 

Modern Controls Corp., Centerline, Mich. 

Nelson Industries, Pittsburgh, Pa. 

Pettit & Sons Co., Inc., W. T., Youngstown, O. 

Queen Stove Works, inc., Albert Lea, Minn. 

Schwab Furnace Co., Milwaukee, Wis. 

Standard Fuel Engineering Co., Detroit, Mich. 

Syrall Mfg. Co., Syracuse, N. Y. 





INDICATING THERMOMETERS 
See Thermometers, Indicating 


INSULATING CEMENT 
See Cement, Insulating 


INSULATION, BUILDING 
ABE fern. Crrvinn .& Posten, Co Chicago, Ill. (Rock- 
woo! 
Flange & Mfg. Co., Inc., New York, N. Y. (Re- 
flective 


‘panleen Madani Chicago, Ill. (Hair) 
American Attl Mass. en) 
. Laseneee, Pa. (Wood , glass fiber) 
Baldwin-Hill Co., eon te j. (Mineral wool) 
Barnhardt Mfg. Co., Charlotte, N. C. 
Barrett Div. Allied Chemical & Dye Corp., New York, N. Y. 
(Rockwool ) 
Berger Furnace Corp., Belle Vernon, Pa. (Rockwool) 
pnd on, Mass. 


Cincinnati, Ohio. (Mineral wool) 


cies Gor, Chet 
'roducts lass 

Chamberlin Co. of America, Detroit, Mich. (Rockwool} 

Dow Chemical Co., Midland, Mich. (Plastic) 

Eagle-Picher Co., Cincinnati, Ohio. (Mineral Woo 


1) 
Flintkote Co. New York, N. Y. (Fibre board & insulating 


wool ) 
Forty. Eight Insulations, Inc., Aurora, Ill. (Mineral wool) 
Infra nF arom: Inc., New York, N. Y. (Accordion aluminum 


ond ye 
be Minnesota & Ontario Paper Co., Minneapolis, 
~~ (Wood fibre) 
——— New York, N. Y. 
lohnston Foil Mfg. Co., St. Louis, Mo. (Paper backed foil) 
ly-Clark Corp., Neenah, Wis. 
neta Glas Fibers Co., Toledo, o. (Glass fiber) 
Mills Inc., Lockport, N. ¥. (Blanket) 
MaleninAnsin "Co., Needham Seighes Mass, (Reflective) 
Meadows, Inc., W. R., Elgin, Ill. (Cork & Asphalt) 
Midwest Insulations, Inc., Wabash, Ind. (Mineral wool) 
Mineral Wool Insulations 74 Fontana, Calif. eens wool) 
& Ontario Paper Minneapolis, Minn. (Board and 
wood fiber) “it 
Mundet Cork Corp., North Bergen, N. J. (Cork) 
National Cork Co., Englewood, N. J. (Cork) 
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National Gypsum Co., Buffalo, N. Y. (Fiber board) 
Oven Comin Fiberglas Corp., Toledo, Ohio. 


Pacific Lumber Co., San Francisco, Calif. 
Perfect Seal Mfg. "Co., Copy Paoben Wis. (Mineral wool) 
Pittsburgh Corning Corp —— Pa. (Cellular glass) 
Pittsburgh Plate Glass t. Pi urgh, Pa. (Cellular glass) 
Plastergon Wall Board Co., Buffalo, N. Y¥ 
Quaker State Metals Co., Lancaster, Pa. ’ (Aluminum reflective) 
Reflectal Corp., Subsidiary Borg- Warner Corp., Chicago, Il 
Reynolds Metals Co., Louisville, Ky. (Aluminum foil) 
Richkraft Co., The, Chicago, Ill. (Reflective 
Riverton Lime & Stone Co., Div. of Chadbourn Gotham, Inc., 
Riverton, Va. (Mineral wool) 
Robinson Insulation Co., Great Falls, Mont. (Vermiculite) 
Ruberoid Co., New York, N. Y. (Aluminum foil) 
Silvercote Products, Inc., Chicago, Ill. (Reflective jype) 
Sprayo-Flake Co., Chicago, Ill. (Mineral fiber & adhesive) 
Standard Asbestos Mfg. Co., Chicago, III. a aoe 
Standard Rolling Mills Div. of Revere Copper and 
Brooklyn, N. Y. (Reflective) 
Surface Chemicals Inc., McKees Rocks, Pa. 
Tennessee Products & Chemical Corp., Nashville, Tenn. (Min- 
eral wool) 
U.S. Pipe & Foundry Co., Birmingham, Ala. (Rock wool) 
United Cork Cos., Kearney, N. J. 
United States Gypsum Co., Sos tea oe (Mineral wool) 
United States Mineral Wool Co pe, N. J. (Mineral wool ) 
U. S. Rock Wool Co., Salt Lake City, Utah. (Blowing wool, 
batt and blanket) 
Western Rock Wool Corp., Huntington, Ind. (Fill) 
Wilson & Co., Inc., Chicago, Ill. (Hair, Felt) 
Wilson, Inc., Grant, Chicago, Ill. (Rock Wool) 
Wood Conversion Co., St. Paul, Minn. 
Zonolite Co., Chicago, II. 


(Board & 
Wood fiber) 


Brass Inc., 


INSULATION, DUCT 


Acme Asbestos & Flooring Co., Chicago, Ill 
American Hair & Felt Co., Chicago, Ill. (Hair feit) 

Cork Co., Lancaster, Pa. (Glass fiber) 
Baldwin- Co., Trenton, N. J. (Mineral wool) 
Cabot, Inc., Samuel, Boston, Mass. 
Carey Mfg. Co., Philip, Cincinnati, Ohio. 
Celotex Corp., Chicago, Ill. 
arg G., Cincinnati, Ohio. 

Mfg. Co., Valley Forge, Pa. 
Pibreboerd Paper Products Corp., San Francisco, Calif. (Mag- 
nesia 
Fae ge Insulations, Inc., Aurora, Ill. (Mineral wool) 
Gustin-Bacon Mfg. , Kansas City, Mo. (Glass fiber) 

Hinde & Dauch fj Co., Sandusky, Ohio. 
Infra Insulation Inc., New York, N. Y. (Accordion aluminum 


an d paper) 
Insul-Coustic Corp., Mas 4g N. Y. (Preformed glass fiber) 
ohns-Manville, New Yor 
yore Co., Ales Pa. (Aches) 
Keystone icag) 
le F Glass Fibers Co., Toledo, O. (Glass fiber ) 
Clede-Christy Cla y Products Co., St. Louis, Mo. 
lackeet Mills Inc., "Lockport N. ¥. (Blanket) 
Miracle Adhesives Corp., New York, N. Y. 
Mortell Co., J. W., Ill. oa es 
Mundet Cork Corp., North Bergen, N. J. ( ) 
Munn and Steele, Inc., Newark, N. J. (Pfastc) 
National Cork Co., Englewood, N. J. (Cork 
Norristown Asbestos Div., Nicolet pac ee Inc., Norris- 
town, Pa. 


Owens-Corning biog Corp., Toldeo, Ohio. (Rigid & flexible 


with facings) 
Pittsburgh Co ., Pittsburgh, Pa. (Cellular glass) 
Pittsburgh Plate Sabea Pa. (Cellular Glass) 


Quigley, Co., Inc., New York, N 


lectal Corp., Subsidiary Borg-Warner Corp., Chicago, IIl. 
nel Reflective} 


a & Insulation Corp., New York, N. Y. (Inside duct 


noetle Metals Co., Louisville, Ky. (Aluminum foil) 

Robinson Insulation Co., Great Falls, Mont. 

Ruberoid Co., New York, N. Y. (Asbestos) 

Sall Mountain Div., Nicolet Industries, Inc., Hamilton, O. 
(Asbestos) 

Sprayo-Flake Co., Chicago, Ill. (Mineral fiber & adhesive) 

Standard Asbestos Mfg. Co., Chicago, Ill. ( Asbestos) 

United Cork Cos., Kearney, N. J. 
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United States Rubber Co., New York, N. Y. (Sound deaden- 


ing) 
Western Felt Works, Chicago, Ill. (Felt) 
Wien in eae Inc., re Ill. (Hair & felt) 


Wood ae omy St. Paal, Minn . 


INSULATION, FURNACE 


Acme Asbestos Covering & Flooring Co., Chicago, Ill. (As- 
bestos, rockwool ) 
Armstrong Cork Co., Lancaster, Pa. 
Babcock & Wilcox Co., Refractories Div., New York, N. Y. 
(Firebrick, cement mixes) 
Baldwin-Hill Co., Trenton, N. J. (Mineral wool) 
Mfg. Co., Philip, Cincinnati, Ohio. (Asbestos & mag- 


Basle Picher Co., Cincinnati, Ohio. 
Ehret 


Magnesia Mf Co., Valley Forge, Pa. 
Fibreboard Paper products Co io a A Francisco, Calif. 
Forty-Eight ome ee Inc., "ieee Ill. (Mineral wool) 
Green Fire Brick Co., A. P., Mexico, Mo. (Mineral wool 
Gustin-Bacon Mfg. Co., Kansas City, Mo. (Glass fiber) 
Johns-Manville, New York, N. Y. 
Keasbey & Mattison Co., Ambler, Pa. (Asbestos) 
L-O-F Glass Fibers Co., Toledo, O. (Glass fiber) 
i Clay Products Co., St. Louis, Mo. (Cement 
& blocks) 
Norristown Asbestos Div., Nicolet Industries, Inc. 
town, Pa. 
Owens-Corning Fiberglas Corp., Toledo, Ohio. (Foil faced) 
Plibrico Jointless Firebrick Co., Chicago, Ill. (Mineral Wool) 
Quigley Co., Inc., New York, N. Y. 
Refractory & Insulation Corp., New York, N. Y. (Block, 
blanket) 
Robinson Insulation Co., Great Falls, Mont. (High temperature 
cement) 
Ruberoid Co., New York, N. Y. (Asbestos and calsilite) 
Salil Mountain Div., Nicolet Industries, Inc., Hamilton, O. 
Standard Asbestos Mfg. Co., Chicago, Ill. ( Asbestos) 
U. S. Rock Wool Co., Salt Lake City, Utah. (Rock wool ce- 
ment) 


Wilson, Inc., Grant, Chicago, Ill. ( Asbestos) 


» Norris- 


INSULATION, TUBING 


Armstrong Cork Co., Lancaster, Pa. 

Goodrich Co., B. F., Sponge Products, Shelton, Conn. 
Miracle Adhesives Corp., New York, N. Y. 

Mortell Co., J. W., Kankakee, Ill. (Tape) 

Virginia Smelting Co., West Norfolk, Va. 


KITCHEN FANS 
See Fans, Kitchen 


LACING MACHINES, METAL 
See Machines, Sheet Metal Working, Crimping 


LAMPS, GERMICIDAL 


Cooper Hewitt Electric Co., Div. of Sperti Faraday, Inc., 
Hoboken, N. J. 


General Electric Co., Cleveland, Ohio. 

Hanovia Chemical & Mfg. Co., Newark, N. J. 
Master Appliance Mfg. Co., Racine, Wis. 
Merchandising & Mfg. Associates, Inc., Lancaster, Pa. 
Sampson Chemical and Pigment Corp., Chicago, Ill. 
Westinghouse Electric Corp., Bloomfield, N. J. 


LEAD SHEETS 
See Sheets, Metal, Lead 





LIFTS, SKYLIGHT 


Biersach & Niedermeyer Co., Sergei, Wis. 
Levow, David, New York, N.Y 

Park City Cornice Works, Inc., Bridgeport, Conn. 
Perkinson, William Chicago, I. 

Van Noorden _ P go 

Weiss & Co., H., New York, N. LY. 


LIMIT CONTROLS 
See Controls, Limit 


LININGS, BLOW PIPE 
Goodyear Tire and Rubber Co., Inc., Akron, O 


LININGS, CHIMNEY 


Acme Mfg. Co., Philadelphia, Pa. (Stainless steel) 

Armstrong Fittings Co., Des Moines, Ia. (Stainless steel and 
aluminum) 

Condensation [Engineering Corp., Chicago, Ill. 
enamel ) 

Excelsior Steel Furnace Co., Chicago, Ill. (Stainless steel) 

Labeled Metal Products Corp., Broadview, Ill. (Stainless steel) 

Wallace Co., William, Metalbestos Div., Belmont, Calif. 


(Vitreous 


LINKS, FUSIBLE 


Division Lead Co., Summit, Ill. 

Metal Co., Syracuse, N. Y. 
Morse-Smith-Morse Co., Watertown, Mass. 
Richards-Wilcox Mfg. Co., Aurora, Ill. 
Steffens- Co., Newark, N. 
Westinghouse ectric Corp., Pitts’ urgh, Pa. 


LOCKERS, METAL (BINS, SHELVING, ETC.) 


Follansbee Steel Corp., Follansbee, W. Va. 
Republic Steel Corp., Cleveland, O 


LOCK FORMERS 


See Machines, Sheet Metal Working, Pittsburgh Lock Forming; 
Machines, Sheet Metal Working, Lock Forming 


LOCK OPENERS 
See Machines, Sheet Metal Working, Pittsburgh Lock Opening 


LOUVERS AND SHUTTERS, AUTOMATICALLY 
OR MANUALLY CONTROLLED 


Acme Equipment Co. of Oklahoma, Inc., Muskogee, Okla. 
Aerovent Fan Co., Inc., Piqua, O. 
Air Conditi ‘Engineering Co., Cambridge, Mass. 
Air Conditioning Products, I Detroit, Mich. 
Air Controls, Inc., Cleveland, Ohio. 
Air-Factors, Inc., Monrovia, Calif. 
Corp., Chicago, Ill. 
Air-Path Products Co., Baltimore, Md. 
Air & Refrigeration Corp , New York, N. Y. 
Allen Cooler & Ventilato: Inc., Rochester, Mich. 
American Coolair Corp., Jacksonville, Fla. 
American Steel Band Co., Pittsburgh, Pa. 
American Warming & Ventilating Co., Toledo, Ohio. 
Ammerman Co., Inc., a is, Minn. 
Arex Co., Chicago, 
Arlington Electric Co., St. Louis, Mo. 
Belco Industries, Inc., "St. Louis, Mo. 
Berns Air King Corp., Chicago, III. 
Bertram Co., P, Cincinnati, Ohio. 
Biersach & Nied Co., Milwaukee, Wis. 
Bishop & Babcock Mfg. Co., Ohio. 
Black Mfg. Co., Liv vingston, N. J. 
Buffalo Forge Co., alo, N. Y. 
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Burt Mfg. Co., Akron, Ohio. 

Cargocaire Engineering Corp., New York, N. Y. 

Blower & Forge Co., Lancaster, Pa. 

Chelsea Fan & Blower Co., Inc., Plainfield N. J. 
Cirklair meng Div., Folsom Co., Inc., Dallas, Tex. 
Clay Equi’ Cedar Falls, lowa. 

Colt Ventilation weg mm Inc., Los Angeles, Calif. 
Commercialaire ag Fh America, Brooklyn, N. Y. 
Controlair Mfg. Co Angeles, Calif. | 


Cook Co., Loren, Ber 
diti Products Div., Detroit, Mich. 


Detroit Float Co., Air 

Duro-Dyne Corp., New Hyde Park, L. 1, N. Y 

Eagle-Picher Co., Cincinnati, Ohio. 

Electrovent Fan & 4. Co., Chicago, Ill. 

Elgo Shutter & Mfg Detroit, Mich. 

Empire Ventilation Equipment Co., Long Island City, N. Y. 

Frigid, Inc., Brooklyn, N. Y. 

General Blower Co., Morton Grove, Ill. 

Hunter Div., Robbins & Myers, Inc., Memphis, Tenn. 

International Engineering, Inc., Dayton, Ohio. 

Jordan & Co., Inc., Paul R., Indianapolis, Ind. 

Kirk & Blum’ Mfg. Co., Cincinnati, Ohio. 

Lakewood Engineering & Mfg. Co., Chicago, Ill. 

Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 

Martin Fan & Blower Co., Chicago, Ill. 

Meier Electric & Machine ' Co., Inc., Indianapolis, Ind. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 

Myers Electric Co., Inc., Pittsburgh, Pa. 

National G Co., Buffalo, N. Y. (Aluminum) 

New York Blower Co., Chicago, Ill. 

Overly Mfg. Co., Greensburg, Pa. 

Peerless Electric Co., Warren, Ohio. 

Perkinson, William J., Chicago, Ill. 

Reed Unit-Fans, Inc., New Orleans, La. 

Rich Fan Mfg. Co., Phil, Houston, Tex. 

Rittling Corp., Buffalo, N. Y. 

Robertson Co., H. H., Pittsburgh, Pa. 

Signal Electric Div., King-Secley Corp., Menominee, Mich. 

Simpson Co., Oakland, Calif. 

Standard Electric Mfg. Co., Inc., West Berlin, N. J. 

Standard Stamping & Perforating Co., Chicago, Ill. 

Swartwout Co., Cleveland, Ohio. 

Thermotank, Inc., Detroit, Mich. (For high velocity systems) 

Titus Mfg. Corp., Waterloo, Iowa. 

Tuttle & Bailey ‘Div. of Allied Thermal Corp., New Britain, 
nn. 

United Sheet Metal Co., Inc., Columbus, O. 

United States Register Co., Battle Creek, Mich. 

Uno Ventilator €o., Malden, Mass. 

Van Noorden Co., E, Boston, Mass. 

Warner Ventilator Co, LeGrange, Ind. 

Wing Mfg. Co., L. J., Linden, N., J. 

Young Regulator Co., Cleveland, Ohio. 





LOUVERS, STATIONARY 


Aerovent Fan Co., Inc., Piqua, O. 

Air Conditioning Engineering Co., Cambridge, Mass. 
Air Control Products Inc., Coopersville, Mich. 
Air-Factors, Inc., Monrovia, Calif. 

Air-Path Products Co., Baltimore, Md. 

Allen Cooler & Ventilator Inc., Rochester, Mich. 
American Foundry & Furnace Co., Bloomington, Ill. 
American Metal Works, Inc., New Orleans, La. 
American Steel Band Co., Pittsbur gh, Pa. 

American Warming & Ventilating Co., Toledo, Ohio. 
Ammerman Co., Inc., Minneapolis, Minn. 

Appleton Supply Co., Inc., Appleton, Wis. 

Arex Co., Chicago, Til. 

Rechestnienn Co., Rockford, Ill. 

Berger Furnace Corp., — Vernon, Pa. 

Burt Mfg. Co., Akron, O 

Ceco Steel Products bow Chien: Ill. 

Cirklair Products Div., Folsom Co., Inc., Dallas, Tex 
Colt Ventilation of America, Inc., Los "Angeles, Calif. 
Commercialaire Corp. of America, Brooklyn, N. Y. 
Delta ey, Corp., hire g N. J. (For unit heaters) 
Donley Bros. Co., Clev 

Elgo Shutter & Mfg. Co.. Detroit, Mich. 

Empire Ventilation Equipment Co., Long Island City, N. Y. 
Firecraft Corp., Chicago, Ill. 

Frigid, Inc., Brooklyn, N. Y. 

Fulton Steelcraft Co., Swanton, O. 

Industrial Equipment Co., The, Minster, O. 

Inland Steel Products Co., Milwaukee, Wis. 
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Kirk & Blum Mfg. Co., Cincinnati, O. 

Leslie Welding Co., Inc., Chicago, II. 

Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 
Martin Fan & Blower Co., Chicago, Ill. 
Molloy Machine Corp., Chicago, III. 

Muckle Mfg. Co., Owatonna, Minn. 
Perkinson, William J., Chicago, III. 

Rich Fan Mfg. Co., Phil, Houston, Tex. 
Robertson Co., H. H., Pittsburgh, Pa. 

Simpson Co., Oakland, Calif. 

Swartwout Co., Cleveland, Ohio. 

Titus Mfg. Corp., Waterloo, Iowa. 

United Sheet Metal Co., Inc., Columbus, O. 
United States Gypsum Co., Chicago, Ill. 
United States Register Co., Battle Creek, Mich. 
Uno Ventilator Co., Malden, Mass. 

Waterloo Register Co., Inc., Waterloo, Ia. 
Wilder Products Co., Springfield, Ohio. 


LOUVERS, SUN REFLECTING 


Kaiser Aluminum & Chemical Corp., Oakland, Calif. 
Kawneer Co., Niles, Mich. 
Reflectal Corp., Subsidiary Borg-Warner Corp., Chicago, III. 


MACHINERY, SHEET METAL, REBUILT AND USED 


Capacity 10 ga or lighter 


Acme Equipment Co., Inc., Chicago, Ill. 

Burns Machinery Co., F. W., Milwaukee, Wis. 
Federal Machinery Co., New York, N. Y 
Harris Machinery Co., Minneapolis, Minn. 
Interstate Machinery Co., Inc., Chicago, III. 
Packham Crimper Co., Mechanics-Burgh, O. 
Potts-Farrington Co., Philadelphia, Pa. 

Reiner & Campbell Co., Inc., Newark, N. J. 
St. Louis Tool Co., St. Louis, Mo. 

Stueck, Inc., W. Whitney, Old Saybrook, Conn. 


MACHINES, SHEET METAL WORKING, ANGLE 
IRON BENDING 


Diesel Power, Inc., Greenville, Pa. 

Excelsior Tool & Machine Co., East St. Louis, Ill. 
Hendley & Whittemore Co., Beloit, Wis. 

Hossfeld Mfg. Co., Winona, Minn. 

Kane & Roach, Inc., Syracuse, N. Y. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Pedrick Tool & Machine Co., Philadelphia, Pa. 


MACHINES, SHEET METAL WORKING, BAR 
FOLDING, HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Bett-Marr Mfg. Co., Hopkins, Minn. 
Fallsington Mfg. Co., Fallsington, Pa. 

Niagara Machine & poe Works, Buffalo, N. Y. 
O'Neil-Irwin Mfg Lake City, Minn. 

Peck, Stow & W he Co., Southington, Conn. 
St. Louis Tool Co., St. Louis, Mo. 

Smith, R. E., Waukegan, III 


MACHINES, SHEET METAL WORKING, BEADING, 


HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Kraus Mfg. Co., Chas. E., Louisville, Ky. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Packham Crimper Co., Mechanics-Burgh, Ohio. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Robertson Machine and Foundry, Buffalo, N. Y. 


MACHINES, SHEET METAL WORKING, BEADING, 


POWER 


American Pullmax Co., Inc., Chicago, III. 
Fallsington Mfg. Co., Fallsington, Pa. 

Kane & Roach, Inc., Syracuse, N. Y. 

Kling Bros. Engineering Works, Chicago, III. 
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Maplewood Machinery Co., Chicago, IIl. 
—— Machine & Tool Works, Buffalo, N. Y. 
eck, Stow & Wilcox Co., Southington, Conn. 

Swain Mfg. Co., Fred J., St. Louis, Mo, 


MACHINES, SHEET METAL WORKING, BENDERS 


chenpien Blower & Forge Co., Logegetes. Pa. 
Power, Inc., Greenville, P 

Sarsisier Tool & e Con “Fast St. Louis, Ill. (Circular 
bending) 

Hendley & Whittemore Co., Beloit, Wis. 

Hossfeld Mfg. Co., Winona, Minn 

Kane & Roach, Inc., Syracuse, N. Y. 

Kling Bros. Engineering Mag arte Til. 

Knights Co., James, Sandwich, I 

Martens & Stormoen, West Quincy, Mas Mass. 

O'Neil-Irwin Mfg. Co., Lake City, Minn. 

Sebrell Corp. J. ., Los Angeles, Calif. 

Smith, R. E., aukegan, Ill. 

Whitney Metal Tool Co., Rockford, Iil. 


MACHINES, SHEET METAL WORKING, BRAKES, 
HAND 


Acme Equipment Co., Inc., Chica 0, Til. 

Barth Engineering & Mfg. Co., idale, Conn. 
Berkroy Products Co., Burbank, Calif. 
Bett-Marr Mfg. Co., Hopkins, Minn. 

Dreis & Krum Mfg. Co., Chicago, Ill. 
Niagara Machine & Tool "Works, Buffalo, N. Y. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Peck, Stow & Wilcox Co., Southington, Conn. 
Smith, R. E., Waukegan, ill. 

Stueck, Inc., W. Whitney, Old Saybrook, Conn. 
Ward Mac hi Co., Chicago, IIl. 

Whitney Metal Tool Co., Rockford, Ill. 


MACHINES, SHEET METAL WORKING, BRAKES, 
PORTABLE 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Berkroy Products Co., Burbank, Calif. 

Dreis & Krump Mfg. Co., Chicago, Til. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Peck, Stow & Wilcox 2a. Southington, Conn. 
Stueck, Inc., W. he iy — Saybrook, Conn. 
Vyke Mfg. Co., Denver, Co 

Whitney Metal Tool Co., Rockford, Ill. 


MACHINES, SHEET METAL WORKING, BRAKES, 
POWER 


Airtherm Mfg. Co., St. Louis, Mo. 

Bath Co., Cyril, Solon, O. 

Cincinnati Shaper Co., Cincinnati, O. 

Cleveland Crane & Engineering Co., Wickliffe, Ohio. 
Dreis & Krump Mfg. Co., Chicago, Ill. 

Excelsior Tool & Machine Co., East St. Louis, Ill. 
Heartley Machine & Tool Co.,. Toledo, Ohio. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Service Machine Co., Inc., Elizabeth, N. J. 
Stueck, Inc., W. Whitney, Old Saybrook, Conn. 
Verson Allsteel Press Co., Chicago, Ill. 


MACHINES, SHEET METAL WORKING, BRAKES, 
PRESS 


Airtherm Mfg. Co., St. Louis, Mo. 

Bath Co., Cyril, Solon, O. 

Dreis & Krump Mfg. Co., Chicago, III. 
Doelger & Kirsten, Inc., Milwaukee, Wis. 
Excelsior Tool & Machine Co., East St. Louis, Ill. 
Fallsington Mfg. Co., Fallsington, Pa. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
O'Neil-Irwin Mfg. Co., Lake City, Minn. 
Service Machine Co., Tnc., Eli N. J. 
Stueck, Inc., W. Whitney, Old Saybrook, Conn. 
Verson Allsteel Press Co., Chicago, Ill. 
Whitney Metal Tool Co., "Rockford, Ill. 
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MACHINES, SHEET METAL WORKING, BURRING, 
HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


MACHINES, SHEET METAL WORKING, BURRING, 
POWER 


Maplewood Machinery Co., Chicago, III. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Thor Power Tool Co., Chicago, Ill. 


MACHINES, SHEET METAL WORKING, 
CLEAT BENDING, HAND 


Lockformer Co., Chicago, III. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Smith, R. E., Waukegan, Ill. 


MACHINES, SHEET METAL WORKING, 
CLIP FORMING 


Meyer Sheet Meta! Machinery Co., Los Angeles, Calif. 
Whitney Mfg. Co., W. A., Rockford, Ill. 


MACHINES, SHEET METAL WORKING, 
COMBINATION, HAND 


Beading, Burring, Turning, Wiring, etc. 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Maplewood Machinery Co., Chicago, III. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Packham Crimper Co., Mechanics-Burgh, Ohio. 
Peck, Stow & Wilcox Co., Southington, Conn. 


MACHINES, SHEET METAL WORKING, 
COMBINATION, POWER 


Beading, Burring, Turning, Wiring, etc. 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Maplewood Machinery Co., Chicago, III. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck Stow & Wilcox Co., Southington, Conn. 
Roto-Table Co., Dayton, O. 

Wysong & Miles Co., Greensboro, N. C. 


MACHINES, SHEET METAL WORKING, 
CRIMPING, HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Berkroy Products Co., Burbank, Calif. 

Fallsington Mfg. Co., Fallsington, Pa. 

Kraus Mfg. Co., Chas. E., Louisville, Ky. 
Merchandising & Mfg. Associates, Inc., Lancaster, Pa. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Packham Crimper Co., Mechanics-Burgh, Ohio. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Whitney Metal Tool Co., Rockford, III. 


MACHINES, SHEET METAL WORKING, CRIMPING, 
POWER 


Fallsington Mfg. Co., Fallsington, Pa. 
Maplewood Machinery Co., Chicago, Ill. 

Metal Lace and Stitch, Inc., New York, N. Y. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Stamco Inc., New Bremen, O. 

Swaine Mfg. Co., Fred J., St. Louis, Mo. 
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MACHINES, SHEET METAL WORKING, DOUBLE 
SEAMING, ROOF, POWER 


Flagler Corp., The, Detroit, Mich. 

Follansbee Steel Corp., Follansbee, W. Va. 
Lockformer Co., Chicago, IIl. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck Stow & Wilcox Co., Southington, Conn. 
Swaine Mfg. Co., Fred J., St. Louis, Mo. 


MACHINES, SHEET METAL WORKING, DUCT 
FORMING 


See Machines, Sheet Metal Working, Grooving 


MACHINES, SHEET METAL WORKING, ELBOW, HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


MACHINES, SHEET METAL WORKING, ELBOW, 
POWER 


Maplewood Machinery Co., Chicago, Ill. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


MACHINES, SHEET METAL WORKING, FILING 


DoAll Co., Des Plaines, Ill. 
Grob Inc., Grafton, Wis. 


MACHINES, SHEET METAL WORKING, FLANGING, 
HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Lockformer Co., Chicago, IIl. 

Maplewood Machinery Co., Chicago, Ill. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Smith, R. E., Waukegan, Ill. 

Ward Machinery Co., Chicago, IIl. 


MACHINES, SHEET METAL WORKING, FLANGING, 
POWER 


Bath Co., Cyril, Solon, O. 

Engel Sheet Metal Equipment, Inc., St. Louis, Mo. 
Fallsington Mfg. Co., Fallsington, Pa. 

Flagler Corp., The, Detroit, Mich. 

Kling Bros. Engineering Works, Chicago, Ill. 
Lockformer Co., Chicago, IIl. 

Maplewood Machinery Co., Chicago, III. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Swaine Mfg. Co., Fred J., St. Louis, Mo. 

Ward Machinery Co., Chicago, Ill. 


MACHINES, SHEET METAL WORKING, GROOVING, 
HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Enderle, Inc., Ltd., Frank X., Los Angeles, Calif. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Whitney Metal Tool Co., Rockford, Ill. 


MACHINES, SHEET METAL WORKING, GROOVING, 
POWER 


Hardco Products, Wantagh, N. Y. 

Niagara Machine & Tool Works, Buffalo, N. Y. 

Peck, Stow & Wilcox Co., Southington, Conn. 
Speed-Seam Co., Chicago, II. 

Standard Power Groove Machine Corp., New York, N. Y. 
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MACHINES, SHEET METAL WORKING, GUTTER 
FORMING, HAND OR POWER 


Kane & Roach, Inc., Syracuse, N. Y. (Power) 
Robertson Machine and Foundry, Buffalo, N. Y. 
Stamco, Inc., New Bremen, Ohio. 


MACHINES, SHEET METAL WORKING, LOCK 
FORMING, POWER 


Fallsington Mfg. Co., Fallsington, Pa. 

Flagler Corp., The, Detroit, Mich. 

Kane & Roach, Inc., Syracuse, N. Y. 

Lockformer Co., Chicago, Ill. 

Maplewood Machinery Co., Chicago, III. 

Niagara Machine & Tool Works, Buffalo, N. Y. 


MACHINES, SHEET METAL WORKING, NIBBLING, 
HAND 


Fenway Machine Sales Co., Inc., Philadelphia, Pa. 
Heinrich Tools, Inc., Racine, Wis. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
Nord Corp., Nutley, N. J. 


MACHINES, SHEET METAL WORKING, NIBBLING, 
POWER 


American Pullmax Co., Inc., Chicago, Ill. 

Berkroy Products Co., Burbank, Calif. 

Campbell Machine Div. American Chain & Cable Co., Inc., 
Bridgeport, Conn. 

Libert Machine Co., Green Bay, Wis. 

Niagara Machine & Tool Works, Buffalo, N. Y. 

Nord Corp., Nutley, N. J. 

St. Louis Tool Co., St. Louis, Mo. 

Savage Co., W. J., Knoxville, Tenn. 

Service Machine Co., Inc., Elizabeth, N. J. 

oe Electric Tools Div., The Stanley Works, New Britain, 

nn. 
Thor Power Tool Co., Chicago, III. 
Wales-Strippit Co., North Tonawanda, N. Y. 


MACHINES, SHEET METAL WORKING, NOTCHING, 
MANUAL 


Beverly Shear Mfg. Co., Chicago, III. 

Diesel Power, Inc., Greenville, Pa. 

Engel Sheet Metal Equipment, Inc., St. Louis, Mo. 
Fallsington Mfg. Co., Fallsington, Pa. (Also power) 
Hendley & Whittemore Co., Beloit, Wis. 

Kidder Mfg. Co., Inc., J. F., Burlington, Vt. 
Merchandising and Mfg. Associates, Inc., Lancaster, Pa. 
Nord Corp., Nutley, N. J. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Punch Products Corp., Niagara Falls, N. Y. 

Thor Tool & Die Co., San Leandro, Calif. 

U. S. Tool & Die, Inc., Sharpsburg, Pa. 

Whitney fg. Co., W. A., Rockford, Ill. 

Whitney Metal Tool Co., Rockford, III. 

Wilder Mfg. Co., Carmel, Calif. 


MACHINES, SHEET METAL WORKING, 
NOTCHING, POWER 


Consolidated Marketing Corp., Philadelphia, Pa. 
Meyer Sheet Metal Machinery, Los Angeles, Calif. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
O'Neil-Irwin Mfg. Co., Lake City, Minn. 
Wales-Strippit Co., North Tonawanda, N. Y. 
Whitney Mee. Co., W. A., Rockford, Ill. 


MACHINES, SHEET METAL WORKING, 
PAN FORMING 
Dreis & Krump Mfg. Co., Chicago, III. 


Follansbee Steel Corp., Follansbee, W. Va. 
Roliton of America, Inc., Phoenix, Ariz. 
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Smith, R. E., Waukegan, Ill. 


MACHINES, SHEET METAL WORKING, PITTSBURGH 


LOCK FORMING 
Flagler Corp., The, Detroit, Mich. 
Lockformer Co., Chicago, Il. 
Maplewood Machinery Co., Chicago, IIl. 
Niagara Machine & Tool Works, Buffalo, N. Y. 


MACHINES, SHEET METAL WORKING, PITTSBURGH 
LOCK OPENING 
Birks Mfg. Co., Meriden, Conn. 
Fallsington Mfg. Co., Fallsington, Pa. 
Maplewood Machinery Co., Chicago, III. 


MACHINES, SHEET METAL WORKING, PRESSES 
Airtherm Mfg. Co., St. Louis, Mo. 
Allen Industries, Alva, Clinton, Mo. 
Bath Co., Cyril, Solon, O. 
Benchmaster “y= Gardena, Calif. 
Bertsch & Co., bridge City, Ind. 
Cincinnati Shaper Co., Cincinnati, Ohio. 
Cleveland Crane & Engineering Co., Wickliffe, Ohio. 
Cleveland Punch & Shear Works Co., Cleveland, Ohio. 
Davis & Son Machine Works, Los Angeles, Calif. 
Diamond Machine Tool Co., Pico, Calif. 
Doelger & Kirsten, Inc., Milwaukee, Wis. 
Dreis & Krump Mfg. Co., Chicago, Ill. 
Fallsington Mfg. Co., Fallsington, Pa. 
Famco Machine Co., Kenosha, Wis. 
Hardco Products, Wantagh, N. Y. 
Heidrich-Nourse Co., Los Angeles, Calif. 
Henry & Wright Div. Emhart Mfg. Co., Hartford, Conn. 
Highland Engineering Co., Santa Monica, Calif. 
Johnson Machine & Press Corp., Div. of Bontrager Corp., 
Elkhart, Ind. 
Kenco. Mfg. Co., Los Angeles, Calif. 
Leslie Welding Co., Inc., Chicago, Ill. 
New Albany Machine Mfg. Co., New Albany, Ind. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 
Service Machine Co., Inc., Elizabeth, N. J. 
Swaine Mfg. Co., Fred J., St. Louis, Mo. 
Verson Alisteel Press Co., Chicago, Ill. 
Wales-Strippit Co., North Tonawanda, N. Y. 
Ward Machinery Co., Chicago, Ill. 
Whitney Metal Tool Co., Rockford, III. 
Wiedemann Machine Co., Philadelphia, Pa. 
Wilson, Inc., K. R., Arcade, N. Y. 
Zeh & Hahnemann Co., Newark, N. J. 


MACHINES, SHEET METAL WORKING, PUNCHES, 
POWER 


Allen Industries, Alva, Clinton, Mo. 

Bath Co., Cyril, Solon, O. 

Chicago Pneumatic Tool Co., New York, N. Y. 

Cleve Punch & Shear Works Co., Cleveland, Ohio. 

Consolidated Marketing Corp., he re cee Pa. 

Davis & Son Machine Works, Los Angeles, Calif. 

Diamond Machine Tool Co., Pico, Calif. 

Doelger & Kirsten, Inc., Milwaukee, Wis. 

Excelsior Tool & Machine Co., East St. Louis, Ill. 

Fallsington Mfg. Co., Fallsington, Pa. 

Famco Machine Co., Kenosha, Wis. 

Hendley & Whittemore Co., Beloit, Wis. 

Henry & Wright Div. Emhart Mfg. Co., Hartford, Conn. 

Highland Engineering Co., Santa Monica, Calif. 

Johnson Machine & Press Corp., Div. of Bontrager Corp., 
Elkhart, Ind. 

Kenco Mfg. Co., Los Angeles, Calif. 

Kling Bros. Engineering Works, Chicago, Ill. 

Marshalltown Mfg. Co., Marshalltown, Ia. 

New Albany Machine Mfg. Co., New Albany, Ind. 

Niagara Machine & Tool Works, Buffalo, N. Y. 

O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Progressive Welder Sales Co., Detroit, Mich. 

Royersford Foundry & Machine Co., Royersford, Pa. 

Swaine Mfg. Co., Fred J., St. Louis, Mo. 

Verson Allsteel Press Co., Chicago, Ill. 

Wales-Strippit Co., North Tonawanda, N. Y. 





= Corp., North Hollywood, Calif. (Portable pneu- 
matic 

Weiss & Co., H., New York, N. Y. 

Whitney Mfg. Co., W. A., Rockford, Ill. 

Whitney Metal Tool Co., Rockford, Ill. 

Wiedemann Machine Co., Philadelphia, Pa. 

Zeh & Hahnemann Co., Newark, N. J. 


MACHINES, SHEET METAL WORKING, 
ROD CUTTING 


Beverly Shear Mfg. Co., Chicago, Ill. 

Diesel Power, Inc., Greenville, Pa. 
Hendley & Whittemore Co., Beloit, Wis. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 
Ould (USA ) Ltd., John, Mt. Vernon, N. Y. 


MACHINES, SHEET METAL WORKING, SAWS, BAND, 
SHEET METAL CUTTING 


Bett-Marr Mfg. Co., Hopkins, Minn. 

Delta Power Tool Div., Rockwell Mfg. Co., Pittsburgh, Pa. 
DoAll Co., Des Plaines, Iil. 

Grob Inc., Grafton, Wis. 

Stueck, Inc., W. Whitney, Old Saybrook, Conn. 

Tannewitz Works, Grand Rapids, Mich. 

Wells Mfg. Corp., Three Rivers, Mich. 


MACHINES, SHEET METAL WORKING, SAWS, 
CIRCULAR, SHEET METAL CUTTING 


Aluminum Enterprises, Inc., Detroit, Mich. 
Collins Machinery Corp., Los Angeles, Calif. 
Kett Tool Co., Cincinnati, O. 

Tannewitz Works, Grand Rapids, Mich. 


MACHINES, SHEET METAL WORKING, SAWS, 
HACK, POWER 


Alpha Tool & Supply Co., Westwood, N. J. 

pion Blower & Forge Co., Lancaster, Pa. 
Merchandising & Mfg. Associates, Inc., Lancaster, Pa. 
Racine Hydraulics & Machinery, Inc., Racine, Wis. 
Robertson Machine and Foundry, Buffalo, N. Y. 
Royersford Fo & Machine Co., Royersford, Pa. 
Skil Corporation, Chicago, II. 
Thor Power Tool Co., Chicago, Ill. 


MACHINES, SHEET METAL WORKING, SEAMING, 
HAND 


Enderle, Inc., Ltd., Frank X., Los Angeles, Calif. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Smith, R. E., Waukegan, III. 

Whitney Metal Tool Co., Rockford, Ill. 


MACHINES, SHEET METAL WORKING, SEAMING, 
POWER : 


Bliss Co., E. W., Detroit, Mich. 

Flagler Corp., The, Detroit, Mich. 

Hardco Products, Wantagh, N. Y. 

Lockformer Co., Chicago, III. 

Maplewood Machinery Co., Chicago, Ill. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Progressive Welder Sales Co., Detroit, Mich. 
Speed-Seam Co., Chicago, Ill. 

Stamco, Inc., New Bremen, Ohio. 

Swaine Mfg. Co., Fred J., St. Louis, Mo. 


MACHINES, SHEET METAL WORKING, SETTING 
DOWN, HAND 


Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
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MACHINES, SHEET METAL WORKING, SETTING 
DOWN, POWER 


Fallsington Mfg. Co., Fallsington, Pa. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


MACHINES, SHEET METAL WORKING, SHAPE 
FORMING, POWER 


For Mouldings and Shapes 


Dahlstrom Machine Works, Chicago, Ill. 
Hendley & Whittemore Co., Beloit, Wis. 

Kane & Roach, Inc., Syracuse, N. Y. 
Lockformer Co., Chicago, IIl. 

Maplewood Machinery Co., Chicago, Ill. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Wysong & Miles Co., Greensboro, N. C. 

Yoder Co., Cleveland, Ohio. 


MACHINES, SHEET METAL WORKING, SHEARS, 
ANGLE IRON 


Bateman Foundry & Machine Co., Mineral Wells, Tex. 
Hendley & Whittemore Co., Beloit, Wis. 

Kidder Mfg. Co., Inc., J. F., Burlington, Vt. 

Whitney Metal Tool Co., Rockford, Ill. 


MACHINES, SHEET METAL WORKING, SHEARS, 
CIRCLE, HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Berkroy Products Co., Burbank, Calif. 

Klenk, Inc., Karl, Wilmington, Del. 

Niagara Machine & Too! Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


MACHINES, SHEET METAL WORKING, SHEARS, 
CIRCLE, POWER 


American Pullmax Co., Inc., Chicago, III. 

H. A. Mfg. Co., York, Pa. 

Kling Bros. Engineering Works, Chicago, Ill. 
Libert Machine Co., Green Bay, Wis. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


MACHINES, SHEET METAL WORKING, SHEARS, 
=LECTRIC, PORTABLE 


Black & Decker Mfg. Co., Towson, Md. 

Fenway Machine Sales Co., Inc., Philadelphia, Pa. 

Mal! Tool Co., Div. of Remington Arms Co., Inc., Chicago, Ill. 

Merchandising & Manufacturing Associates, Inc., Lancaster, Pa. 
(Electric or pneumatic drill attachment) 

Millers Falls Co., Greenfield, Mass. 

O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Skil Corporation, Chicago, III. 

Stanley Electric Tool Div., Stanley Works, New Britain, Conn. 

Wilder Mfg. Co., Inc., Carmel, Calif. 


MACHINES, SHEET METAL WORKING, SHEARS, 
ROTARY, SLITTING, HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Berkroy Products Co., Burbank, Calif. 

Champion Blower & Forge Co., Lancaster, Pa. 
Engle Sheet Metal Equipment, Inc., St. Louis, Mo. 
Fidelity Tool Supply, Inc., Camden, N. J. 
Marshalltown Mfg. Co., Marshalltown, lowa. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Ward Machinery Co., Chicago, Ill. 

Whitney Mfg. Co., W. A., Rockford, Ill. 
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MACHINES, SHEET METAL WORKING, SHEARS, 
ROTARY, SLITTING, POWER 


American Pullmax Co., Inc., Chicago, Ill. 

Kling Bros. Engineering Works, Chicago, III. 

Marshalltown Mfg. Co., Marshalltown, Iowa. 

Niagara Machine & Tool Works, Buffalo, N. Y. 

Peck, Stow & Wilcox Co., Southington, Conn. 

Stanat Mfg. Co., Inc., Long Island City, N. Y. 

Stanley Electric Tool Div., Stanley Works, New Britain, Conn. 
Wilder Mfg. Co., Inc., Carmel, Calif. 


MACHINES, SHEET METAL WORKING, SHEARS, 
SQUARING, MANUAL 


Acme Equipment Co., Inc., Chicago, III. 

Barth Engineering & Mfg. Co., Milldale, Conn. 
Diamond Machine Tool Co., Pico, Calif. 
Highland Engineering Co., Santa Monica, Calif. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Whitney Metal Tool Co., Rockford, Hil. 
Wysong & Miles Co., Greensboro, N. C. 


MACHINES, SHEET METAL WORKING, SHEARS, 
SQUARING, POWER 


Acme Equipment Co., Inc., Chicago, Ill. 

Barth Engineering & Mfg. Co,, Milldale, Conn. 

Bertsch & Co., Cambridge City, Ind. 

Cincinnati Shaper Co., Cincinnati, Ohio. 

Cleveland Crane & Engineering Co., Wickliffe, Ohio. 

Diamond Machine Tool Co., Pico, Calif. 

Engel Sheet Metal Equipment, Inc., St. Louis, Mo. 

Famco Machine Co., Kenosha, Wis. 

H. A. Mfg. Co., York, Pa. 

Johnson Machine & Press Corp., Div. of Bontrager Corp., 
Elkhart, Ind. 

Niagara Machine & Tool Works, Buffalo, N. Y. 

O'Neil-Irwin Mfg. Co., Lake City, Minn. 

Peck, Stow & Wilcox Co., Southington, Conn. 

Stamco, Inc., New Bremen, Ohio. 

Verson Allsteel Press Co., Chicago, III. 

Whitney Metal Tool Co., Rockford, Ill. 

Wilder Mfg. Co., Inc., Carmel, Calif. 

Wysong & Miles Co., Greensboro, N. C. 


MACHINES, SHEET METAL WORKING, SLIP ROLL 
FORMING, HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Berkroy Products Co., Burbank, Calif. 

Hendley & Whittemore Co., Beloit, Wis. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Peck, Stow & Wilcox Co., Southington, Conn. 

San Angelo Foundry & Machine Co., San Angelo, Tex. 
Wysong & Miles Co., Greensboro, N. C. 


MACHINES, SHEET METAL WORKING, SLIP ROLL 
FORMING, POWER 


Bertsch & Co., Cambridge City, Ind. 

Fallsington Mfg. Co., Fallsington, Pa. 

Hendley & Whittemore Co., Beloit, Wis. 

Kling Bros. Engineering Works, Chicago, Ill. 

Slewend Machinery Co., Chicago, Ill. 

Niagara Machine & Tool Works, Buffalo, N. Y. 

Peck, Stow & Wilcox Co., Southington, Conn. 

Reed Equipment Div., The Webb Corp., Webb City, Mo. 
San Angelo Foundry & Machine Co., San Angelo, Tex. 
Wysong & Miles Co., Greensboro, N. C. 


MACHINES, SHEET METAL WORKING, SLITTING, 
HAND 

Barth Engineering & Mfg. Co., Milldale, Conn. 

Berkroy Products Co., Burbank, Calif. 


Beverly Shear Mfg. Co., Chicago, Ill. 
Hendley & Whittemore Co., Beloit, Wis. 
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Kidder Mfg. Co., Inc., J. F., Burlington, Vt. 
Nia, Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Ward Machi Co., Chicago, Ill. 

Whitney Mfg. Co., W. A., Rockford, Ill. 
Whitney Metal Tool Co., Rockford, Ill. 


MACHINES, SHEET METAL WORKING, SLITTING, 
POWER 


Dahlstrom Machine Works, Chicago, Ill. 
Engel Sheet Metal Equipment, Inc., St. Louis, Mo. 
Hendley & Whittemore Co., Beloit, Wis. 
Kane & Roach, Inc., Syracuse, N. Y. 

Libert Machine Co., Green Bay, Wis. 
Lockformer Co., Chicago, Ill. 

Maplewood Machinery Co., Chicago, III. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
St. Louis Tool Co., St. Louis, Mo. 

Stamco, Inc., New Bremen, Ohio. 

Stanat Mfg. Co., Inc., Long Island City, N. Y. 
Wilder Mfg. Co., Inc., Carmel, Calif. 

Yoder Co., Cleveland, Ohio. 


MACHINES, SHEET METAL WORKING, STITCHING, 
POWER 


Bostitch, East Greenwich, R. I. 


MACHINES, SHEET METAL WORKING, WIRING, 
HAND 


Barth Engineering & Mfg. Co., Milldale, Conn. 
Maplewood Machinery Co., Chicago, Ill. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


MACHINES, SHEET METAL WORKING, WIRING 
POWER 


Maplewood Machinery Co., Chicago, Ill. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck Stow & Wilcox Co., Southington, Conn. 


MALLETS, METAL WORKING 


nen Soils & Refining Works, Inc., Brooklyn, N. Y. 

(Lea 

Chase Brass & Copper Co., Inc., Waterbury, Conn. (Copper) 

Chicago Rawhide Mfg. Co., Chicago, Ill. (Rawhide and nylon) 

Division Lead Co., Summit, Ill. (Lead) 

Greene, Tweed & Co., New York, N. Y. (Plastic, rawhide, 
composition, copper & babbit) 

Hi-Lok Mfg. Co., Akron, O. (Aluminum, steel, brass, copper, 
plastic, nylon) 

Lignum-Vitae Products Corp., Jersey City, N. J. 

Maplewood Machinery Co., Chicago, III. 

New Plastic Corp., Hollywood, Calif. (Plastic) 

Niagara Machine & Tool Works, Buffalo, N. Y. (Hickory) 

Republic Rubber Div. Lee Rubber & Tire Corp., Youngstown, 
Ohio. (Rubber) 

Stanley Electric Tools Div., The Stanley Works, New Britain, 
Conn. (Plastic) 

Stossel & Sons Co., Carl, Front Royal, Va. (Hickory & dog- 
wood) 

— Hammer Co., Seattle, Wash. (Nylon, plastic and metal 
aced) 


MARQUEES, PREFABRICATED 
See Canopies, Prefabricated 


MATS, EVAPORATIVE COOLER 


Alton Mfg. Co., Dallas, Texas. (Aspenwood and Rubberized) 

International Metal Products Co., Phoenix, Ariz. (Chemically 
treated aspen fiber) 

Magic Aire Div., United Electric Co., Wichita Falls, Tex. 





Morey, Dan, Los Angeles, Calif. {Aspen) 
Palmer Excelsior, Inc., Ariz. am og 
Western Wood Excelsior Mfg. Co., Phoenix, Ariz. 
Winter Mfg. Co., Winter, Tex. 


METAL CEILINGS 
See Ceilings, Metal 


METAL HOSE 
See Hose and Fittings, Metal 


METAL LACING AND STITCHING MACHINES 
See Machines, Sheet Metal Working, Crimping 


METAL SPRAY GUNS 
See Guns, Spray, Metal 


METAL STAMPINGS 
See Stampings, Metal 


METALS, PERFORATED, SHEET AND PLATE 


Auer Register Co., Cleveland, O. 

Beckley Perforating Co., Garwood, N. J. 

Belmont Smelting & Refining Wks., Inc., Brooklyn, N. Y. 
Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Chicago Perforating Co., Chicago, Til. 

Colonial Alloys Co., Philadelphia, Pa. 

Cross Engineering Co., Carbondale, Pa. 

Diamond Mfg. Co., Wyoming, Pa. 

Division Lead Co., Summit, II]. 

Erdle Perforating Co., Rochester, N. Y. 

Harrington & King Perforating Co., Inc., Chicago, Ill. 
Harrison Sheet Steel Co., Chicago, ll. 

Hendrick Mfg. Co. Carbondale, Pa. 

Johnston & Chapman Co., Chicago, Ill. 

Littleford Bros., Inc., Cincinnati, Ohio. 


Manhattan Perforated Metal ca. Inc., Long Island City, N. Y. 


McKey Perforating Co., Inc., Milwaukee, Wis. 
Miller & Doing, rooklyn, N. Y. 
Mundt & Sons, Charles, Jersey City, N. J. 
Penn Metal Co., Inc., New York, N. Y 
Reynolds Metals Co., Louisville, Ky. 
Rigidized Metals Corp., Buffalo, N. Y. 
ee Stamping & Perforating Co., Cene> Ill. 
Ryperies Metal Fabricating Co., Niles, Ohi 
eeling Corrugating Co., Wheeling. W. Va. 


METERS, AIR VELOCITY, DIRECT READING 


Anemostat Corp. of America, New York, N. Y. 
Bacharach Industrial Instrument Co., Pittsburgh, Pa. 
Detroit Air Conditioning Service Co., Nashville, Mich. 
Dwyer Mfg. Co., F. W., Michigan City, Ind. 

Hastin gs-Raydist, Inc., Hampton, Va. 

Illinois T Testing Laboratories, Inc., Chicago, Il. 
Taylor Instrument Companies, Rochester, N. Y. 


METERS, SOUND LEVEL 
Scott, Inc., Hermon Hosmer, Cambridge, Mass. 


MOLDINGS AND TRIM, ORNAMENTAL, CABINET 
AND CASING 


Aluminum Co. of America, Pittsburgh, Pa. 
Aluminum Goods Mfg. Co., Manitowoc, Wis. 
American Insulator Corp., New Freedom, Pa. 
Brasco Mfg. Co., Harvey, Ill. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 


72d 


Detwit ‘Moulding Div. L.A. Young” 
Detroit Moulding Div. L. Young Suing & Wire Corp., 
Detroit, Mich. 
Empire Door Co., Inc., New York, N. Y. 
amestown, N. 


& Brass lnc, New York, N. Y. 
ae etals Corp., 0. 
Metals Inc., Rockford, Ill. 
essee Fabricating Co., Memphis, Tenn. 
Wemer Co., Inc., R. D., New York, N. 4 


MOLDINGS AND TRIM FOR SIDING, SHINGLES 
AND STORE FRONTS 


Allmetal Weatherstrip Co., Chicago, Ill. (Zinc) 

Appleton Supply G., Inc., Appleton, Wis. (Aluminum, zinc) 
Ceco Steel Products Corp., Chicago, Ill. 

Sawesds Mfg. Co., Inc., Cincinnati, Ohio. 

Inland Steel a Co., Milwaukee, Wis. (Corners) 

Klauer Mfg. Co., Dubuque, Iowa. 

Matthiessen & Hegeler Zi Co., LaSalle, Ill. 

Penn Supply & Metal Corp., Philadelphia, Pa. 

Quaker State Metals Co., Mor mg Pa. 

Reynolds Metals .* Louisville, (Aluminum) 

Royal-Apex Mfg. Co., Inc., Srockiva, N. Y. (Bull nose corner 

bead) 


Sioux Steel Co., Sioux Falls, S, Dak. 
Trimedge of Ga., Inc., Newman, Ga. 
Werner Co., R. D., Inc., New York, N. Y. 


MONORAIL SYSTEMS 


Track, Trolley, Hoist, Accessories 


American MonoRail er Cleveland, Ohio. 
Tramrail Co., Chicago, Ill. 

Cleveland Crane &  Tingineeting Co., Wickliffe, Ohio. 

Richards-Wilcox Mfg. Co., Aurora, Til. 


Shepard Niles Crane & Hoist Corp., Montour Falls, N.Y. 
Co., Jervis B., Detroit, Mich. 


MOTOR TRUCKS 
See Trucks, Motor 


MOTORS, ELECTRIC, DUCT, DAMPER, MODULATING 
OR PROPORTIONING 


See Controls, Motor, Duct Damper, Modulating or Proportioning 


MOTORS, ELECTRIC, DUCT, DAMPER, TWO POSITION 


See Controls, Motor, Duct Damper, Two Position 


MOTORS, ELECTRIC, FRACTIONAL H.P. 


ACEC Electric Corp., New York, N. Y. 

Acro Mfg. Co., Controls Div., Columbus, O. 

Baldor Electric Co., St. Louis, Mo. 

Barber-Colman Co., Rockford, Ill. 

Bodine Electric Co., Chicago, Ill. 

Brown-Brockmeyer Co., Inc., Dayton, Ohio. 

Century Electric Co., St. Louis, Mo. 

Delco Appliance Div. General Motors Corp., Rochester, N. Y. 

Delco Products Div. General Motors Corp., Dayton, Ohio. 

Delta Power Tool Div., Rockwell g. Co., Pittsburgh, Pa. 

Diehl Mfg. Co., Somerville, N. J. 

Doerr Electric Co., Cedarburg, Wis. 

Electric Motor Corp. .. Div. Howard Industries, Inc., Racine, 
Wis. 


Electric Motors & Specialties, Inc., 7; Ind. 

Electronics Div., Iron Fireman Mfg. Co., Portland, Ore. (Rotating 
member on outside) : 

Emerson Electric Mig. Co., St. —_ - 

Fasco Industries, Inc., Rochester, N 

Franklin Electric Co., "Inc., Bluffton, ‘tei. 
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General Electric Co., Apparatus Sales Div., Schenectady, N. Y. 
Granger, Inc., W. W., Chicago, Ill. 
Holtzer-Cabot Motor Div., National Pneumatic Co., Inc., Boston, 
Howard ete, Inc., Racine, Wis. 
Co., Chicago, Ill. 
Iron Fionn 'g- Co., Cleveland, Ohio. 
Jack & Heintz, Inc., Cleveland, Ohio. 
mokoenr Inc., North Plainfield, N. J. 
Kent, Ohio. 
Uaand Hletic¢ Co., Div. American Machine & Foundry Co., Day- 
ton, 


‘ a, Ohio. 
es, Calif. 
Morrill Motors, Inc., Fe’ Wayne, Ind. 
Ohio Electric Mfg. Co., Cleveland, Ohio. 
Packard Electric Div., General Motors, Corp., Warren, Ohio. 
Peerless Electric Co., Warren, Ohio. 
Redmond Distributors, Inc., Owosso, Mich. 
Reuland Elec. Co., Alhambra, Calif. 
— Electric Co., River Grove, Ill. 
uns & Myers, Inc., Springfield, Ohio. 
Rotor Corp., Dayton, Ohio. 
Small Motors, Inc., Chicago, Ill. 
i ., A. O., Motor Div., Tipp City, O. 
g. Co., Div. of Thor Power Tool Co., Chicago, Ill. 

rp., O. A., Wichita, Kans. 
Torq Electric Corp., Bedford, Ohio. 
USS. Electrical Motors, Inc., Los Angeles, Calif. 
Universal Electric Co., Owosso, Mich. 
Wagner Electric Corp., St. Louis, Mo. 
Westinghouse Electric Corp., Pittsburgh, Pa. 


MOTORS, ELECTRIC, 1 H.P. AND OVER 


ACEC Electric Corp., New York, N. Y. 
Allis-Chalmers Mfg. Co., Milwaukee, Wis. 
Allis Co., Louis, Milwaukee, Wis. 

Armor Electric Co., Erie, Pa. 

Baldor Electric -Co., St. Louis, Mo. 
Brown-Brockmeyer Co., Inc., Dayton, Ohio. 
Century Electric Co., St. Louis, Mo. 
Crocker-Wheeler Div. Elliott Co., Ampere, N. J. 

Delco Products Div., General Motors Corp., ‘Dayton, Ohio. 

Delta Power Tool Div., Rockwell Mfg. Co., Pittsburgh, Pa. 
Diehl Mfg. Co.. Somerville, N. J. 


Doerr Electric Co., Cedarburg, Wis. 

Electric Machinery Mfg. Co., Minneapolis, Minn. 

Electro Dynamic Div., General Dynamics Corp., Bayonne, N. J. 

Emerson Electric Mfg. Co., St. Louis, Mo. 

Fairbanks, Morse & Co., Chicago, Ill. 

Franklin Electric Co., Inc., Bluffton, Ind. 

General Electric Co., Apparatus Sales Div., Schenectady, N. Y. 

Ideal Electric & Mfg. Co., Mansfield, Ohio. 

Imperial Electric Co., Akron, Ohio. 

Kingston-Conley, Inc., North Plainfield, N. J. 

Leland Electric Co., Div. American Machine & Foundry Co., Day- 
ton, Ohio. 

Lima Electric Motor Co., The, Lima, O. 

Lincoln Electric Co., Cleveland, O. 

Marathon Electric Mfg. Corp., Wausau, Wis. 

Marble-Card Electric Corp., Gladstone, Mich. 

Master Electric Co., Dayton, Ohio. 

Newman Industries America Inc., New York, N. Y. 

Peerless Electric Co., Warren, Ohio. 

Philadelphia Gear Works, Inc., Philadelphia, Pa. 

Reliance Electric & Engineering Co., Cleveland, O. 

Reuland Electric Co., Alhambra, Calif. 

Robbins & Meyers, Inc., Springfield, Ohio. 

Smith Corp., A. O., Motor Div., Tipp City, O. 

Star-Kimble Motor Div., Miehle Printing Press & Mfg. Co., 
Bloomfield, N.J. 

Sterling Electric Motors, Inc., Los Angeles, Calif. 

U. S. Electrical Motors, Inc., Los Angeles, Calif. 

Valley Electric Corp., St. Louis, Mo. 

Wagner Electric Corp., St. Louis, Mo. 

Westinghouse Electric Corp., Pittsburgh, Pa. 
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NAILS, ALUMINUM 


Aluminum Co. of America, Pittsburgh, Pa. 
Dickson Weatherproof Nail Co., Evanston, Ill. 
Downs-Smith Brass & Corner f Ss Inc., Long Island City, N. Y. 
— yoy yy .1L, N.Y. 
lependent & Packing Co Bridgewater, Mass. 
Kaiser Aluminum & Chemical “Corp., Oakland, Calif. 
Nickels Wire & Aluminum Co., Davenport, Iowa. 


NAILS, BRASS OR COPPER 


American Steel & Wire Div., U. S. Steel Corp., Cleveland, 
Ohio. 

Chase Brass & Copper Co., Inc., eoetn 

Copperweld Steel Co., Wire and Gaohe iv., G jassport Pa. 

Downs-Smith Brass & Copper Co., tac Long Island City, N. Y. 

Hassall, Inc., John, Westbury, L. L., 

Hussey & Co.. C. G., Pittsburgh, P; te 

Independent Nail & Packing Co., Bridgewater, Mass 


NAILS, HARDENED MASONRY 


American Steel & Wire Div., U. S. Steel Corp., Cleveland, 
hio. 

Dickson Weatherproof Nail Co., Evanston, Ill. 

Hillwood Mfg, Co., Ohio. 

Independent Nail & Packing Co., Bridgewater, Mass. 

Parker-Kalon Div., General "American Transportation Corp., 
Clifton, N. J. 

Tremont Nail Co., Wareham, Mass. 

Wheeling Corrugating Co., Wheeling, W. Va. 

Wood Steel Co., Alan, Conshohocken, Pa. 


NAILS, ROOFING 


American Steel & Wire Div., U. S,. Steel, Corp., Cleveland, 
Ohio. 

Berger Div., Republic Steel Corp., Canton, O. (Galvanized) 

Bethlehem Steel Co., Bethlehem, Pa. (Steel) 

Ceco Steel Products Corp., Chicago, Ill. (Steel) 

Chase Brass & per Co., Inc,, Waterbury, Conn. (Copper) 

Copperweld Steel Wire and Cable Div., Glassport, P: 

Deniston Co., Chicago, Ill. (Steel & aluminum ) 

Dickson Weatherproof Nail Co., Evanston, Ill. (Lead headed) 

Division Lead Co., Summit, Ill. (Lead) 

Downs-Smith Brass & Copper Co., Inc., Long Island City, N. Y. 


(Copper) 
Hassall, vit John, Westbury, L. I, N. Y. (Copper) 
Hussey & Co. C. G., Pittsburgh, Pa. (Copper) 
Independent Nail & ’Packing Co. ter, Mass. 
— & Laughlin Steel Cae Pubes Pe 
—_ Aluminum & Chemical Corp., Oakland, Calif, (Alumi- 


um ) 

Klsuer Mig. 1: Dubuque, Ia. (Lead head steel) 
e Co., , Peru, Ill. 

Pittsburgh Steel Co., Pittsburgh, Pa. 

Quaker State Metals Co., Lancaster, Pa. (Aluminum) 

Republic Steel Corp., Cleveland, Ohio. (Steel) 

Reynolds Metals Co., Louisville, K ar (Aluminum 


Tennessee Coal & Iron Div., Steel Corp., ’pricheld, Ala. 
Wood Steel Co., Alan, Conkehecuon, Pa. (Steel) 


NAILS, SCREW, HARDENED 


soon Steel & Wire Div., U. S. Steel Corp., Cleveland, 
Ohio. 
Deniston Co., Chicago, Ill. (Pallet) 

Dickson Weatherproof Nail Co., Evanston, Ill. 
Hillwood Mfg. Co., Fate Ohio. (Drive) 
Independent Jail & Packing Co., Bridgewater, 
Maze Co., W. H., Peru, Ill. 


Pecher Kalon Div., General American Transportation Corp., 
to 


N. J. 
Pittsburgh Steel Co., Pittsburgh, Pa. 


NAILS, STAINLESS STEEL 
— se Metal Products Co., Inc., Castleton-on-Hudson, 
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Alimetal Screw Products Co., Inc., Garden City, N. Y. 
Steel Corp., Cleveland, 


American Steel & Wire Div., U. S. 

Ohio. 
Dickson Weatherproof Nail Co., Evanston, fil. 
Hassall, Inc., John, Westbury, LL, N. Y. 
Independent’ Nail & Packing Co., Bridgewater, Mass. 
Star Stainless Screw Co., Paterson, N. J. 
Tremont Nail Co., Wareham, Mass. 


NAILS, ZINC COATED 


American Steel & Wire Div., U. S. Steel Corp., Cleveland, 
Ohio. 

Berger Div., Republic Steel Corp., Canton, O. 
Bethlehem Steel Co., Bethlehem, Pa. 
omer 9 Westherproot Nail Co., Evanston, III. 

sy Py erin LI . N.Y. 

ae on Mass. 

ia Steel Corp., Pittsburgh, Pa 

. H., Peru, Ill. 
New Delphos Mig. Co., Delphos, Ohio. 
Republic Steel Corp., Cleveland, Ohio. 
Tennessee Coal & Iron Div., U. S. Steel Corp., Fairfield, Ala. 
Tremont Nail Co., Wareham, Mass. 
Wheeling Corrugating Co., Wheeling, W. Va. 


See Machines, Sheet Metal Working, Nibbling; Machines, Sheet 
Metal Working, Shears, Electric 


NICKEL AND NICKEL ALLOY SHEETS 
See Sheets, Metal, Special Metal 


NIGHT AIR FANS 
See Fans, Night Alr Cooling 


NOTCHERS 
See Machines, Sheet Metal Working, Notching 


NOTCHERS, DRIVE CLEAT 
See Punches, Bench 


NOZZLES, OlL BURNER 


Balloffet Nozzle Co., Inc., Guttenberg, N. J. 

Benjamin Air Rifle Co., St. Louis, Mo. 

Boston Machine Works Co., Lynn, Mass. (Also nozzle kit) 
Delavan Mfg. Co., West Des oe lewa. 

Hago Products, Mountainside, N . j. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Monarch Mfg. Works, Inc., Philadelphia, Pa. 

Steinen Mfg. Co., Wm., Newark, N. J. 


NOZZLES, SPRAY, WATER 


American Coolin Tower Co., Kansas City, Mo. 

Benjamin Air Co., St. Louis, Mo. 

Binks Mfg. Co., Chicago, III. 

Buffalo Forge Co., B alo, N. Y. 

Carrier Corp., Syracuse, N. Y. 

Chain Belt Co., Milwaukee, Wis. 

Clarage Fan Co., Kalamazoo, Mich. 

Delavan Mfg. Co., West Des Moines, Iowa. 

eee Metal Specialty Co., Eddington, Pa. 
’-Mist, Inc., Chicago, Til. 

et Mfg. Works, Inc., Philadelphia, Pa. 

Plummer Spray Equipment Co., pepenenn, Ohio. 

Rega Mfg. Co., Rochester, N 

Ross Sprinkler Co ; aeneal Calif. 

Schutte and Ko Co. Cornwells Heights, Bucks Co., Pa. 


Spray , Somerville, Mass. 
Spraying Co., "Bellwood, Ill. 
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Stearns Co., N. C., Shreveport, La. 
Steinen Mfg Co., Wm., Newark, N. J. 


—— ectsic Products Corp., Rochester, N. Y. 
Towers, Inc., Houston, Tex. 

Tinnerman Products, Inc., Cleveland, O. 

Water Cooling Equipment Corp., St. Louis, Mo. 
Yarnall-Waring Co., Philadelphia, Pa. 


NUTS, PRONGED 
Fox Products Co., Philadelphia, Pa. 


ODOR ADSORBERS 
See Adsorbers, Odor 


OIL BURNER CONTROLS 
See Controls; Control Systems 


OIL BURNER PARTS 
See Burner Parts, Oll 


OlL BURNER REPAIR TOOLS 
See Tools, Oll Burner Repair 


OIL BURNERS 
See Burners, Conversion, Olli 


OILS, FOR COATING VISCOUS AIR FILTERS 
Research Products Corp., Madison, Wis. 


ORNAMENTS, SHEET METAL 
See Moldings and Trim, Ornamental 


PACKAGED SYSTEMS 
See Systems, Heating, Small Pipe 


PADS, EVAPORATIVE COOLER 
See Mats, Evaporative Cooler 


PAINT, ROOFING 


American-Marietta Co., Chicago, III. 

Allied Chemical & Dye Corp., New York, N. Y. 
(Pitch base) 
Blue Ridge Talc Co., Inc., Henry, Va. 

Cabot, Inc., Samuel, Boston, Mass. 

Calbar Paint & Varnish Co., Philadelphia, Pa. 

Carey Mfg. Co., Philip, Cincinnati, Ohio. 

Carter Paint Co. Liberty, Ind 

Champion Bronze Powder & Paint Co., Chicago, III. 
Cheesman-Elliot Co., Inc., Brooklyn, N. Y. 

Continental Products Co., Euclid, Ohio. 

Coopers Creek Chemical Corp., West Conshohocken, Pa. 
Debevoise Co., Brooklyn, N. Y. 

du Pont de Nemours & Co., Inc., E. I., Wilmington, Del. 
Fibreboard Paper Products Corp., San Francisco, Calif. 
Flintkote Co., New York, N. Y. 

Hetzel Roofing Products Co., Inc., Newark, N. J. 

Horn Co., Inc., A. C., Long Island City, N. Y. 

Illinois Bronze Powder Co., Inc., Chicago, Ill. 

Inter-Coastal Paint Co., East St. Louis, Ill. 

Iowa Paint Mfg. Co., Inc., Des Moines, Iowa. (Asphalt) 
Koppers Co., Inc., Pittsburgh, Pa. 

Lastik Products Co., Inc., Pittsburgh, Pa. (Asphalt & fiber) 
Lexsuco, Inc., Cleveland, Ohio. 
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Metropolitan Refining Co., Inc., Long Island City, N. Y. 

Midland Paint & Varnish Co., Cleveiand, Ohio. 

National Mfg. Corp., Tonawanda, N. Y. 

Nebel Mfg. Co., Cleveland, Ohio. 

Ohmlac Paint & Refining Co., Chicago, Ill. (Asphalt) 

Pecora Paint Co., Philadelphia, Pa. 

Pittsburgh Pilate Glass Co., Pittsburgh, Pa. 

Presstite Engineering Co., St. Louis, Mo. 

Reilly Tar & Chemical Corp., Indianapolis, Ind. 

Ruberoid Co., New York, N. Y. 

Rutland Fire Clay Co., Rutland, Vt. (Asphalt) 

S. O. S. Products Co., Inc., Brooklyn, N. Y. 

Sherwin-Williams Co., Cleveland, Ohio. 

Sipe & Co., James B., Pittsburgh, Pa. 

Sonneborn Sons, Inc., L., New York, N. Y. 

Southport Paint Co., Div. Wesson Oil & Snowdrift Co., Inc., 
Savannah, Ga. 

Tamms Industries Inc., Chicago, Ill. 

Thompson & Co., Oakmont, Pa. 

Tropical Paint Co., Cleveland, Ohio. 

Truscon Laboratories, Detroit, Mich. 

Whitlam Mfg. Co., J. C., Wadsworth, O. 


PAINT, SHEET METAL 
Aluminum, Finish Coat, Prime Coat, ete. 


ee Co., Chicago, Ill. (Aluminum, prime & finish 
coat 
Arco Co., The, Cleveland, O. 
Atlas Powder Co., North Chicago, Ill. 
Babbitt Chemical Specialties Co. New Bedford, Mass. 
(Aluminum, finish coat) 
— Sunlight Paint Co., Providence, R.I. (Aluminum, finish 
coat 
Barrett Div., Allied Chemical & Dye Corp., New York, N. Y. 
Blue Ridge Talc Co., Inc., Henry, Va. 
Inc., Samuel, Boston, Mass. (Aluminum, metal protecting ) 
Calbar Paint & Varnish Co., Philadelphia, Pa. (Aluminum, finish 


coat) 

yes ae Co., St. Louis, Mo. (Aluminum, finish coat & prime 
coat 

Carey Co., Philip, Cincinnati, Ohio. (Aluminum) 

Carter Paint Co., Liberty, Ind. (Finish coat) 

Certain-teed Products Corp., Ardmore, Pa. 

Champion Bronze Powder & Paint Co., Chicago, Ill. (Self-spray- 
ing bombs, all colors) 

Chase Products, Inc., Broadview, Ill. 

Cheesman-Elliot Co., Inc., Brooklyn, N. Y. 

Chemical Solvent Co., Birmingham, Ala. 

Continental Products Co., Euclid, Ohio. (Aluminum, finish coat) 

Coopers Creek Chemical Corp., West Conshohocken, Pa. (Alumi- 
num, finish coat) 

Cordo Chemical Corp., Norwalk, Conn. (Acid and alkali resistant 
coatings) 

Corrosite Corp., Brooklyn, N. Y. (Plastic) 

Debevoise Co., Brooklyn, N. Y. (Prime coat & finish coat) 

du Pont de Nemours & Co., Inc., E. I, Wilmington, Del. 
(Aluminum, prime coat & finish coat) 

Fibreboard Paper Products Corp., San Francisco, Calif. (Alu- 
minum, prime & finish coat) 

Flintkote Co., New York, N. Y. (Aluminum) 

Flood Co., Hudson, Ohio. 

Galvicon Corp., New York, N. Y. 

Glidden Co., Cleveland, Ohio. (Aluminum finish coat, prime 


coat) 

tho Co., Inc., Alfred, Brooklyn, N. Y. (Aluminum, finish 
coat 

Hetzel Roofing Products Co., Inc., Newark, N. J. (Aluminum, 
finish coat) 

Hilo Varnish Corp., Everett, Mass. (Zinc chromate) 

Horn Co., Inc., A. C. Long Island City, N. Y. (Aluminum, 
finish coat) 

Illinois Bronze Powder Co., Inc., Chicago, Ill. (Aluminum) 

Industrial Metal Protectives, Dayton, O. 

Inter-Coastal Paint Co., East St. Louis, Ill, (Prime coat, finish 
coat & sound deadening) 

Iowa Paint Mfg. Co., Inc., Des Moines, Ia. 

Co., Inc., Pittsburgh, Pa. (Aluminum, finish coat) 
Products Co., Inc., Pittsburgh, Pa. (Aluminum, prime 

coat & finish coat) 

Midland Paint & Varnish Co., 
finish coat) 

Miracle Adhesives Corp., New York, N. Y. 

Morris Paint & Varnish Co., Omaha, Nebr. 

National Lead Co., New York, N. Y. (Prime, finish coat) 

National Mfg. Corp., Tonawanda, N. Y. (Aluminum) 


Cleveland, Ohio. (Aluminum, 
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Nebel Mfg. Co., Cleveland, Ohio. (Aluminum, finish coat) 

Ohmlac Paint & Refining Co., Chicago, Ill. (Finish coat) 

Parker Rust Proof Co., Detroit, Mich. (Bonderized coating) 

Pecora Paint Co., Philadelphia, Pa. (Aluminum, finish coat). 

Petroleum Chemicals, Inc., Fresno, Calif. 

Pittsburgh Plate Glass Co., Pittsburgh, Pa. (Aluminum, finish 
coat 

Quigley Co., Inc., New York, N. Y. (Aluminum, finish coat) 

Reilly Tar & Chemical Corp., Indianapolis, Ind. : 

Rust-Oleum Corp., Evanston, Ill. (Aluminum, prime coat, finish 
coat & rust preventive coatings ) 

Rutland Fire Clay Co., Rutland, Vt. (Finish coat) 

S. O. S. Products Co., Inc., Brooklyn, N. Y. (Aluminum) 

Sherwin-Williams Co., Cleveland, Ohio. (Aluminum) _ 

Sipe & Co., James B., Pittsburgh, Pa. (Aluminum, prime coat & 
finish coat 

Slip-On, Inc., New York, N. Y. 

Sonneborn Sons, Inc., L., New York, N. Y. (Aluminum, finish 


coat 

Pi. Ae Paint Co., Div. Wesson Oil & Snowdrift Co., Inc., 
Savannah, Ga. 

Speco, Inc., Cleveland, Ohio (Aluminum) 

Sprayon Products, Inc., Cleveland, O. (Spray) 

Tamms Industries, Inc., Chicago, Ill. (Finish coat) 

Tennessee Enuciesting So. Memphis, Tenn. (Finish coat) 

Thompson & Co., O: t, Pa. (Aluminum, finish coat) 

Tropical Paint Co., Cleveland, Ohio. (Aluminum, finish coat) 
Truscon Laboratories, Detroit, Mich. (Aluminum, prime coat & 
finish coat) . 
United Chromium, Inc., New York, N. Y. (Aluminum, prime 

coat, finish coat) 
United Gilsonite Laboratories, Scranton, Pa. 
United States Stoneware Co., New York, N. Y. (Aluminum, finish 


coat 
Whithom Mfg. Co., J. C., Wadsworth, O. (Aluminum, prime 
coat, finish coat) , 
Wilbur & Williams Co., Brighton, Mass. (Aluminum, prime 
coat, finish coat) 


PAINT SPRAY GUNS 
See Guns, Spray, Paint 


PANEL BOARDS 
See Boards, Panel and Control 


PANELS, CURTAIN WALL, PREFABRICATED 


Consisting of Exterior Sheet, Insulating Material and Back Sheet 


American Steel Band — Pittsburgh, Pa. 

Celotex Corp., Chicago, Ill. 

Comaaaions Chey. Neville Island, Pittsburgh, Pa. . 
Davidson Enameled Products, Inc., Lima, O. (Porcelain) 
Detroit Steel Products Co., Detroit, Mich. . 
Englander Co., Inc., Plastics Div., Baltimore, Md. (Plastic) 
Erie Enameling Co., Erie, Pa. 

Ervite Corp., Erie, Pa. (Porcelain enamel) 

General Bronze Corp., Garden City, L.I., N. Y. : 
Haskelite Mfg. Corp., Grand Rapids, Mich. (Plastic) 
Ingram-Richardson Mfg. Co., Beaver Falls, Pa. 
Johns-Manville, New York, N. Y. 

Kawneer Co., Niles, Mich. 

Knapp Bros. Mfg. Co., Cincinnati, O. 

Mahon Co., R. C., Detroit, Mich. 

Plasteel Products Corp., Washington, Pa. 

Republic Steel Corp., Cleveland, O. 

Reynolds Metals Co., Louisville, Ky. 

Ro Co., H.H., Pittsburgh, Pa. 

Speed Metals Inc., Rockford, Ill. 

Steelcraft Mfg. Co., Rossmoyne, O. 


PANELS, HEATING, ELECTRIC 


Berko Electric Mfg. Corp., Queens Village, N. Y. 

Ceilheat, Inc., Knoxville, Tenn. 

Continental Electric Equipment Co., Cincinnati, O. 

Electriglas Corp., Ber, eld, N. J. 

Electromode Div. of Commercial Controls Corp., Rochester, 
N. Y. 

Everwarm, Inc., Knoxville, Tenn. 

International Oil Burner Co., St. Louis, Mo. 

Marviray, Inc., Newark, N. J. 





Sunwarm, Inc., Kingsport, Tenn 
Thermador Electrical Mfg. Co. Div. of Norris-Thermador 
Corp., Los Angeles, Calif. 


Wiegand Co., Edwin L., Pittsburgh, Pa. 


PANELS, PLASTIC, TRANSLUCENT MATERIAL 


Alsynite Co. of America, San Diego, Calif. 

American Cyanamid Co., New York, N. Y. 

American Insulator Corp., New Freedom, Pa. 

Barrett Div., Allied Chemical & Dye Corp., New York, N. Y. 
Campco Div., Chicago Molded Products Corp., Chicago, Ill. 
Chemold Co., Santa Monica, Calif. 

du Pont de Nemours & Co., Inc., E. I., Wilmington, Del. 
Filon Plastics Corp., El Segundo, Calif. 

International Molded Plastics, Inc., Cleveland, O. 

Kemlite Corp., Joliet, Ill. 

L. O. F Glass Fi Co., Toledo, O 

Lynch Asbestos Co., Los Angeles, Calif. 

Monsanto Chemical Co., St. Louis, Mo. 

Pennsylvania Wire Glass Co., Philadelphia, Pa. 

Plasteel Products Corp., Washington, Pa. 

Resolite Corp., Zelienople, Pa. 

Seiberling Rubber Co., Plastics Div., Newcomerstown, O. 
Wasco Products, Inc., Cambridge, Mass. 


PANELS, PREFORMED, METAL SHEATHING 
(For Building Exteriors) 


American Steel Band Co., Pittsburgh, Pa. 

Davidson Enameled Products, Inc., Lima, O. (Porcelain) 
Erie Enameling Co., Erie, Pa. 

Kawneer Co., Niles, Mich. 

Republic Steel Corp., Cleveland, O. 

Reynolds Metals Co., Louisville, Ky. 

Washington Steel Corp., Washington, Pa. 


PANELS, WINDOW, AIR CONDITIONER 
Russell Co., F. C., Cleveland, O. 


PAPER, ASBESTOS 


Acme Asbestos Covering & Flooring Co., Chicago, Ill. 
Carey Mfg. Co., Philip, Cincinnati, Ohio. 
Ehret Magnesia Mfg. Co., Valley Forge, Pa. 
gegen: New York, N. Y. 

bey & Mattison Co., Ambler, Pa 
Norristown Asbestos Div., 

town, Pa. 

Ruberoid Co., New York, N. Y. 
Sall Mountain Div., Nicolet Industries, Inc., Hamilton, Ohio. 
Standard Asbestos Mfg. Co., Chicago, Ill. 
Wilson, Inc., Grant, Chicago, Ill. 


Nicolet Industries, Inc., Norris- 


PAPER AND MEMBRANE, FOR CRAWL SPACE 
AND SUBFILL 


See Barriers, Vapor 


PARTITIONS, METAL, PREFABRICATED, MOVABLE 


Hauserman Co., E. F., Cleveland, O. 
Reynolds Metals Co., Louisville, Ky. 


PARTS, REPAIR, FURNACE AND STOVE 


Adams Co., Dubuque, Iowa. 

Brauer Supply Co., A. G., St. Louis, Mo. 

Central Furnace & Stove Repair Co.. St. Louis, Mo. 
Cincinnati ee es Cincinnati, Ohio 
Eselgroth & Co., Newark, N 


icago, Ill 


Livingston, 
Metzner Stove and Furnace Sante Co. meme City, Mo. 


Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Ill 
National & Furnace Co., Dayton, Ohio. 
Peerless Corp., Indianapolis, Ind. 
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PASTE, ASBESTOS PAPER 
Acme Asbestos Covering & Flooring Co., Chicago, Ill. 
Keasbey & Mattison Co., Ambler, Pa. 
Norristown Asbestos Div., Nicolet Industries, Inc., 
town, Pa. 
Rutland Fire Clay Co., Rutland, Vt. 
Sall Mountain Div., Nicolet Industries, Inc., Hamilton, Ohio. 
Standard Asbestos Mfg. Co., Chicago, Ill. 
Wilson, Inc., Grant, Chicago, Ill. 


Norris- 


PATTERNS AND BLUE PRINTS 


Elbows, Skylights, Fittings, Etc. 
Gray, G. L., New Haven, Conn. 


PERFORATED METAL 
See Metals, Perforated, Sheet and Plate 


PERIMETER REGISTERS 
See Diffusers, Air 


PILLOW BLOCKS 
See Bearings, Pillow Block 


PILOT LIGHTS 
See Controls, Pilots, Gas Burner 


PIPE ANCHORS 
+ See Anchors, Duct and Pipe 


PIPE AND FITTINGS, CONDUCTOR 


Ajax Furnace Fitting Co., Div. Cincinnati Sheet Metal & Roof- 
ing Co., Cincinnati, Ohio. 

Alabama Metal Lath Co., Birmingham, Ala. (Steel & copper) 

American Metal Products, Los Angeles, Calif. (Alum.) 

Barnes Metal Products Co., Chicago, Ill. (Zinc, aluminum, gal- 
vanized and copper) 

Berger Bros. Co., Philadelphia, Pa. 

Berger Div., Republic Steel Corp., Canton, O. (Galvanized, 
stainless, copper) 

Braden Mfg. Co., Inc., Terre Haute, Ind. 

Carlon Products, Cleveland, Ohio, (Plastic) 

Char-Gale Mfg. Co., Anoka, Minn. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. (Copper) 

Dieckmann Co., Ferdinand, ‘Cincinnati, O. (Aluminum, = ae 

“oy Brass & Copper Co., Long Island City, N 
Cop 

Enderle, I Inc., Ltd., Frank X., Los Angeles, Calif. 

Franck & Fric, Cleveland, Oo. 

Galvan Mfg. Co., New Albany, Ind. 

Globe Iron Roofing & Corrugating Co. Newport, Ky. 

— Metal Products, Inc., Rochester, N. Y. 

& Co., oS Pittsburgh, Pa. ( (Copper) 

Toland’ Steet Products Co., —— is. (Copper & galv.) 

eats ergs New York, N. Y 

Kleuce Mf. , Dubuque, lowa. (Galvanized steel 

Labeled AY Products Corp., Broadview, Ill. (Galvanized 
steel) 

La Crosse Steel Roofing & Corrugating Co., La Crosse, Wis. 
(Galv. steel) 

Levow, David, New York, N. Y. 

Los Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 


Galv. 
acl Hegeler Zinc Co.., joes Ill. (Zinc) 
Miller & Doing, klyn, N. Y 
Moncrief Lenoir Mfg. Co., Houston, Tex. (Steel, aluminum, 
New io = Mfg. Co., Delphos, Ohio. (Galv. steel) 
Steel Co Newport, Ky. (Galvanized steel) 

Seeelaad ties ‘Producte ., Seattle, Wash. (Galv. & copper) 

nt Inc., i P., Philedelpia Pa. (Copper, galv. & stainless 
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Overly Mf, Greensburg, Pa. 
Peon Seply & & Metal Corp., Philadelphia, Pa. (Alum., copper, 


Permanent ieee, | Inc., St. Paul, Minn. (Plastic) 

Reeves Steel & oe 

Republic Steel Co: 

Reynolds Metals ., Louisville, Ky. (Aluminum) 

Riggin Metal Products, Inc., Kankakee, Ill. 

Rival Strap Corp., New York, N. Y. 

Roofing & Supply Co., Chattanoo 

Royal-Apex Mfg. Co., 
copper and aluminum) 

Schecter Bros, Co., Philadelphia, Pa. (Galv. steel & copper) 

Sheet Metal Mfg. Co., Inc., Brooklyn, N. Y. (Aluminum, 
copper, oiveninnd steel & zinc) 

Sioux Steel Co., Sioux Falls, S. Dak. 

Souther Iron Co., E. E., St. Louis, Mo. (Galv.) 

Standard Furnace Supply Co., Ltd., Omaha, Nebr. (Galvanized) 

Superior Metal Fabricating Co., Niles, O. (Galvanized) 

Thor Metal Products As Inc., Syracuse, N N. Y. (Galv. & copper) 

Tiffin Art Metal Tiffin, Ohio (Galv., copper, stainless 


steel, pg 

United Sheet Metal Co., Inc., Columbus, O. (Galvanized, 
copper, aluminum) 

Wallace Co., William, Meltalbestos Div., Belmont, Calif. 
(Galvanized and copper) 

Wheeling Cor: 


Tenn. (Steel, copper) 
Inc., Brooklyn, N. Y. (Galvanize 


W. Va. (Galv. steel) 


ing rugating Co., Wheeling, 
Youngstown Sheet & Tube Co., Youngstown, O. (Steel) 
PIPE AND FITTINGS, FURNACE 
Pipe, Elbows, Tees, Collars, Cleanout Caps, Draw Bands, 
Reducers, Etc. 


Acer & Whedon, Inc., Medina, N. Y. 

Acme Furnace Fitting Co., Chicago, Ill. 

Acme Mfg. Co., Philadelphia, Pa. 

Adelta Mfg. Co., Inc., Philadelphia, Pa. (Galv. & black) 
Aireflo Furnace Pipe om Brighton, Mich. 

Ajax Furnace Fitting Co., Div. Cincinnati Sheet Metal & Roof- 

ing Co., Cincinnati, Ohio. 

ilesic’ Metal Products, Los Angeles, Calif. 

Armstrong Fittings Co., Des Moines, Ia. 

essay & Co., Thomas, Dallas, Tex. 
Pe ag Furnace Corp., Belle Vernon, Pa. 

Bieler & Son, L., Long Island City, N. Y. 

Braden Mfg. Co., Inc., Terre Haute, Ind. 

Buckeye Furnace’ Pipe Co., Columbus, Ohio. 

Champion Furnace Pipe Co., Peoria, Ill. 

Char-Gale Mfg. Co., Anoka, Mina. 

Cincinnati Stamping | & Furnace Co., Cincinnati, Ohio. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Connecticut State Furnace Co., Bridgeport, Conn. 

Corbman Bros., Inc., Philadelphia, Pa. 

Detroit Safety Furnace Pipe Co., Detroit, Mich. 

Enderle, Inc., Ltd., Frank X., Los Angticn Calif, 

Excelsior Steel Furnace Co., Chicago, I 

Famous Furnace Co., Cleveland, oO. 

Gary Steel Products Corp. Gary, Ind. 

Grand Island Furnace & Supply Co., Geant Island, Nebr. 

Gray Metal Products, Inc., Rochester, N. Y. 

Green Colonial Furnace Co., Des Moines, lowa. 

Henry Furnace Co., Medina, Ohio, 

Home Furnace Co., Holland, Mich. 

Hugert Mfg. Co., Medina, Ohio. 

Inland Steel Products Co., Milwaukee, Wis. 

International Heater Co., Utica, N. Y. 

J & J Sheet Metal Co., Van Dyke, Mich. 

my Inc., Pittsburgh, P: 

J Elbow Co., Inc., Middle Village, L.I., N. Y. 

Keit Furnace Co., Des Moines, Iowa. 

Labeled Metal Products Corp., Broadview, Ill. 

La Crosse Steel Roofing & Corrugating Co., La Crosse, Wis. 

Lennox Industries Inc., Marshalltown, Iowa. 

Los ——e Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 
(Galv.) 

Lyman Co., H. B., Southampton, Hampshire Co., Mass. 

Made-Rite Co., Inc., Newport, Ky. 

Maple City Furnace Co., Monmouth, IIl. 

Maxwell 1 Co., Fort Worth, Tex. 

Metal Fabricators, ‘Inc., , Gractonte, N. C. 

Metalmen, Inc., Chicago, Ill. 

Meyer & Bro. Co., Fr Peoria, Til. 

neuer Patented Stove Pipe Co., Hartford, Conn. 

Moncrief Furnace Co., Atlanta, Ga. 

Montag Inc., Portland. Ore. 

Mueller Climatrol, Milwaukee, Wis. 

Northwest Metal Products, Inc., Seattle, Wash. (Black & galv.) 
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Ohio Valley Hardware Co .. Evansville, Ind. 
oa Supply Co., Lincola, Nebr. (Galvanized and alumi- 


Peerless Corp., Indianapolis, Ind. 

Penn Supply & Metal Corp., Philadelphia, Pa. (Copper and 
aluminum) 

Perfection Furnace Pipe Co., meg Ohio. 

Premier Furnace Co., Dowagiac, 

Quality Heating Suppl Co., Cinna oO. 

Quass & Chas. 

Ralph Mfg. Co., Inc., Walroorh. O. 

Reeves Steel & Mfg. Co., Dover, Ohio. 
Riggin Metal ucts, Kankakee, Ill. 

Roofing & Supply Co., , Tenn. 

Round Oak Co., Inc., ”Dowagiac, 

Ryniker Steel Products Co., Billings, Mont. (Aluminum and 
galvanized) 

St. Clair Metal Products Co., Cleveland, Ohio. 

Schecter Bros. Co., Philadelphia, Pa. 

Sheet Metal Mfg. ©o., ou Sees oO. 

Sheet Metal pray = 2 ., Inc., Brooklyn, N. Y. 

Sheet Metal Specialty Div., Follansbee Steel Corp., Follansbee, 
W. Va. 

Sioux Steel Co., Sioux Falls, S. D. 
Soappy Inc., Detroit Lakes, Minn. 

Southbridge Roofing Co., Inc., a Mass. 

Souther Iron Co., E. E., ‘St. Louis, Mo 

Standard Furnace Supply Co., Ltd., Omaha, Nebr. 

Stratton & a Co., Louisville, 3 

Superior Metal Fabricating Co., Niles, 

Superior Products Co., Omaha, N Nebr. 

Thor Metal Products, Tac., Syracuse, N. Y. 

Tierney Rotor Ventilator Co., 

Tiffin Art Metal Co., Tiffin, O. 

Tri-State Heating ‘Supply, a 4" Wayne, Ind. 

United States rt Co., Battle Creek, Mich. 

Vectaire Boog: ~ ites North Tonawanda, N. Y. 

Viking Mf Corp., Cl eveland, O 

Wallace _ William, Metalbestos Div., Belmont, Calif. 

Waverly Heating Supp | Co., ooiend Mass. 

Wheeling Corru 7 Wheeling, W. Va. 

Wheelock Co., Geo The, Birmingham, Ala. 

Wilder Products Co., Springfield. Ohio. 

Williamson Co., The, Cincinnati, Ohio. 

Youngstown Furnace Co., Youngstown, Ohio. 


PIPE LOCK FORMERS 
See Machines, Lock Forming 


PITTSBURGH LOCK FORMING MACHINES 
See Machines, Pittsburgh Lock Forming 


PLASTIC SHEETS 
See Sheets, Plastic, For Ducts and Hoods 


PLASTIC TRANSLUCENT PANELS 
See Panels, Plastic, Translucent Material 


PLASTIC TUBING 
See Tubing, Plastic 


PLATES, ALLOY 


Allegheny Ludlum Steel, Corp., usberah. Pa. (Stainless steel) 

Aluminum Co. of America, Pittsburgh, Pa 

American Brass Co., Waterbury, Conn. (Cop per) 

Armco Steel Corp., "Middletown, Ohio. eokpeeinlens steel) 

comet Smelting & Refining Wks., Inc., Brooklyn, N. Y. (Zinc, 
I 


Bethlehem Steel Co., Bethlehem, Pa. 
Bridgeport Brass Co., Brid rt, Conn. 


Chase Brass & Copper » Inc., Waterbury, Conn. (Copper 
and its alloys 


) 
Crucible Steel Co. of America, Pittsburgh, Pa. (Stainless and 
high alloy) 
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Di aod Oe Se Ill. zinc 
Division may rary Foe A 


Downs-Smith | ee &  Gaae oo. inc. “Tene Island City, 
mm... Y. (Brass) 


Eastern Stainless Steel Corp., Baltimore, Md. (Stainless steel) 
Inland Steel Co., Chicago, Ill. 


a Nickel Co., Inc., New York, N. Y. (Nickel & nickel 
0 


Ste waa Wi Carbon, 
ieser na = <r ry Gabiend Cet. (Alum‘ 


— 

eo Steel Co., Coatesville, Pa. (Nickel, chromium, copper, 
anese, molybdenum, alloys) 

Republic Steel Corp., Cleveland, O. (Steel) 

— eS & Brass Inc, New York, N. Y. (Copper & 


eres Me Mel Co., Louisville, Ky. (Aluminum) 
eel Corp., Sharon, Pa. ora 
United io Steel Corp., Pittsburgh, Pa. 
Wickwire Spencer Steel Div., Colorado Fuel & Iron Corp., New 
York, N. Y. (Stainless) 
Youngstown Sheet & Tube Co., Youngstown, Ohio. 


PLATES, STEEL 
Armco Steel Corp., Middletown, Ohio. 
Bethlehem Steel Co., Bethlehem, Pa. 
Crucible Steel Co. of America, Pittsburgh, Pa. 
Granite City Steel Co., Granite City, Iil. 
Inland Steel Co., Chicago, Ill. 
International Steel Co., gg Ind. 
Jessop Steel Co., Washington, 
Jones & Laughlin Steel Corp. i Pittsburgh, Pa. 
Lukens Steel Co., Coatesville, 
Republic Steel Corp., Cleveland, 0. 
Rolled Steel Corp., Skokie, Ill, 
Sharon Steel Corp., Sharon, Pa. 


Tennessee Coal & Iron Div., U. S. Steel Corp., Fairfield, Ala. 
United States Steel Corp., Pittsburgh, Pa. 


Wickwire Spencer Steel Div., Colorado Fuel & Iron Corp., New 
York, N. Y. 


Wood Steel Co., Alan, Conshohocken, Pa. 
Youngstown Sheet & Tube Co., Youngstown, Ohio. 


PLATES, WROUGHT IRON 
Byers Co., A. M., Pittsburgh, Pa. 


POLISHERS 
See Buffers, Grinders, Polishers and Sanders 


POWER GROOVERS 
See Machines, Sheet Metal Working, Grooving 


POWER SHEARS 
See Machines, Sheet Metal, Shears 


PREFABRICATED DUCTS 
See Ducts, Prefabricated 


PRESSES 
See Machines, Sheet Metal, Presses 


PROPELLER FANS 
See Fans, Propeller Type 


PROTECTIVE COATING 
See Waterproofing, Coating Materials 


PROTECTORS, WINDOW AIR CONDITIONER 


Bogen, Inc., New York, N. Y. 
lew yok Co., Chi , Il. 


Campbell Mfg. Co » Inc., as, Tex. 


ee Covers for Air Conditioners Corp., New York, 
We Ee 
Tulsa Canvas Products Co., Inc., Tulsa, Okla. 


PSYCHROMETERS, SLING AND HAND ASPIRATED 


Bacharach Industrial Instrument Co., Pittsburgh, Pa. 
Foxboro Co., Foxboro, Mass. 
Friez age Div., Bendix or Corp., Baltimore, Md. 
G. M. Mfg. Co., New York, N 
General Scientific Equipment Co., ‘Philadelphia, Pa. 
H-B Instrument Co., Philadelphia, Pa. 
Hil! & Co., E. Vernon, Lake Geneva, Wis. 
hnson Service Co., Milwaukee, Wis. 
lier Instrument Co., Richmond Hill, N. Y. 
Palmer Thermometers, Inc., Norwood, Cincinnati, Ohio. 
Philadelphia Thermometer Co., Philadelphia, Pa. 
Precision Thermometer & Instrument a Philadelphia, Pa. 
Taylor Instrument Companies, Rochester, ets 
Weksler Thermometer Corp., Freeport, N 
Weston Electrical Instrument Corp., Subsidiary of Daystrom, Inc., 
Newark, N, J. 


PULLEYS, FAN AND MOTOR 


American Pulley Co., Philadelphia, Pa. 

Browning Mfg. Co., Inc., Maysville, Ky. 

Chicago Die Casting Mig. Co., Chicago, Ill. 

Drives, Div. Tann Cotp., Detroit, Mich. 

Dayton Rubber Co. Dayton, Ohio. 

DoAll Co., Des Plaines, Ill. 

Dodge Mfg. Corp., Mishawaka, Ind. 

et ce Atwood eT Ie. pamelor Minn, (Variabl h) 

uipment ineering is, ¢ pitc 

Gates Rubber Co., Denver, “Colo. 

Goldens’ Fouadsy & Machine Co., Columbus, Ga. 

Jones Machinery Div., Hewitt-Robins Inc., Chicago, Ill. 

Lau Blower Co., Dayton, Ohio. 

Lewellen Mfg. Co., Columbus, Ind. 

Lovejoy Flexi le Coupling Co., Chicago, Ill. 

Maurey Mfg. Corp., Chicago, Ill. 

Mitchell Co. “4 John E., Dallas, Texas. 

Pyott Fo & Machinery Co., Chicago, Ill. 

———— Inc., Euclid, O. 

Spun Steel Div., Automatic Steel Products, Inc., Canton, Ohio. 
United States Register Co., oo Creek, Mich 
Utility on Corp., Div. of Utility Appliance Corp., Los Ange- 

les, 
Wood's Sons Co., T. B., Chambersburg, Pa. 
Zatko Metal Products Co., Euclid, O. 


PULLEYS, FURNACE CHAIN 


Hart & Cooley Mfg. Co., Holland, Mich. 
United States Register Co., Battle Creek, Mich. 


PUMP COMPOUNDS 
See Compounds, Winter Protective, Pump 


PUMPS, CONDENSATE 


For Removing Condensation from Cooling Coils 
and Air Conditioning Units 
Ashcraft Co., J. P., Dallas, Tex. 
Beach-Russ Co., New York, N. Y. 
Eastern Industries Inc., Hamden, Conn. 
Little Giant Vaporizer Co., Oklahoma City, Okla. 
March Mfg. Co., Skokie, Ill. 
Peerless of America, Inc., Chicago, Ill. 


PUMPS, FUEL, OlL BURNER 


A-P Controls Div., Controls Co, of Ametica, Milwaukee, Wis. 
Barclay, Inc., Robt., Chicago, Ill. 
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— DS Reckiond fit. 
Roper Cop Hydraulic Div., ord, Ill. 
Tuthill Pump Co., » Til. 
Union Steam Pump Co., ie Creek, Mich. 
Viking Pump Co., Cedar Falls, Iowa. 


PUMPS, FUEL OIL, FOR OVERHEAD SYSTEMS 
See Systems, Fuel Oil Pumping 


PUMPS, RECIRCULATING, EVAPORATIVE COOLER 


Beckett & Co., Thomas, Dallas, Texas. 
Buffalo Forge Co., Buffalo, N. Y. 
Burn-Rite Products Co., Yonkers, N. Y. 
Fairbanks, Morse & Co., oa Ill. 
Ges Mig. Co., Phoenix, Ar 
International Metal Products Co., Phoenix, Ariz. 
aw Pump Co., Burbank, Calif. 

iss! Co., ey "Hackensack, N. 
Little Giant Vaporizer Co., Okl oma City, Okla. 
Midwest Mfg. Co., Lawrence, Kans. 
Morey, Dan, Los Angeles, Calif. 
National Engineering & Mfg. Co., Sedalia, Mo. 
Palmer Mfg. Corp., Phoenix, Ariz 
Robbins & Myers, Inc., Springfield, “Ohio. 
Ruthman Machinery Co., Cincinnati, O. 
Tech-Tron Corp., Lawrence, Kans. 
Union Steam on Co., Battle Creek, Mich. 
Universal og Sg Adit, 
Wright Mfg. Co , Phoenix, Ari 
Yeomans Bros. Co., Melrose Park, Ill. 


PUNCHES AND SHEARS COMBINED, 
LEVER OPERATED 


Berkroy Products Co., Burbank, Calif. 

Buffalo Forge Co., Buffalo, N. Y. 

Cleveland ch & Shear Works Co., Cleveland, Ohio. 
Diesel Power, Inc., Greenville, Pa. 

Excelsior Tool & Machine Co., East St. Louis, Ill. 
ee Machine & Tool Co., Toledo, Ohio. 
Heinrich Tools, Inc., Racine, Wis. 

Hendley & Whittemore Co., Beloit, Wis. 

Kidder Mfg. Co., Inc., J. F., Burlington, Vt. 
Niagara achine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Thor Tool & Die Co., San Leandro, Calif. 


PUNCHES, BENCH 


Berkroy Products Co., Burbank, Calif. 
— Forge Co., Buffalo, N. Y. 

rey & Forge Co., seacentes, Pa. 
Chase Pig. 
Diamond 


.» Pasadena, Calif. 
Tool Co., Pico, Calif. 
peng: Ae Corp. eo w Hyde Park, Li. N.Y. 
‘ool Co., Toledo, Ohio, 
cench Tooke t Tools, a iy 
Hendigy & Whittemore Co., Beloit, Wis. 
Kidder Mfg. Co., J. F., Burlington, \ Vt. 
Merchandising & ¢ Mfg. ‘Associates, Inc ., Lancaster, Pa. 
Ni Machine & Tool Works, Buffalo, N. Y¥. 
O'Neil-Irwin Mfg. Co., Lake City, Minn 
Peck, Stow & Wilcox Co., ‘on, Conn. 
Punch Products Corp., Ni Falls, N. Y. 
Thor Tool & Die Co., San Calif. 
Whitney Mfg. Co., W. A., Rockford, Ill. 
Whitney Metal Tool Co., "Rockford, Il. 


PUNCHES, COMBINATION HAND AND BENCH 


Champion Blower & Forge Co., Lancaster, Pa. 
Duro-Dyne Corp., New Hyde Park, L. 1., N.Y. 
Heartley Machine & Tool Co., Toledo, Ohio. 
Hendley & Whittemore Co., Beloit, Wis. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
O’Neil-Irwin Mfg. Co., Lake City, Minn. 

Peck, Stow & Wilcox Co., Southington, Conn. 
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Tee test ee Oe = Sen Losnien, GAS 
Whitney Mfg. Co., W. A., Rockford, Ill 
Whitney Metal Tool Co., Rockford, Ill. 


Allen, a D., Los 
Berkroy Prod Los Angeles Calif. 


Buffalo For - 4 Buffalo, N. Y. 
Champion Blower & Forge Co., Lancaster 
Cleveland Punch & Shear Works Co., Cevcland, Ohio. 
Crescent Tool Co., Jamestown, N. Y. 
Steel Products 


Damascus Corp., Rockford, Ill 

Davis & Son Machine Works, Los — Calif. 
Diamond Machine Tool Co., Pico, Calif 

Duro-Dyne Corp., New Hyde Park, L. I, N. Y. 
Excelsior Tool & Machine Co., East St. Louis, Ill. 
Hendley & Whittemore Co., Beloit, Wis. 
Johnson, Inc., Morey Newark, N. 


ome Mfg. Co., J. F., B t. 
Machine & Tool Wo nes Buffalo, N. Y. 
Pe Stow & Wilcox Co., n, Conn. 


Penn Tool Co., Philadelphia, Pa 

Reiner & Campbell Co , Inc., Newark, N. J. 

Snap-on Tools Corp., Kenosha, Wis. 

Stanley Electric Tools Div., The Stanley Works, New Britain, 
Conn. 


Thor Tool & Die Co., San Leandro, Calif. 
Whitney Mfg. Co., W. A., Rockford, Ill. 
Whitney Maul Tool Co., Rockford, Til. 


PUNCHES, POWER 
See Machines, Sheet Metal Working, Punches 


QUADRANTS, DAMPER 
See Regulators, Duct Damper Sets; Hardware, Duet Fitting 


RAIN CARRYING EQUIPMENT 
See Gutters; Gutter Accessories; Pipe and Fittings, Conductor 


REBUILT SHEET METAL WORKING MACHINES 
See Machinery, Sheet Metal, Rebuilt and Used 


RECORDERS, HUMIDITY, PORTABLE 


Bristol Co., Waterbury, Conn. 

Foxboro Co., Foxboro 

Friez Instrument Div., Bendix Aviation Lee Baltimore, Md. 

Leeds & a Co, PP mer ge Pa. ts 

er Instrument Co., Richmond Fait, N 

Talon Instrument Com cone Rochester, N 

United States Gauge American Machine & Metals, Inc., 
Sellersville, Pa. 
Weksler Thermometer Corp., Freeport, 

Weston Electrical Instrument Corp., Subsidiary of Daystrom, Inc., 
Newark, N. J. 


RECORDERS, TEMPERATURE, PORTABLE 


Bacharach Industrial Instrument Co. Pittsburgh, Pa. 
Bailey Meter Co., yoo gr- odh Ohio. 
Bristol Co., W. 
Defender Instrument & —— Co., St. Louis, Mo. 
Dickson Co., Chicago, III. 
Foxboro Co., Foxboro, Mass, 
Friez Instrument Div., Bendix Aviation Corp., Baltimore, Md. 
General Controls Co., Glendale, Calif. 
Heat-Timer Corp., New York, N. Y. 
a & Northrup Co., Fm Pa. 
anning, Maxwell & Moore, Inc., Stratford, Conn. 
Minneaeolis Honey ¢ va, Minneapolis, Minn. 





Weksler Thermometer Corp., Freeport, 


Weston Electrical Instrument Co:  Subeidi of Inc., 
= NY. rp. diary Daystrom, Inc 


RECOVERERS, HEAT 


Air Conditioning Engineering Co., Cambridge, 
Autogas Bellwood, Ill. gious: 
—_ Mfg. Co eo Wis. 
Gerhardt, W Richmond, Va. 
os Setemeer” Mtg. Div., Dolin Metal Sales Corp., Brooklyn, 
mR Free Heater Inc., Bellerose, L. I., N. Y. 
Lepick Heater Co., Seattle, Wash. 


Micro Scotch Heater Corp., Subsidiary of Micro-Moisture Controls, 
Inc., Mineola, N. Y. 


Norse Boiler Co., New Market, N. J. 
Therm Oil Burner Co., Seattle, Wash. 
Therm-O-Wheel, Inc., Far Rockaway, N. Y. 


REELS, SHEET METAL WINDING 
DahistrLm Machine Works, Chicago, III. 


REFRACTORIES 


aio oto Philadelphia, Pa. 
. Lancaster, Pa. (Insulating) 
Babee & Wilcox “G., Refractories Div., New York, N. Y. 
Botfield Refractories Co., Philadelphia, Pa. 
Eselgroth & Co. Newark, N. J. 
Green Fire Brick Co., A. P., Mexico, Mo. (All types fire clay) 
Insul-Lyte Corp., Div. a Plibrico Co., River Rouge, Mich. 
Iron-Hide Sales Co. Matawan, N.J. 
Johns-Manville, New York, N. Y. 
Kolb Refractories Co., Philadelphia, Pa. 
Monogram Products Co., Inc., ee. Pa. 
Pyrolite Products Co., Clevel land, Ohio. 
Quigley Co., Inc., New York, N. Y. 
Ramtite Co., Div. S. Obermayer Co., Chicago, Il. 
Rehm, R., St. Albans, N. Y. (Radiant t) 
Refractory & Insulation Corp., New York, N. Y. 
Rex Roto Corp., Walled Lake, Mich. 
Robinson Insulation Co., Great Falls, Mont. (Vermiculite) 
Rutland Fire Clay Co., Rutland, Vt. (Retort Cement 
S.O S. Products Co., Inc., Brooklyn, N. Y. 
Saureisen Cements Co., Pittsburgh, Pa. 
Standard Fuel Engineering Co., Detroit, Mich. 
United States Stoneware Co., New York, N. Y. 


American Potash & Chemical Corp., Los sen, Calif. 
Ansul Chemi 


cal Co., Refrigeration Div., Marinette, Wis. (Methyl 
chloride, sulphur “dioxide) 


Dow Chemical Co., The, Midland, Mich. 

du Pont de Nemours & Co., Inc., E. I. Kinetic Chemicals Div., 
— Del. (“Freon” fluorinated hydro carbon refrig- 
erants 

General Chemical Div., Allied Chemical & Dye Corp., New 
York, N. Y. 

Pennsylvania Salt Mfg. Co., Philadelphia, Pa. 

— Div., Allied Chemical & & Dye Corp., New York, 


REFRIGERATING UNITS 
See Condensing Units, Refrigerating 


REGISTER SEALS 
See Seals for Registers 


REGISTERS, HEATING, VENTILATING AND 
AIR CONDITIONING 
A & A Register Co., Cleveland, Ohio. 
- Mfg. Co., Kansas City, Mo. 
elta Mfg. Co., Philadelphia, Pa. 


Air Control Products, Inc., Dass pore eee Mich. 
Air Distribution Products Co., Los Angeles, Calif. 


Air-Factors, Inc., 
American W & Ventilating Co., Toledo, Ohio. 
Auer R Co., Cleveland, Ohi 

Barber-Colman Co., Rockford, Ill. 

Berger Furnace Corp., nd Vernon, Pa. 

Brandes Co., Madison, W 

Carnes Corp., Verona, Wis. 

Char-Gale Mfg. Co., Anoka, Minn. 

Cleveland R poesia Sip — ~~ cc 


ence 

Corbman Bros Ta Phil le, wa 

Detroit Float Co., Ai ir Conditioning Products Div., Detroit, Mich. 
Diamond Mfg. Co., Wyoming, Pa. 

Empire Ventilation Equipment > Long Island City, N. Y. 
Flangeklamp Corp., Buffalo, N. Y 

General Automatic Products Corp., ‘Baltimore, M Md, 

= Electric Co., Home Heating and Cooling Dept., Tyler, 


General Register .. Cedar Grove, N. J. 
Gerwin Industries, rmo-Base Div., Michigan City, Ind. 
Harrington & King Perforating Co., Inc., Chicago, Ill. 
Harrison Sheet CGo., Chicago, Il. 
Hart & Cooley Mfg. Co., Holland, Mich. 
Hastings Air Conditioning Co., Inc., Hastings, Nebr. 
Hendrick Mfg. Co., Carbondale, Pa. 
Independent Register Co., Cleveland, Ohio. 
uniper Elbow Co., Inc., Middle Vill En in i A 
lamazoo Furnace & Appliance Mtg. Co., Kalamazoo, Mich. 
Krueger Air Constants Corp., Tucson, Ariz. 
Lau Blower Co., Dayton, 6. 
Lima Register Co., Lima, Ohio. 
yew Mfg. and Sales Co., Union, N. J. 
shave taeins Corp., Inc., Marshall, Mich. 

Register Corp., St. Paul, Minn. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Mueller Climatrol, Milwaukee, Wis. 

National Grille & Register Co., Cleveland, O. 

Patco Mfg. Co., Philadelphia, Pa. 

Register & Grille + Co., Inc., Brooklyn, N. Y. 

Rock Island Register Co . Rock Island, Ill. 

Simmons Heating Supply Co., Primos, Pa. 

Smith Co., J. B., Sphiladel hia, Pa. 

Standard Stamping & a Co., Chicago, Ill. 

Stewart Mfg. Co., Cedar Grove, N. J. 

Titus Mfg. Corp., Wenerinn Ne lowa. 

— & Bailey Div. of Allied Thermal Corp., New Britain, 


United States R ster Co., Battle Creek, Mich. 
Vectaire Mfg. ter North Tonawanda, N. Y. 
Viking Mfg. Corp., Cl Cleveland, O. 

Waterloo Register Co., Inc., Waterloo, Ia. 

Wilde Register & Grille Co., Detroit, Mich. 

Young Regulator Co., Cleveland, Ohio. 


REGISTERS, SLOT TYPE 
Connor Engineering Corp., Danbury, Conn. 


REGULATORS, DUCT DAMPER SETS 


Acme Mfg. Co., Philadelphia, Pa. 

Adams Co., Dubuque, lowa. 

Adelta Mfg. Co., Philadelphia, Pa. 

Air Control Products, Inc., Coopersville, Mich. 

Barber-Colman Co., Rockford, Ill. 

Cole-Sewell Engineering Co., St. Paul, Minn. 
icut State Furnace Co., Brid rt, Conn. 

Controlair Mfg. Co., Los Angeles, Calf. 

Corbman 1 Inc., Philadelphia, Pa. 

Duro-Dyne Corp., New Hyde Park, L.L, N. Y. 

Elgen Mfg. Corp., Long Island City, N. Y. 

General Controls Co., Glendale, Calif. 

Gerett Corp., M.'A., Milwaukee, Wis. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Malm Mfg. Co., St. Paul, Minn. 

Martens & Stormoen, West Quincy, Mass. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 

Severson Mfg. & Supply Co., Milwaukee, Wis. 

Thermal Agency, Houston, Tex. 

United States Register Co., Battle Creek, Mich 

Young Regulator Co., Cleveland, Ohio. 
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REGULATORS, FURNACE DRAFT, MECHANICAL 


Atlas Valve Co., Newark, N. J 

Defender Instrument & Regulator Co., Boody, Ill. 

Hart & Cooley Mfg. Co., Holland, Mich. 

Hays Corp., Michigan City, Ind. 

Kol-Master Corp., Oregon, Iil. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
National Fuel Conservation Co., Inc., White Plains, N. Y. 
Quickdraft Co., Canton, O. 


RELAYS, ELECTRICAL 
See Controls, Relay 


REMOVER, SOOT 


Amber-Rose Industries, Chicago, Ill. 

Ampion Corp., Long Island City, N. Y. 

Coughlan Co., G. N., West Orange, N. J. 

General Filters, Inc., ‘Novi, Mich. 

Harvey, Inc., Sid, Valley Stream, N. Y. 

Hasko Utilities Co., New York, N. Y. 

Hercules Chemical Co., Inc., New York, N. Y. 

Madden Corp., The, Chicago, Ill. 

Magnus Chemical Co., Garwood, N. J. 

Marine Electrolysis Eliminator Co., Seattle, Wash. 
Metropolitan Refining Co., Inc., Long Island City, N. Y. 
Miller Products Co., Lansing, Mich. 

Norman Chemical Co., St. Paul, Minn. 

North American Mogul Products Co., Cleveland, Ohio. 
Red Wing Oil Burner Co., Inc., Medford, Mass. 

Saginaw Salt Products Co., Saginaw, Mich. 

S.0.S. Products Co., Inc., Brooklyn, N. Y. 

Stewart-Hall Chemical Corp., Mt. Vernon, N. Y. (Aerosol 


ype) , 
Tamms Industries Inc., Chicago, III. 


RETURN AIR FACES AND INTAKES 


See Faces, Return Air 


RIDGE ROLL, SHEET METAL 


Alabama Metal Lath Co., Birmingham, Ala. (Steel) 
American Steel Band Co., Pittsburgh, Pa. 
American Steel & Wire Div., U. S. Steel Corp., Cleveland, 


Ohio. 
Appleton Supply Co., Inc., Appleton, Wis. (Galvanized steel) 
Barnes Metal Products Co., Chicago, Ill. 
Berger Bros. Co., Philadel hia, Pa. 
Berger Div., Republic teel Corp., Canton, O. (Galvanized, 
stainless steel, cop 
Bethlehem Steel Co., > Pa. 
Ceco Steel Products Corp., Chicago, Ill. (Galvanized) 
Chase Brass & Copper Co., Inc., Waterbury, Conn. (Copper) 
Downs-Smith Brass & Copper Co., Inc., Long Island City, 
N. Y. (Copper) 
H & Co., C. G., Pittsburgh, Pa. (Copper) 
Inl Steel Products Co., Milwaukee, Wis. (Galv. & copper) 
— Aluminum & Chemical Corp., Oakland, Calif. (Alumi- 


um) 
Kiews Mfg. Co., Dubuque, Iowa. ier 
La Crosse Steel Roofing & Corrugating Co., La Crosse, Wis. 
Matthiessen & Hegeler Zinc Co., La Ralie” Ill. (Zinc) 
New Delphos Mfg. Co., Delphos, ‘Ohio. (Galv. steel) 
Newport Rolling Mill Co., Newport, Ky. 


Nichols Wire & Aluminum Co., Davenport, Iowa. (Alumi- 
num) 
Northwest Metal Products, Inc., Seattle, Wash. (Galv. & 


copper ) , 

Plasteel Products Co., Washington, Pa. 

Quaker State Metals Co., Lancaster, Pa, (Aluminum) 

Reeves Steel & Mfg. Co., erties Ohio. (Galv. ‘steel ) 

Republic Steel Corp., Cleveland, O 

Reynolds Metals Co., Louisville, Ky. (Aluminum) 

Sheet Metal Mfg. Co., Inc., Brooklyn, N. Y. (Copper, alumi- 
num, galvanized, zinc) 

Sioux Steel Co., Sioux City, S. D. (Galv. & copper) 

Southbridge Roofing Co., Inc., Southbrid a 

Souther Iron Co., E. E., St. Louis, Mo. (Galv.) 

Southern States Iron Roofing Co., Atlanta, Ga. (Galvanized 
steel ) 
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Tennessee Coal & Iron Div., U. S. Steel Co 

Tiffin Art Metal Co., Tiffin, Ohio. ( 
steel, aluminum) 

Van Noorden > E., Boston, Mass. 

Wallace Co., William, Metalbestos Div., Belmont, Calif. 
(Galvanized) 

Wheeling Corrugating Co., Wheeling, W. Va. (Galv. steel) 


., Fairfield, Ala. 
v. copper, stainless 


RIDGE VENTILATORS 
See Ventilators, Roof 


RIVETS, ALLOY 


Alpha Metals, Inc., Jersey City, N. Sa. 

Bethlehem Steel Co., Bethlehem, Pa. 

Clark Bros. Bolt Co., Milldale, Conn. 

as Brass & Copper Co., Inc., Long Island City, 
~ ae 

du Pont de Nemours & Co., Inc., E. I., Wilmington, Del. 

— Kee Div., Metals & Controls Corp., Attleboro, Mass. 
ilver 

Gries Reproducer Co., New Rochelle, N. Y. (Zinc) 

Harper Co., H. M., Morton Grove, Ill. 

Hassall, Inc., John, Westbury, L. 1, N. Y. 

Huck Mfg. Co., Detroit, Mich. (Blind) 

Republic Steel Corp., Cleveland, Ohio. 

Townsend Co., New Brighton, Pa. 

Tubular Rivet & Stud Co, Wollaston (Quincy) Mass. 


RIVETS, ALUMINUM 


Aluminum Co., of America, Pittsburgh, Pa. 

Chicago Rivet & Machine a <™~ = patos) 

Downs-Smith Brass & per a ong Is oh 

du Pont ” Nemours & ec hng E. L, Wilmington, De ee 
plosive 

Goodrich Industrial Products Co., B. F.. Akron, Ohio. (Blind) 

Harper Co., H. M., Morton Grove, il 

Hassall, Inc., John, Westbury, L. I., N. Y. 

Huck Mfg. Co., Detroit, Mich. (Blind) 

Reynolds ‘Metals Co., Louisville, Ky. 

Southco Div., South Chester Corp., Lester, Pa. (Blind) 

Tubular Rivet & Stud Co., Wollaston (Quincy) Mass. 


RIVETS, BRASS OR COPPER 


Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Chicago Rivet & Machine Co., Bellwood, Ill. 

Doses Brass & Copper Co., Inc., Long Island City, 

me Ye 

du Pont ‘e Nemours & Co., Inc., E. I., Wilmington, Del. (Ex- 
plosiv: 

—- Industrial Products Co., B, F., Akron, Ohio (Blind- 
Brass 

Harper Co., H. M., Morton Grove, Ill. 

Hassall, Inc., John, Westbury, L. I., N. Y. 

Huck Mfg. Co., Detroit, Mich. (Blind) 

Hussey & Co., C. G., Pittsburgh, Pa. jag QM 

Taunton & Co., 4s John noo ee York, N. Y 


Townsend Co., New Bri 
Tubular Rivet & Stud to Wo taston (Quincy) Mass. 


RIVETS, IRON 


Chicago Rivet & Machine Co., Bellwood, Ill. 
Hassall, Inc., John, Westbury, L. ~ 
Huck Mfg. Co., Detroit, Mich. 

Townsend Co., New Brighton, Pa. 


RIVETS, STEEL 


Anti-Corrosive Metal Products Co., Inc., Castleton-on-Hudson, 
N. Y. (Stainless) 

Bethlehem Steel Co., Bethlehem, Pa. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Cherry Rivet Co., Los Angeles, Calif. (Blind) 

Chicago Rivet & "Machine Co., Bellwood, Ill. 

Clark Bros. Bolt Co., Milldale, Conn. 

Goodrich Industrial Products Co., B. F., Akron, Ohio. 

Hassall, Inc., John, Westbury, L. I, N.Y. 

Huck Mfg. Co., Detroit, Mich. (Blind) 


81d 





Republic Steel Corp., Cleveland, Ohio. 
Townsend Co., New Brighton, Pa. 
Tubular Rivet & Stud Co., Wollaston (Quincy) Mass. 


ROD CUTTERS 
See Machines, Sheet Metal Working, Rod Cutting 


ROD, WELDING 
Air Reduction Sales Co., New York, N. Y. 
All-State nT Co., Inc., White Plains, N. Y. 
American Brass ew York, N. Y. 
American Steel & Wire Div., U. S. Steel Corp., Cleveland, Ohio. 
fous Corp., Philadelphia, Pa. (Stainless steel) 
Brass Co., Bridgeport, Conn. 
Chas Brass & Copper Co., Inc., Waterbury, Conn 
Crucible Steel Co., of ‘America, Pittsburgh, Pa. "(Stainless steel ) 
Dow Chemical Co., Midland, Mich. ee) 
Eutectic Welding Alloys Corp., Flushing, 
Harnischfeger Corp., Milwaukee, wis” 
Hobart Bros. Co., ‘roy, Ohio. 
International Nickel . Inc. New York; N. Y. (Nickel & 
nickel alloys) 
Lincoln Electric Co., Cleveland, O. 
Linde Air Products Co., New York, N. Y. 
Marquette Mfg. Co., Inc. 2, Minneapolis, Minn. 
McKay Co., Pittsburgh, P a. 
Metal & Thermit Corp . New York, N. Y. 
Miller Electric Mig. ¢ Co., Inc., Appleton, Wis. 
Mueller Brass Co., Port Huron, Mich. 
National Cylinder Gas Co., Chicago, Ill. 
Steel & Wire Div., American Chain & Cable Co., Inc., 
ne Pa. 
per & Brass Inc., New York, N. Y. 
Sight a Feed, Generator Co., West Alexandria, Ohio. 
Smith Corp., A. O., Permaglas Div., Kankakee, Ill. 
Tennessee Fabricating Co., Memphis, Tenn. 
United Wire & Supply Corp., Providence, R. I. 
Victor Equipment Co., San Francisco, Calif. 
Wall Colmonoy Corp., Detroit, Mich. 
Westinghouse Electric Corp., Pittsburgh, Pa. 
Youngstown Sheet & Tube Co., Youngstown, Ohio. 


ROLL FORMERS 
See Machines, Sheet Metal Working, Slip Roll Forming 


ROOF CEMENT 
See Cement, Roof 


ROOF DECKING 
See Decking, Roof, Metal 


ROOF TRIM (MOLDINGS), STEEL, EAVES AND 
RAKES 


Alabama Metal Lath Co,, Birmingham, Ala. 

Appleton Supply Co., Inc., Appleton, Wis. 

Inland Steel Products Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Northwest Metal Products, Inc., Seattle, Wash. 

Obdyke, Inc., B. P., Philadelphia, Pa. 

Penn Supply & Metal Corp., Philadelphia, Pa. (Galvanized, 
copper and aluminum) 

Quaker State Metals Co., Lancaster, Pa. 

Republic Steel Corp., Cleveland, oO. 

Sheet Metal Mfg. Co., Inc., Brooklyn, N. v: 

Sioux Steel Co., ‘ioe Falls, S. D. 

Southern States Iron Roofing Co., Atlanta, Ga. 

Wheeling Corrugating Co., Wheeling, W. Va. 


ROOF VENTILATORS 
See Ventilators, Roof 


ROOFING, BUILT-UP 
See Felt, Roofing 
ROOFING MACHINES 
See Machines, Sheet Metal Working, Pan Forming 


ROOFING, SHEET METAL, ALUMINUM 


Aluminum Co., of America, Pittsburgh, Pa 
Kaiser Aluminum & Chemical Corp., Oakland, Calif. 
Lustrik, Inc., Philadelphia, Pa. 
Nichois Wire & Aluminum Co., ip Deena, Iowa. 
Overly Mfg. Co., Ne poy 

Philadelphia, Pa. 


Penn Supp 
Quaker » Pa. 

Revere Copper and Brass, Inc., New York, N. Y. 
Reynolds Metals Co., Louisville, Ky. 

Southern States Iron Rookag. Co. Atlanta, Ga. 
Tiffin Art Metal Co., Tiffin, Ohio. 


ROOFING, SHEET METAL, COPPER 


American Brass Co., Waterbury, Conn. 

Braden Mfg. Co., ne ee aute, Ind. 

Bridgeport Brass ridgeport, Conn. 

Chase Brass & Copper Co., Inc., Waterbury, Co 

Downs-Smith Brass & & Copper Co., Inc., Vane: ‘Island City, 
H..Y. 

Hussey & Co., C. G., Pittsburgh, Pa. 

Klauer Mfg. Co., Dubuque, Iowa. 

Overly Mfg. Co., Greensburg, Pa. 

Perkinson, William J., Chicago, Ill. 

Revere Copper & Brass Inc., New York, N. Y. 


ROOFING, SHEET METAL, LEAD 


Alpha Metals, Inc., City, N. J. 

et Hill Co., the bales & ab cicetion Div., Seattle, Wash. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. (Coated 
copper ) 

Division Lead Co., Summit, Ill. 

Downs-Smith Brass & Copper Co., 
N. Y. 

Empire —_ Co., Co. Srrecuse, N. Y. 

Federated American Smelting & Refining Co., 
New You rs ft 

Flemm Lead Co., a ose, N.Y. 

Kirk & Son, Morris P., Los Angeles, Calif. (copper, galv. 


iron) 

National Lead ac, New — N. Y. 

Overly Mf; Greensbur; 

Standard Rolling Mills Div. of Revere Copper and Brass Inc., 
Brooklyn, N. 


Inc., Long Island City, 


ROOFING, SHEET METAL, MONEL 


International Nickel Co., Inc., New York, N. Y. 
Overly Mfg. Co., Greensburg, Pa. 


ROOFING, SHEET METAL, STEEL, GALVANIZED 


Airtherm Mfg. Co., St. Louis, Mo. 

Ajax doa Fitting \* Div. Cincinnati Sheet Metal & 
3 o. 

American Steel & Wire Div., U. S. Steel Corp., Cleveland, Ohio. 

Armco Steel Corp., Middletown, Ohio. 

Berger Div., Republic Steel ny Canton, O. 

Bethlehem Steel Co., Bethlehem, Pa. 

Braden Mfg. Co., Inc., Tone Haute, Ind. 

Ceco Steel ucts Corp., Chicago, Til. 

Detroit Steel Products Co., Detroit, Mich. 

Goldsmith Metal Lath Co., Cincinnati, Ohio. 

Granite City Steel Co., Granite City, Ill. 

Inland Steel Co., Chicago, Ill. 

Inland Steel Products Co., Milwaukee, Wis. 

International Steel Co., Evansville, Ind. 

Jones & Laughlin Steel Corp., Pittsburgh, Pa. 

Klauer 1 Co., lowa. 

La Crosse Steel “Roofing & Corrugating Co., La Crosse, Wis. 
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Lyon, Conklin & Co., Inc., Baltimore, Md. 
New Delphos Mfg. Co., Delphos, Ohio. 

Ove Mig Steel 2: Newport, Ky. 

reensburg, Pa. 
fy & Metal Corp., *hiladelphia, Pa. 

err heg illiam J., Chica , Til. 
Plasteel Products Corp., Washi Pa. 
Reeves Steel & Mfg. Co., Dover, Ohio. 
Republic Steel . Cleveland, Ohio. 
Sioux Steel Co., Sioux Falls, S. D. 
Souther Iron Co., E. E., St. Louis, Mo. 
Southern States Iron Roofing Co., ———_ Ga. 
Tennessee Coal & Iron Div., U. S. Steel Corp., Fairfield, Ala. 
Tiffin Art Metal Co., Tiffin, ‘Ohio. 
Truscon Steel Div., ‘Republic Ste Steel —_ Youngstown, O. 
United States Steel Corp., Pi rs 
Wheeling Corrugating Co., Wheeling, W. Va. 


ROOFING, SHEET METAL, STEEL, PROTECTIVE 
COATED 


Airtherm Mfg. Co., St. Louis, Mo. 
American Steel Band Co., Pittsburgh, Pa. 
Plasteel Products Corp., Washington, Pa. 
Robertson Co., H. H.., Pittsburgh, Pa. 


ROOFING, SHEET METAL, STEEL, TERNE PLATE 


Berger Div., Republic Steel Corp., Canton, O. 
Fingles Co., Baltimore, Md. 

Follansbee Steel Corp., Follansbee, W. Va. 
Inland Steel Products Co., Milwaukee, Wis. 
Klauer Mfg. Co., Dubuque, lowa. 

Lyon, Con lin & Co., Inc., Baltimore, Md. 
New Delphos Mfg. Co., Delphos, Ohio. 
Republic Steel Corp., Cleveland, oO. 

Sioux Steel Co., Sioux Falls, S. D. 

United States Steel Corp., Pittsburgh, Pa. 
Wheeling Cocmentiog L-. Wheeling, W. Va. 
Wheeling Metal & Mfg. Co., Moundsville W.Va. 


ROOFING, SHEET METAL, STEEL, TIN PLATE 


Berger Div., Republic Steel Corp., Canton, O. 
Inland Steel * ucts Co., Milwaukee, Wis. 
Klauer Mfg. Co., Dubuque, Iowa. 

Lyon, lin & Co., Inc., Baltimore, Md. 
Perkinson, William J., Chicago, Ill. 

Sioux Steel Co., Sioux Falls, S. D. 

United States Steel Corp., Pittsburgh, Pa. 
Wheeling Corrugating Co., Wheeling, W. Va. 


ROOFING, SHEET METAL, ZINC 


Barnes Metal Products Co., Chicago, III. 
Empire Metal Co., Syracuse, N. Y. 

Illinois Zinc Co., Div. of Hydrometals Inc., 
Matthiessen & Hegeler Zinc Co., La Salle, Ill 
New Jersey Zinc Co., New York, N.Y. 
Perkinson, William J., Chicago, Ill. 


Chicago, Il. 


ROOM COOLING UNITS 
See Units, Air Conditioning, Room Type 


ROOM THERMOSTATS 
See Controls, Thermestats 


ROUND DUCT, PREFABRICATED 
See Pipe and Fittings, Furnace 


ROUND DUCT SYSTEM, PACKAGED 
See Systems, He=ting, Small Pipe 
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RUST PROTECTION FOR METALS 
See Chemicals, Rust Preventive 


SANDERS 
See Buffers, Grinders, Polishers and Sanders 


SAVERS, HEAT 


See Recoverers, Heat 


SAW BLADES, ELECTRIC 
See Tools, Sheet Metal Workers’ 


SAWS, BAND, SHEET METAL CUTTING 
See Machines, Sheet Metal Working, Saws, Band 


SAWS, CIRCULAR 
See Machines, Sheet Metal Working, Saws, Circular 


SAWS, HAND, ELECTRIC 
See Tools, Sheet Metal Workers’ 


SCALE REMOVING CHEMICALS 
See Compounds, Cleaning, Condenser and Coil 


SCREENS, SUN REFLECTING 


Kaiser Aluminum & Chemical , Oakiand, Calif, 
Reflectal Corp., Subsidiary Borg- arner Corp., Chicago, III. 


SCREWS, SHEET METAL 


Allmetal Screw Products Co., Inc., Garden City, N. Y. 

American Screw Co., Willi Conn. 

Anti-Corrosive Metal Products Co., Inc., Castleton-on-Hudson, 
N. Y. (Stainless steel) 

Co., Inc., Waterbury, Conn. 

, Milldale, Conn. 

Continental Screw Co., New Bedford, Mass. 

Elco Tool & Screw Corp., Rockford, Ill. 

Harper Co., H. M., Morton Grove, Ill. 

Independent Nail & oe Co., neg Mass. 

National Lock Co., Inc., Rockfotd, Ill 

Paine Co., Addison, lll. 

Parker-Kaion Div., 
Clifton, N. J. 

Pheoll Mfg. Co., Chicago, Ill. 

Rockford Screw Products, Co., Rockford, Ill. 

Russell, Birdsall & Ward Bolt & Nut Co., Port Chester, N. Y. 

Shakeproof Div., Illinois Tool Works, Elgin, Ill, 

Star Stainless Screw Co., Paterson, N. J. 

Townsend Co., New Pa. 

United States Register Co., Battle Creek, Mich. 


American Transportation Corp., 


SEALANTS, MOLDED (FOR CURTAIN WALL PANELS) 
Inland Mfg. Div., General Motors Corp., Dayton, O. 


SEALS FOR REGISTERS 
Goodrich Co., B. F., Sponge Products, Shelton, Conn. 


See Machines, Sheet Metal Working, Seaming; Machines, 
Sheet Metal Working, Grooving 





SETTING DOWN MACHINES 
See Machines, Setting Down 


SHEARS AND PUNCHES COMBINED 
See Punches and Shears Combined 


SHEARS, CIRCLE 
See Machines, Sheet Metal Working, Shears, Circle 


SHEARS, ELECTRIC 
See Machines, Sheet Metal Working, Shears, Electric 


SHEARS, HAND AND BENCH 
See Snips and Shears, Bench and Hand 


SHEARS, ROTARY 
See Machines, Sheet Metal Working, Shears, Rotary, Slitting 


SHEARS, SQUARING 
See Machines, Sheet Metal Working, Shears, Squaring 


SHEARS, THROATLESS 
Beverly Shear Mfg. Co., The, Chicago, III. 


SHEET METAL PANELS FOR CURTAIN WALL 
See Panels, Curtain Wall 


SHEETS, METAL, ALUMINUM 


Aluminum Co. of America, Pittsburgh, Pa. 
American Nickeloid Co., Peru, Ill. 

American Silver Co., Inc., Flushing, N. Y. 
Apollo Metal Works, Chicago, Ill. 

Char-Gale Mfg. Co., Anoka, Minn. 

Fairmont Aluminum Co., Fairmont, W. Va. 
Kaiser Aluminum & Chemical Corp., Oakland, Calif. 
Lustrik, Inc., Philadelphia, Pa. 

Mueller Brass Co., Port Huron, Mich. 

Nichols Wire & Aluminum Co., Davenport, Iowa. 
Quaker State Metals Co., Lancaster, Pa. 

Revere Copper & Brass, Inc., New York, N. Y. 
Reynolds Metals Co., Louisville, Ky. 

Rigidized Metals Corp., Buffalo, N. Y. 


SHEETS, METAL, CLAD 


ss Ludlum Steel Corp., Pittsburgh, Pa. 
stee. 

Aluminum Co. of America, Pittsburgh, Pa. (Aluminum) 
American Nickeloid Co., Peru, Ill. (Nickel, chromium, brass & 


copper) 
American Silver Co., Flushing, N. Y. 
Division Lead Co., Summit, Ill. (Lead) 
General Plate Div., Metals & Controls Corp., Attleboro, Mass. 
Handy & Harman, New York, N. Y. 
Ingersoll Steel Div., Borg-Warner Corp., Chicago, III. (Stainless). 
Kaiser Aluminum & Chemical Corp. Oakland, Calif. (Alumi- 


oum 

Lukens Steel Co., Coatesville, Pa. (Nickel, Monel, Inconel & 
stainless steel) 

Republic Steel Corp., Cleveland, O. (Steel clad and stainless) 

Rigidized Metals Corp., Buffalo, N. Y 


(Stainless 
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SHEETS, METAL, COPPER 


American Brass Co., Waterbury, 
American Nickeloid Co., Peru, Ill. 
American Silver Co., Inc., Flushing, N. Y. 

Apollo Metal Works, Chicago, Ill. 

Bridgeport Brass Co., Bridgeport, Conn. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Cheney serey Lee Trenton, N. J. 
— rass & Copper Co., 


Huse i Co., C. G., Pittsburgh, Pa. 

Inland Steel Products Co., Milwaukee, Wis. 

Klauer Mfg. Co., Dubuque, Ta. 

Revere Copper & Brass Inc., New ta N. Y. 

Rigidized Metals Corp., Buffalo, N 

Weirton Steel Co., eirton, Ww. —y 

Western Brass Mills Div., Olin Mathieson Chemical Corp., E. 
Alton, Ill. 


Inc., Long Island City, 


SHEETS, METAL, COPPER, LEAD COATED 


American Brass Co., Waterbury, Conn. 
ry Brass Co., Bridgeport, Conn. 
irass & Copper Co., oo Waterbury, Conn. 

Downs-Smith Brass & Copper Co., Inc., Long Island City, 

i es 
Hussey & Co., C. G., Pittsburgh, Pa. 
Revere Copper & Brass Inc., New York, N. Y. 
Rigidized Metals Corp., buffalo, N. Y. 


SHEETS, METAL, EMBOSSED 
Kaiser Aluminum & Chemical Corp., Oakland, Calif. 
Lustrik, Inc., Philadelphia, Pa. 
Rigidized Metals Corp., Buffalo, N. Y. 
Sun Steel Co., Chicago, Ill. 


SHEETS, METAL, LEAD 
Alpha Metals, Inc., Jersey City. 


N. J. 
Belmont Smelting & Refining works, Inc., Brooklyn, N. Y. 
Bunker Hill Co., The, Sales & Fabrication Div., Seattle, Wash. 
Division Lead Co., Summit, Ill. 
Downs- ~~ Brass & Copper Co., 
x... 


Inc., Long Island City, 


ire Metal Co., Syracuse, N. Y. 


ederated Metals Div., American Smelting & Refining Co., New 
ee vork N. Y. 


Flemm Lead Co., Inc., Long Island City, N. Y. 
Glaser Lead Co., Inc., Brooklyn, N. 

Kirk & Son, Morris P., Los Angeles, ‘Calif. 
National Lead Co., New York, N. Y. 
Rigidized Metals Corp., Buffalo, N. Y. 


Standard Rolli Div. of Revere Copper and Brass Inc., 
Brooklyn, N. 


Weirton Steel Co., Weirton, W. Va. 


SHEETS, METAL, PROTECTIVE COATED 


American Steel Band Co., Pittsburgh, Pa. 

Apollo Metal Works, Chicago, Ill. 

Arvin Industries, Inc., jumbus, Ind. (Laminated plastic, 
ornamental!) 

Baltimore Porcelain Steel Corp., Baltimore, Md. (Porcelain) 

Erie Enameling Co., Erie, Pa. 

Naugatuck emical, Div. of United States Rubber Co., 
Naugatuck, Conn. (Laminated plastic) 

O'Sullivan Rubber Corp., Winchester, Va. (Plastic, ornamental, 
laminated ) 

_— Products Corp., Washington, Pa. 

idized Metals Corp., Buffalo, N.Y. 
he rtson Co., H. , Pittsburgh, Pa. 
Wheeling Corrugating Co., Wheeling, W. Va. 


SHEETS, METAL, SPECIAL METAL 


Alpha Metals, Inc., Jer 
American Brass Co., Wat 
American Silver Co., Inc., Fl 
Cheney Flashing Co., Trenton, N. J Copper -zinc eid 
Colonsal Alloys Co., ’Philadelphia, $e (Color-treat 


City, N. J. (Tin, antimony) 
ing. (Copper-silicon alloys) 
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Division Lead Co., Summit, Ill. (Non-ferrous) SHEETS, MET. STEEL, GALVANIZED 
Dow Chemical Co., Midland, Mich. (Magnesium) _ 


Handy & Harman, New York, N. Y. (Silver, os alloys) Armco Steel Corp., Middletown, Ohio. 
International Nickel Co., Inc., New York, N. Y. (Nickel & nickel Berger Div., Republic Steel Corp., Canton, O. 
alloys) Bethle! Co., Bethlehem, Pa. 
Lukens Steel Co., Coatesville, Pa. (Monel & Inconel) Ceco Steel Products ' Corp., ur Ill. 
Maysteel Products, In Inc., Milwaukee, Wis. Char-Gale Mfg. Co., Anoka, Minn 
Revere Copper & Brass Inc., New York, N. Y. (Copper alloys) Granite City Steel Co., Granite City, Ill. 
idized Metals Corp., Buffalo, N. Y. (Titanium) Inland Steel Co., Ill. 
aetos Co., H. H., Pittsburgh, Pa, (Protected) International Rolling Mill Products  o., Chicago, Ill. 
Western Brass Mills Div., Olin Mathieson Chemical Co., E. International Steel Co., Evansville, Ind. 
Alton, Ill. (Brass and bronze) Jones & - ig Steel Corp., Pittsburgh, Pa. 
Youngstown Sheet & Tube Co., Youngstown, O. Klauer Mf, 


Co., Dubuque, Ia. 
New Delp Mfg. Co., anes Ohio. 
Serer Ca a Bin 
& er, 
SHEETS, METAL, STEEL, ALUMINUM COATED Republic Steel Com. Cleveland, Ohio. 
‘ : Metals Co Buffalo, N. Y. 
Armco Steel Corp., Middletown, Ohio. pe Corp., neg es Ill. 
Rigidized Metals Corp., Buffalo, N. Y. Tennessee Coal & Iron Div., U. S. Steel Corp., Fairfield, Ala. 
United States Steel Corp., Pittsburgh, Pa. 
Weirton Steel Co., Weirton, W. Va. 
SHEETS, METAL, STEEL, BLACK Wheeling « Cocrapitiog Co~ Wheeling, W. we. 


Wheeling Steel Corp., 
Bethlehem Steel Co., Bethlehem, Pa 
Ceco Steel Products ‘Corp., Chicago, Ill. 
Inland Steel Products Co., Milwaukee, Wis. 


SHEETS, MET. STEEL, GALVANNEALED 
& Laughlin Steel Corp., Pittsburgh, Pa. ” a 

——- Steel Corp., Newport, Ky. Berger Div., Republic Steel Corp:, Canton, O. 

urgh Steel Co., Pittsburgh, Pa. N rt Steel Corp., Newport, Ky. 

Republic Steel Corp.. Cleveland, Ohio. Republic Steel Corp., Cleveland, Ohio. 
Rigidized Metals Corp., Buffalo, N. Y. Rigidized Metals ., Buffalo, N.Y. 
Tennessee Coal & Iron Div., U.S. Steel Corp., Fairfield, Ala. Sharon Steel Corp., Pa. 
United States Steel Corp., Pittsburgh, Pa. United States Steel Corp., Pittsburg, Pa. 


Wheeling Corrugating Co., Wheeling, W. Va. 
Wood Steel Co., Alan, Conshohocken, Pa. 


Youngstown Sheet & Tube Co., Youngstown, Ohio. SHEETS, METAL, STEEL, STAINLESS 


Allegheny Ludlum Steel ne — Pa. 


American Silver Co., Inc., 
SHEETS, METAL, STEEL, BLUE, POLISHED Apollo Metal Works, Chicago, ll, 
Inland Steel Products Co., Milwaukee, Wis. Armco Steel Corp., Middletown, Ohio. 
Rigidized Metals Corp., Buffalo, N. Y. Berger Div., Republic Steel Corp., Canton, O. 
Crucible Steel Co Co. of America, Pittsburgh, Pa. 
ane Se | Corp. Baltimore Ma 
ern Stainless Stee ., Baltimore, , 
SHEETS, METAL, STEEL, COPPER BEARING, Ingersoll Steel Div., Borg-Warner Corp., Chicago III. 
GALVANIZED Jessop Steel Co., Washington, Pa. 
McLouth Steel Corp., Detroit, Mich. 
Armco Steel Corp., Middletown, Ohio. Republic Steel Corp., Cleveland, Ohio. 
Bethlehem Steel Co., Bethlehem, Pa. om oo Oe: a N.Y. 
Ceco Steel Products Corp., Chicago, IIl. aron rp. 
Inland Steel Co., Chicago, Ill. (Copper alloy & zinc alloy) Tennessee Coal & Iron Div., U.S. Steel Corp. Fairfield, Ala. 
United States Steel Corp., bbe mes ey 
Newport Steel Corp., Newport, Ky. Washington Steel Co 
Reeves Steel & Mfg. Co., Dover, Ohio. tp., Washington, Pa. 
Republic Steel Corp., Cleveland, Ohio. 
Rigidized Metals Corp., Buffalo, N. Y. 
Sharon Steel Co., Sharon, Pa. SHEETS, METAL, STEEL, TERNE PLATE 
Tennessee Coal & Iron Div., U. S. Steel Corp., Fairfield, Ala. 
Uatel Ses Sed Cary Fiber Rca gL 
Weirton Steel Co., Weirton, W. Va. He at Steel Corp., Follansbee, W 
Wheeling Corrugating Co., Wheeling, W. Va. Republic Steel Corp Cleveland, oO. 
Wheeling Steel Corp., Wheeling, W. Va. Rigidized Metals Cape, Buffalo, N.Y. 
Youngstown Sheet & Tube Co., Youngstown, Ohio. es Su te S Co., Chatiancogs, Tenn. 
haron Steel 
re Coal & iron Div Dv US. mor Corp., Fairfield, Ala. 
nited States Stee’ ittsburgh, Pa. 
SHEETS, METAL, STEEL, CORRUGATED Weirton Steel Co., W Weirton, W . Va. : 
: Wheeling Corrugating Co., ‘Wheeling, W. Va. 
Armco Steel Corp., Middletown, Ohio. 
Berger Div., Republic Steel Corp., Canton, O. (Galvanized) 
Bethlehem Steel Co., Bethleham, Pa. (Galv.) 
Ceco Steel Products Corp., Chicago, Ill. (Galvanized) SHEETS, METAL, STEEL, TIN PLATE 
Inland Steel Products Co., Milwaukee, Wis. Berger Div., Republic Steel Corp., Canton, O. 
New Delphos Mfg. Co., Delphos, Ohio. (Galv.) Bethlehem Steel Co., Bethichem, Pa. 
Newport Steel Corp., Newport, Ky. (Galv. & black) Granite City Steel Co., Granite City, Ill. 
Reeves Steel & Mfg. Co., Dover, Ohio. (Galv. & black) Inland Steel Co., Chicago, Il 
Republic Steel Corp., Cleveland, Ohio. (Galv.) ones & Laughlin a. Co rg Pa. 
Roofing & Supply Co., Chattanooga, Tenn. ublic Steel Co: ae iY, 
Sharon Steel Corp., Sharon, Pa. (Black and galvanized) Rigi wg oe — 
Tennessee Coal & Iron Div., U. S. Steel Corp., Fairfield, Ala. United States Steel ieee Raa Pa. 
United States Steel Corp., Pittsburgh, Pa. (Galv. & black) Weirton Steel Co., Weiston, W. Va. 
Weirton Steel Co., Weirton, W. Va. (Galv.) Wheeling Co rape fee .» Wheeling, W 
Wheeling Corrugating Co., Wheeling, W. Va. Youngstown Sheet ube Co., he Ohio. 
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SHEETS, METAL, ZINC 


American Nickeloid Co., Peru, Ill. 
Apollo Metal Works, Chicago, Ii. 
Belmont Smelting & Refining Works, Inc., Brooklyn, N. Y. 
oN. —- Brass & Copper Co., Inc, Long Island City, 
Empire Metal Co., Syracuse, N. Y 
Illinois Zine Co. Div. of Hydrometals Inc., Chicago, Ill. 
Kirk & Son, Inc., Morris P., Los Angeles, Calif. 
— & Hegeler Zine Co., La Salle, Ill. 

lew J Zinc Co.. New York, N. Y. 
Rigidieed etals Corp. .. Buffalo, N. Y. 


SHEETS, NON-METALLIC, OTHER THAN PLASTIC 


Acme Asbestos Covering & Flooring Co., Chicago, Ill. (Asbes- 
tos cement). 


Alsynite Co. of America, San Diego, Calif. (Translucent fiber- 


glass) 

American Hard Rubber Co., New York, N. Y. (Hard rubber) 

Carey Mfg. Co., Philip, Cincinnati, Ohio. (Asbestos cement, 
asphalt, plyboard) 

Celotex Corp., Chicago, Iil. 

Corite ucts Inc., Chicago, oo bar send resin) 
iohns-Manville, New York, N. Asbestos cement) 
easbey & Mattison Co., tba’ Pa. (Asbestos) 

Keystone Asphalt Products Co., Chicago, Ill. 

Meadows, Inc., W. R. Elgin, iil. 

Norristown Asbestos iv., Nicolet Industries, Inc., Norris- 
town, Pa. (Asbestos) 

Ruberoid Co., New York, N. Y. (Asbestos cement; flat & 

Sall Mountain Div., 


Nicolet Industries, Inc., 
(Asbestos) 


Hamilton, O. 


SHEETS, PLASTIC, FOR DUCTS AND HOODS 


American Agile Corp., Bedford, O. (Polyethylene) 

Atlas Mineral Products Co., Mertztown, Pa. (Rigid polyvinyl 
chloride) 

Campco Div., Colcege Molded Products Corp., Chicago, IIl. 

Colonial Plastics M g. Co., Subsidiary Van Dorn Iron Works 
Co., Cleveland, O. (Polyvinyl chloride) 

Dow Chemical Co., Midland, Mich. (Plastic) 

Firestone Plastics Co., Pottstown, * 

General Tire & Rubber Co., Akron, 

— Tire & Rubber Co., industrial Products Div., Wabash, 
In 

Goodrich Industrial Products Co., B. F., Plastics Products Div., 
Marietta, O 

Hartwell & Sons, Inc., H. N., Boston, Mass. 

Haveg Corp., Wilmington, Del. 

Industrial lastic Fabricators, Inc., Norwood, Mass. 

Kaykor Industries, Inc., Yardville, N. J. (Rigid polyvinyl 
chloride) 

Modular Plastic Corp., Detroit, Mich. 

Monsanto Chemical Co., St. Louis, Mo. (Polyethylene, vinyl, 
vinylidene) 

Plastex Co., Columbus, O. 

Rohm & Haas Co., Philadelphia, Pa. 

Seiberling Rubber Co., Plastics Div., Newcomerstown, O. 


SHEETS, TRANSLUCENT 
See Panels, Plastic, Translucent Material 


SHELVING, METAL 
See Lockers, Metal 


SHINGLES AND TILE, METAL 


Berger Div., Republic Steel Sa Canton, Ohio. (Galv.) 

Fingles Co., Baltimore, Md. metals 

Labeled Metal Products _ Broadview, Il. (Galvanized 
steel) 

Matthiessen & Hoga Zinc Co., La Salle, Il. (Zinc) 

Miller & —_ as N. Y. 


Whaling Corrageting 


Lous, Ky agg 
, Wheeling, W. Va., (Steel shingles) 


Wallace Co., William, Metalbestos Div., Belmont, Calif. (Painted 
tin and galv.) 


SHUTTERS, DUCT, AUTOMATIC 
See Louvers and Shutters, Automatically Controlled 


SHUTTERS, DUCT, MANUAL 
See Louvers and Shutters, Manvally Controlled 


SHUTTERS, EXTERIOR WALL 
See Louvers and Shutters 


SKYLIGHT LIFTS 
See Lifts, Skylight 


SKYLIGHTS 


Alsynite Co. of America, San Diego, Calif. 

American Steel Band Co., Pittsburgh, Pa. 

Biersach & Niedermeyer Co., Milwaukee, Wis. 
Chemold Co., Santa Monica, Calif. (Fiber glass) 
Fingles Co., Baltimore, Md. 

Gehri Sheet Metal Co., Tacoma, Wash. 

General Sheet Metal Works, Inc., Brid rt, Conn. 
LaCrosse Steel Roofing & Corrugating » LaCrosse, Wis. 
Marco Co., East Orange, N. 

Moeschi-Edwards Corrugating Co., Inc., Cincinnati, Ohio. 
Overly, Lloyd H., Maryville, Tenn. 

Overly Mfg. Co. Greensburg, Pa. 

PAM Co., The, Portland, Ore. 

Pennsylvania Wire Glass Co., — Pa. 


Perkinson, William J., Chicago, I 
as tie phe Zelienople, 


Products, Kankakee, Ill. 
.H.,, Pittsburgh, Pa. 
Schoedinger, F. O., Columbus, Ohio. 
Sioux Steel Co., Sioux Falls, S. D. 
Souther Iron Co., E. E., St. Louis, Mo. 
Super Steel Products Co., Milwaukee, Wis. (Extruded alu- 
minum) 
Thomson Electric Welder Co., Lynn, Mass. 
Tiffin Art Metal Co., Tiffin, Ohio. 
University Fan & Blower Co., Berkeley, Calif. 
Vallas, Lionel, Chicago, Ill. 
Van Noorden Co., E., meen Mass. 
Vent-O-Lite Co., Chicago, Ill. 
Wasco Products, Inc., ridge, Mass. 
Willis Steel Corp., Galesburg, Ill. 


SLIP ROLL FORMERS 
See Machines, Sheet Metal Working, Slip Roll Forming 


SLITTING MACHINES 
See Machines, Sheet Metal Working, Slitting 


SMOKE PIPE 
See Pipe and Fittings, Furnace 


SNIPS AND SHEARS, BENCH AND HAND 


Bartlett Mfg. Co., Detroit, Mich. 

Basford Co., H. R., San Francisco, Calif. 
Bergman Tool Mfg. Co., Inc., Buffalo, N. Y. 
Beverly Shear Mfg. Co., Chi , Tl. 

Boker & Co., fags a New ork, N. Y. 
Bremil ae Bie 

Clauss Cutlery Con Peak O. 

Compton Shear Co., W. H., Newark, N. J. 
Crescent Tool Co., Jamestown, N N. Y. 
Diamond Calk Horseshoe Co., Duluth, Minn. 
Heinrich Tools, Inc., Racine, Wis. 
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Kidder Mfg. Co., Inc., J. F., Burlington, Vt. 
Klenk, oe Karl, Wilmington, Del. 
Pn hare & Tool Works, = N. Y. 
eil-Irwin Mig. Co., Lake City 

Peck, Stow & Wilcox Co., Tn ey Conn. 
Penn Tool Co., Philadelphi, Ps Pa. 
Hae Tools, Los Angeles, Calif. 

Snap-on Tools Corp., Kenosha, Wis. 
Viking Shear Co rie, Pa. 
Whitney Mfg. Co., W. A., Rockford, Ill. 
Wiss & Sons Co., J. Newark, N. j. 


SNOW GUARDS 


See Guards, Snow 


SOLDER, ALUMINUM 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., L. B., Chicago, Ill. 
American Solder & Flux Co., Philadelphia, Pa. 
Anchor Metal Co., Inc., Brooklyn, N. Y. 
Belmont Smelting & Refining Works, Inc., Brooklyn, N. Y. 
Division Lead Co., Summit, Ill. 
Empire Metal Co., Syracuse, N.Y 
—— Welding seieh he Corp., ‘Fishing. N. Y. 
ar elp 
Pasha: Rechnoudion: Cleveland, 0. 
Glaser Lead Co., Inc., Brooklyn, N.Y. 
Johnson Gas Ges Appliance Co., Cedar Rapid, Ia. 
Johnson Mf, Inc., Mt. Vernon, Ia. 
Kester Solder Co., Chicago, Ill. 
Lenk Mfg. Co., Boston, Mass, 
Lukens Metal Co., Thos. F., Philadelphia, Pa. 
Marquette Mfg. Co., Inc., Minneapolis, Minn. 
Metalloy Products Co., Los Angeles, Calif. 
Modern Engineering Co., St. Louis, Mo. 
Ultralloy Corp., Chicago, Ill. 


SOLDER, LEAD-TIN 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 

Allen Co., L. B., Chicago, Ill. 

Alpha Metals, Inc., Jersey City, N. J. 

American Products orp Chicago, Ill. 

Anchor Metal Co., Inc., Brooklyn, N. Y. 

Belmont Smelting & Refining Works, ie, Brooklyn, N. Y. 

Benson Co., Inc., Alex R., Hudson, N 

Bohn Aluminum & Brass Corp., Detroit Mich. 

Bunker Hill Co., The, Sales & Fabrication Div., Seattle, Wash. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Chicago Smelting & Refining Corp. Chicago, Ill. 

Division Lead Co., Summit, I 

Downs-Smith Brass & Gopher Co., 
N.¥: 

Empire Metal Co., Syracuse, N. Y. 

Eutectic Weldi ‘Alloys Corp., Flushing, N. Y. 

Farrelloy Co., Philadelphia, Pa. 

Federated Metals Div., American Smelting & Refining Co., 
New York, N. Y. 

Flemm Lead Co., Inc., Long Island a cay, N. Y. 

Fluxolder Products Co., Detroit, Mi 

Fusion Engineering, Cleveland, oO. 

Glaser Lead Co., Inc., Brooklyn, N. Y. 

Hercules Chemical Co., Inc., New York, N. Y. 

Johnson Gas Appliance Co., Cedar Rapids, Ia. 

Johnson Mfg. Co., Mt. Vernon, Ia. 

Kester Solder Co., Chicago, IIl. 

Kirk & Son, Inc., Morris P., Los Angeles, Calif. 

Kien se, Co., g Leneaes, Be. 


pen oy heed Co.,  iolese Park, Ill. 
pm Metal Co., Thos. F., Philadelphia, Pa. 
Mueller Brass Co., Port Huron, Mich. 
National Lead Co., New York, N. Y. 

New Delphos Mig. Co, De _ wy 

Ohmer Co., Geo. 

RotoMetals, San Sonne, Sie 

Ruby Chemical Co., Columbus, O. 

S. ©, $. Products Co., Inc., Brooklyn, N. Y. 

Standard Rolling Mills Div. of Rovere Copper and Brass Inc., 
Brooklyn, N. Y. 

Tinit Mfg. Co., Inc., Denver, Colo. 

Wonderod Corp., Philadelphia, Pa. 


Inc., Long Island City, 
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SOLDER, SILVER 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., L. B., Chicago, III. 


Alpha Metals, ae 
Anchor Metal Co., ee 
Belmont Smelting & Refinin, Works, Inc., Brooklyn, N. Y. 


Empire Metal Co., 


Eutectic Welding Syracuse, Cae " Flushing, M.-Y. 
Fusion Clev O. 


Engineering, eland, 
General Div., Metals & Controls Corp., Attleboro, Mass. 
emo Bak 6 ag lag hg ta b a 
uette Mfg. Co., Inc., lis, Minn. 
re ler Brass ng Port Huron, ich. 
United Wire & Supply Corp., Providence, R. I. 


SOLDER, STAINLESS STEEL 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Allen Co., L. B., Chicago, Ill. 

Alpha Metals, Inc., Jersey City, N. J. 

American Silver Co., Inc., Flushin N. Y. 

Anchor Metal Co., Inc., Brooklyn, N. Y. 


Belmont Smelting & Refining Works, Inc., Brooklyn, N. Y. 
Division Lead Co., Summit, Ill. 
Empire Metal Co., Syracuse, N. Y. 

Eutectic Welding Alloys Corp., Flushing, N. Y. 
Fusion eering, Clevel 

Johnson Mfg. Co., Inc., Mt. Vernon, N. Y. 
Kester Solder Co., Chicago, I! 

Kirk & Son, Inc., Morris P., ‘tas Angeles, Calif. 
Lukens Metal Co., Thos. F., Philadelphia, Pa. 
RotoMetals, San Francisco, Calif. 


SOLDER, ZINC 


Allen Co., Inc., L. B., Chicago, Ill 


All-State Welding Alloys Co., Inc., White Plains, N. Y. 
Anchor Metal Co., Inc., Brooklyn, N. Y. 


Belmont Smelting & Works, Inc., Brooklyn, N. Y. 
Division Lead Co., a Il. 
Empire Metal Co., Syracuse, N. Y. 


Eutectic Welding Alloys Corp., oe N. Y. 
Glaser Lead Co., Inc., Brooklyn, N Y. 


SOLDERING FLUX 
See Flux 


SOLDERING FURNACES 
See Furnaces, Soldering 


SOLDERING TORCHES 
See Torches, Soldering 


SOLENOID VALVES 
See Valves, Solenoid 


SOLVENTS, TANK, FUEL OIL 


Ampion Corp., Long — — N. Y. 
Barclay, Inc., Robert, Chi icago, Ill 
Dearborn Chemical Co., Chicago, ‘mM. 
ied Utilities Co., New York, N. Y. 


den Corp., The, Chicago, at 
Metropolitad Co., Inc., Island City, N. Y. 
Monsanto Chemical ., St. opis, 


Moni Chemical Co Pa 
Mesdinst Tiaaieaien Co., » Jenkiotows, oO. 
Norman Chemical Co., St. Paul, Minn. 
North American M Products Co., Cleveland, O. 
Oakite Products Inc., New York, N. Y. 

Pennsylvania Refining Co., Ohio Div., Sains Oo. 
Petroleum Solvent bine te: New York, N. Y. 

Radiator Specialty Co., Charlotte, N. Cc 

Red Wing Oil Bumer Co., Inc., Medford, Mass. 
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S. O. S. Products Co., Inc., Brooklyn, N. Y. 
Saginaw Salt Products Co., Saginaw, Mich. 
Shell Oil Co., New York, N. Y 


SOOT REMOVER 


See Remover, Soot 


SOUND LEVEL METERS 
See Meters, Sound Level 


SPOT WELDERS 
See Welders, Spot 


SPRAY GUNS 
See Guns, Spray 


STAINLESS STEEL SHEETS 
See Sheets, Metal, Steel, Stainless 


STAMPINGS, METAL 


Ackermann Mfg. Co., Wheeling, W. Va. 

Acme Mfg. Co., Philadelphia, Pa. 

Aluminum Co. of America, Pittsburgh, Pa. 

Aluminum Goods Mfg. Co., Manitowac, Wis. 

American Pulley Co., Philadelphia, Pa. 

Berger Furnace Corp., Belle Vernon, Pa. 

Bossert Div., Rockwell Spring and Axle Co., Utica, N, Y. 

Campbell Stainless Products Co., Washington, Pa. (Stainless 
steel letters) 

Chase Brass & ag Co., Inc., Waterbury, Conn. 

Chicago Metal Mfg. Co., Chicago, Ill. (Rings) 

Commercial Shearing & Stamping Co., Youngstown, Ohio. 

Cronstroms, Inc., Minneapolis, Minn. 

Dahlstrom Metallic Door Co., Jamestown, N. Y. 

Dayton Rogers ee th , Minneapolis, Minn. 

Detroit Stamping Detroit, Mich. 

Division Lead Co., Summit, Til. 

Downs-Smith Brass & Copper Co., Inc., Long Island City, 

) & J 

Elgen Mfg. Corp., Long Island City, N. Y. (Vane runners) 

Falstrom Co., Passaic, N. J. 

Follansbee Steel Corp., Follansbee, W. Va. 

Globe Machine & Stamping Co., Cleveland, Ohio. 

Kirk & Blum Mfg. Co., Cincinnati, Ohio. 

Lukens Steel Co., Coatesville, Pa. 

Miller & Doing, Brooklyn, N. Y. 

Morrison Products Inc., Cleveland, Ohio. 

Morrison Steel Products, Inc., Buffalo, N. Y. 

Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, IIl. 

National Metal Fabricators, Chicago, Ill. 

New Delphos Mfg. Co., Delphos, Ohio. 

New Monarch Machine & Stamping Co., Des Moines, Iowa. 

Northwest Metals Products, Inc., ttle, Wash. 

Paine Co., Addison, III. 

Palmer-Shile Co., Detroit, Mich. 

Perfection Industries, Div. of Hupp Corp., Cleveland, O. 

Radiation Furnace Corp., Benton Harbor, Mich. 

Reichert Float & Mfg. Co., Toledo, O. 

Republic Steel Corp., Cleveland, O. 

Revere Copper & Brass Inc., New York, N. Y. (Copper & 
copper alloy) 

Reynolds Metals Co., Louisville, Ky. 

Shakeproof Div., Illinois Tool Works, Elgin, Ill, 


Sheet = Specialty Div., Follansbee Steel Corp., Follansbee, 
WwW. 


Mb, Co., Oakland, Calif. 

Standard Stamping & Perforating Co., Chicago, IIl. 
Steinen aa ee , Wm., Newark, N. J. 

Tannewitz orks, Grand Rapids, Mich. 

United States Register Co., Battle Creek, Mich. 


Western Brass Mills Div., ‘Olin Mathieson Chemical Corp., E. 
Alton, Ill. 


Wheeling Corrugating Co., Wheeling, W. Va. 


Wickwire Spencer Steel Div., Colorado Fuel & Iron Corp., 
New York, N. Y. 


Worcester Pressed Steel Co., Worcester, Mass. 
Youngstown Sheet & Tube Co., Youngstown, Ohio. 


STAMPINGS, STEEL FURNACE 


Ackermann Mfg. Co., Wheeling, W. Va. 

Berger Furnace Corp., Belle Vernon, Pa. 

Commercial Shearing & Stamping Co., Youngstown, Ohio. (Heads 
for furnace domes & crescent radiators) 

Mohawk Metal Products Co., Frankfort, N. Y. (Furnace shells 
and radiators) 

Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Iil. 

Radiation Furnace Corp., Benton Harbor, Mich. 


STEEL TUBING 
See Tubing, Steel 


STERILIZERS, AIR 


Aireactor Corp., New York, N. Y. 

Air-Heet Corp., ‘Chicago, Ill. 

Air Purification Service, Inc., New York, N. Y. 

Everett Engineering Co., ilene, Tex. 

Germatrol Corp., Pittsburgh, Pa. 

Hanovia Chemical & Mfg. Co., Newark, N. J. 

a Hill, Inc., St. Louis, Mo. 

Iron City Chemical & Construction Corp., Glycolator Sales & 
Service Div., Pittsburgh, Pa. 

Melico Products, Inc., Minneapolis, Minn. 

Ozo Sales Corp., New Haven, Conn. 

Sampson Chemical and Pigment Corp., Chicago, III. 


STITCHING MACHINES, METAL 
See Machines, Sheet Metal Working, Crimping 


STOKER CONTROLS 
See Controls; Control Systems 


STOKERS, DOMESTIC 
Up to 61 Ib per Hour 


Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind. 
Auburn Burner Co., Auburn, Ind. 

Auburn Foundry, inc., Heating Div., Auburn, Ind. 
Automatic Solid Fuels Equipment Co., Indianapolis, Ind. 
Canton Stoker Corp., Canton, Ohio. 

Carpenter Heating & Stoker Co., Cleveland, Ohio. 
Cooper Stoker Co., Pittsfield, Mass. 

Crane Co., Chicago, Ill. 

Eddy Stoker Corp., Wheeling, III. 

Electric Furnace-Man, Inc., Emmaus, P 

Frederick Iron & Steel, Inc., Frederick, Ma, 

Gehl Bros. Mfg. Co., West Bend, Wis. 
Gross-Aire Mfg. Co. St. Louis, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Heating Assurance, Inc., Spokane, Wash. 

Hershey Motorstokor, Inc., Manheim, Pa. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

Iron Fireman Mfg. Co., Cleveland, Ohio. 
Kol-Master Corp., Oregon, III. 

Leas Co., H. Leslie, Monona, Iowa. 

Loline Steel Boiler Co., Allentown, Pa. 

Meyer Furnace Co., Peoria, Ill. 

Nelson Bros. & Strom Co., Racine, Wis. 

Northern Steel & Stoker Corp., Peoria, Ill. 
Premium Coal & Oil Co., Cincinnati, Ohio. 
Schwab Safe Co., Lafayette, Ind. 

Stoker-Ola Mfg. Co., Peoria, Ill. 

Stratton & Terstegge Co., Louisville, Ky. 
Sun-Fire Stoker Corp., New Albany, Ind. 
Tropic-Air Stoker Co., Canton, Ohio. 

Whiting Fire Power Products Corp., Superior, Wis 
Will-Burt Co., Orrville, Ohio. 
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STOKERS, INDUSTRIAL AND COMMERCIAL 
61 Ib to 300 Ib per Hour 
American Engineering Co., Philadelphia, Pa. 


Anchor Div., Stratton & Terstegge Co., Inc., New Albany, Ind. 


Auburn Burner Co., Auburn, Ind. 

Auburn Foundry, Inc., Heating Div., Auburn, Ind. 
Automatic ree Corp., St. Louis, Mo. 

Automatic Solid Fuels pestatent Co., Indianapolis, Ind. 
Canton Stoker Corp., Canton, Ohio. 

Carpenter Heating & Stoker Co., Cleveland, Ohio. 
Cooper Stoker Co., Pittsfield, Mass. 

Crane Co., Chicago, Ill. 

Detroit Stoker Co., Detroit, Mich. 

Diamond Castings Co., Inc., Johnsonburg, Pa. 

Eddy Stoker Corp., Wheeling, Ill 

Electric Furnace Man, Inc., Emmaus, Pa. 

Flynn & Emrich Co., Baltimore, Md. 

Frederick Iron & Steel, Inc., Frederick, Md. 

Fuel Savers, Inc., Harrisburg, Pa. 

Gehl Bros. Mfg. Co., West Bend, Wis. 

Gross-Aire Mfg. Co., St. Louis, Mo. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Heating Assurance Inc., Spokane, Wash. 

Hershey Motorstokor, Inc., Manheim, Pa. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

Iron Fireman Mfg. Co., Cleveland, Ohio. 

Kol-Master Corp., Oregon, IIl. 

Leas Co., H. Leslie, Monona, Iowa. 

Meyer Furnace Co., Peoria, Ill. 

Nelson Bros. & Strom Co., Racine, Wis. 
Ormsby-Osterman Co., St. Louis, Mo. 

Premium Coal & Oil Co., Cincinnati, Ohio. 

Rosedale Foundry & Machinery Co., Pittsburgh, Pa. 
Schwab Safe Co., patetetee, Ind. 

Stewart-Warner Corp., S. Machine Div., Lebanon, Ind. 
Stoker-Ola Mfg. Co., Peoria, Ill. 

Stratton & Terstegge Co., Louisville, Ky. 

Sun-Fire Stoker Corp., New Albany, Ind. 

Tropic-Aire Stoker Co., Canton, Ohio. 

Whiting Fire Power Products Corp., Superior, Wis. 
Whitty Co., Inc., Boston, Mass. 

Will-Burt Co., Orrville, Ohio. 

Woolley Engineering Co., Detroit, Mich. 


STOVE REPAIR PARTS 
See Parts, Repair, Furnace and Stove 


STUD WELDING GUN 
See Welders, Spot 


SUMMER COOLING UNITS 
See Units, Air Conditioning 


SWITCHES, MAGNETIC, MANUAL, TIME 
See Controls 


SYSTEMS, FUEL OIL PUMPING 
For Overhead Unit Heaters and Furnaces 


Barclay, Inc., Robert, Chicago, Ill. 
Hite Mfg. Co., N. E., Chicago, Ill. 
Tuthill Pump Co., Chicago, Ill. 

Webster Electric Co., Racine, Wis. 


SYSTEMS, HEATING, SMALL PIPE 
Consisting of furnace, plenum chamber, takeoff fittings, boots, 
elbows, small pipe 


Adelta Mfg. Co., Philadelphia, Pa. 
Berger Furnace Corp., Belle Vernon, Pa. 
Char-Gale Mfg. Co., Anoka, Minn. 
Coleman Co., Inc., Wichita, Kans. 
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Corbman Bros., Inc., Philadelphia, Pa. 
General Electric Co., Home Heating and Cooling Dept., Ty- 
ler, Tex. 
Henry Furnace Co., Medina, O. 
Inland Steel Products Co., Milwaukee, Wis. 
J & J Sheet Metal Co., Van Dyke, Mich 
and Air Conditioning Div., Surface Combustion 
Corp., Columbus, O. 
Jettronaire, Inc., Pittsburgh, Pa. 
Lennox Industries Inc., Marshalltown, Iowa. 
Majestic Co., Inc., Huntington, Ind. 
Mueller Climatrol, Milwaukee, Wis. 
pray Furnace Co., Dowagiac, Mich. 
alph Mfg. ~ Inc., Wadsworth, O. 
Williamson Co ”, The, Cincinnati, O. 


TANK GAGES, FUEL OIL 
See Gages, Tank, Fuel Oll 


TANK SOLVENTS 
See Solvents, Tank, Fuel Oil 


TANKS, FUEL OIL, ACCESSORIES 


Airtherm Mfg. Co., St. Louis, Mo. 

Anderson Brass Co., Detroit, Mich. (Manual shutoff valve) 
Bearlee Products Co., Green Bay, Wis. (Vent caps) 

Furblo Co., Hermansville, Mich. (Stand) 

Guardian Products Corp., Valve Div., Michigan City, Ind. (Valve) 
Hays Mfg. Co., Erie, Pa. (Valves and fi ) 

Mel-Gauge Co., New Haven, Conn. (Fittings and bushings) 
Mace South Morse Co., Watertown, Mass, (Vent caps and 
valves 
Oil Equipment Mfg. Co., New Haven, Conn. (Oil storage tank 

fittings, vent caps, fill boxes) 
Rockford Brass Works, Rockford, Ill. 
Scully Signal Co., Melrose, Mass. 


Universal Valve Co., Elizabeth, N. J. (Fittings, tank valves and 
bushings ) 


TANKS, STORAGE, FUEL 


Airtherm Mfg. Cc., St. Louis, Mo. 

Black, Sivalls & Bryson, Inc., Kansas City, Mo. 

Furblo Co., Hermansville, Mich. 

Kaustine Furnace & Tank Corp., Perry, N.Y. 

Mohawk Metal Products Co., Inc., Frankfort, N. Y. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 

Price Fire Place & Tank Co., Buffalo, N. Y. 


Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 


TAPE, DUCT, ADHESIVE 


For Sealing Joints 


Corbman Bros., Inc., Philadelphia, Pa. 
Dearborn Tape | & Label Co ., Dearborn, Mich. 
Minnesota Minin wy a ite Co., St. Paul, Minn. 
Permacel Tape cw Brunswick, N. J. 
Products Research Co. Los Angeles, Calif. 


TEES 
See Angles, Bars, Beams, Channels, and Tees 


TEMPERATURE CONTROLS 
See Controls; Control Systems 


TEMPERATURE RECORDERS 
See Recorders, Temperature 





TESTERS, SMOKE 


Bacharach Industrial Instrument Co., Pittsburgh, Pa. 
Dwyer Mfg. Co., F. W., Michigan City, Ind. 


THERMOMETERS, INDICATING 


ide Instrument Co., Chicago, Ill. 
Bacharach Industrial Instrument Co., Pittsburgh, Pa. 
Bailey Meter Co., Cleveland, Seat 
Bristol Co. Waterbury, Co 
Defender Instrument & ‘x Regulator Co., Boody, Ill. 
Dickson Co., Chicago, Ill. 
Foxboro Co., Foxboro, Mass. 
Friez Instrument Div., Bendix — Corp., Baltimore, Md. 
G. M. Mfg. Co., New York, N. Y 


General Scientific Equipment Co., Philadelphia, Pa. 
H-B Instrument Co., Philadel 

Hill & Co., EB. Vernon, Lake Geneva, Wis. 

Illinois Testing Laboratories, Inc. Chicago, Il. 
Leeds & Northrup Co., Philadelphia, Pa. 

Manning, Maxwell & Moore, Inc., Stratford, Conn. 
Marsh .. Jas. P., Skokie, Ill. 

Marshalltown Mfg. Co., Marshalltown, Iowa. 
Minneapolis-Honeywell t Co,, Minneapolis, Minn. 
a ny Instrument Co., Ri Hill, N. N. Y. 


Thermometers, Inc., Cincinnati, Ohio. 
Powers Reg Thermometer Co., Philadelphia, Pa. 
ator Co., Skokie, ill. 
smometer & Instrument Co., Philadelphia, Pa. 
ee Mfg. Co., Inc., Rochester, N. Y. 
lor last Electric Co., Chicago, Ul. 
Tarlo or Instrument at Compact, Sng Rochester 
American Machine & Metals Inc., 
New Yor, Ne Y 


Victory Engineering Corp., Union, N. J. 

Weksler Thermometer Corp., Freeport, N. Y 

bet Electrical Instrument Corp., Subsidiary of Daystrom, 
nc., Newark, N. J. 

whecleo Instruments Div., Barber Colman Co., Rockford, Ill. 


THERMOSTATS 
See Controls, Thermostats 


THROUGH WALL FLASHINGS 
See Flashings, Through Wall 


TIME SWITCHES 
See Controls, Switches, Time 


TIMERS, WELDING 


Automatic Temperature Control Co., Inc., Philadelphia, Pa. 
ms. ering Co., Newark, N. J. 


ectric Co., ‘Apparatus Sales Div., Schenectady, N. Y. 
r — Benton Harbor, Mich. 


Photoswitch Div., Electronics Corp. of America, Cambridge, 

Mass. 
Sciaky Bros., Inc., Chicago 
Westinghouse Electric _ eet, Pa. 


TINNING 
See Baths, Tinning 


TIPS, DAMPER 
See Clips and Tips, Damper 


TOOLS, OIL BURNER REPAIR 


Boston Machine Works, —_ Mass. (Nozzle extractor) 

Delavan Mfg. Co., West Des Moines, Ia. (Nozzle tool kits, 
inspection mirror, nozzle changer, serviceman’s kit, flame 
inspection mirror) 

King bt Metal rag omy! Co., Eddington, Pa. 

— .. New Haven, Conn. 

Scu y Signa Co., "Melrose, Mass, (Electrode gage setter, burner 

a control tester) 


TOOLS, ROOFERS’ 
Adams Co., Dubuque, Iowa. (Scaffold brackets) 
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Aeroil Products Co., Inc., South Hackensack, N. J. (Melting 
kettles, hoists, buckets & accessories) 

Ajax Building = Co., Cleveland, Ohio. (Brackets) 

Bel a ee SP .» New Haven, Conn. (Hammers rippers & 
stakes 

Efsco Products Co., trove Y. (Roof scrapers) 

Frey & Co., Frank P., Ut heen ) ini 

Hauck Mig. Co., Brooklyn, les) 

Levow, David, New Yor N. ¥! Roof 

Littleford Bros., Inc., hio. (Roofing kettles) 

a -Less Burner Co., Chicago, Ill. (Buckets, mops, kettles, 

Mele 
Melaway Corp., Brandon, Wis. 

Moser & Son Mfg. Co., >. ‘Bluffton, Ind, (Ladder ee 

Niagara Machine & Tool Works, Suftela N. (Double 


Osmn Cening Fiberglas Corp., Toledo, Oiio. (Fiberglas mop 
of & Wilcox Co., Southington, Conn. (Seamers, tongs, 
etc. 


Rose Mfg. Co., Denver, Colo. ary 

ae ‘D. R., Batavia I (ete 

Stortz & Son, inc., John, Phi phi, Pa. (Tongs, same 
scrapers, jointers, p hammers, rippers, stakes) 


TOOLS, SHEET METAL WORKERS’ 


Adre Co., The, Hales Corners, Wis. 
burnisher <r) 

Air ool Co., Los 

Air-Vacuum Div., F 
um sheet lifter) 


(Electric contact 


Calif. (Pneumatic file & saw) 
a eo Machine Co., Chicago, Ill, ( Vacu- 


a Mfg. Co., Kansas City, Mo, (Saw attachment for electric 


es Calif. Abaeengg yt transfer punches) 
American Electrical Mich. (Soldering irons) 
Atkins Saw Div., Bore Wesnee i Indi lis, Ind. (Saws) 
Basford Co., H. R., San Francisco, Calif, (Pliers, F an ea 
Bergman Tool Mig. ‘Co, Inc., Buffalo, N. Y. (Hand shears 
B & Decker Mfg. 1 Towson, Md. — screw 
driver, portable electric ta tapper, 


portable jig 
Boker & Co, Inc., New York, N. Y. / x A 
snips 


— For, Be & Tool Works, Alliance, O. 
drivers, flaring sets, pliers and socket sets 

Bostitch, East Greenwich, R. I, (Stapling tacker for insulation, 
stapling hammer) 

Brush Nail Expansion Bolt Co., Greenwich, Conn. (Masonry 


drills) 
ia corner pads) 


By-Buk Co., Los les, Calif. 
CWR Mfg. Co. Bag, Cabt ieieoen. clamps) 
. Y. (Saws and 


Chicago Pneumatic Too! Co., New York, 
files, pneumatically operated) 

Clemson Bros., Inc., Middletown, N. Y. (Hack Saws) 

Crescent Tool Co., Jamestown, N. Y. (Scratch awls, pliers, 
screw drivers, wrenches) 

Dalsin Metal : Products, Minneapolis, Minn. fpeite jack) 

Damascus Steel Products Corp., Rockford, Ill. (Punches, chisels, 
star drills, nippers, etc.) 

Davis & Son Machine Works, Los Angeles, Calif. (Clip & 
button punch) 

Dayton Rogers Mfg. Co., Minneapolis, Minn, (Edge scriber) 

— Mfg. Co., Urbana, O. (Sheet metal worker's 
vise 

Detroit Stamping Co., Detroit, Mich. (Toggle clamps) 

Diamond Calk Horseshoe Co., Duluth, Minn. 
wrenches) 

Division Lead Co., Summit, Ill. {Lead hammers) 

Dot-N-Dasher, Creskill, N. J. (Drafting template) 

Downs-Smith Brass & Copper Co., Inc., Long Island City, 
N. Y. (Hammers, soldering coppers) 

ay ol New Hyde Park, L. I., N. Y. (File and solder 
es 


Elgen Mfg. Corp., Long Island City, N. Y. (Portable hand brake) 


= & Co., William L., El Monte, Calif. (Tube flaring 
too 


Eriez Mfg. Co., Erie, Pa. (Fanner magnet) 
Estwing Mfg. Co., Rockford, Il]. (Hammers) 


Fairmount Tool & Forging Inc., Cleveland, Ohio. (Calking 
irons, ~ holders, pliers, solder paddle, chisels, punches, 


~~ Mfg. Co., Fallsington, Pa. (Clip punch, drive cleat 


Fastening Devices, Inc., Brooklyn, N. Y. (Hand driven stud 
drivers) 


Wrenches, screw 


(Pliers, 
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Fox Noiseless Hammer Co., Media, Pa. (Seaming hammer) 

Garland Mfg. Co., Saco, Maine (Hammers and mallets) 

General Electric ‘Co., Metallurgical Products Dept., Detroit, 
Mich. Sh drills) 

Greist Mfg. Co., New Haven, Conn. (Scriber) 

Halbee Products Co,, Parma, Mich. (Hack saw) 

Hamilton Tool Co., "The, Hamilton, O. (Portable table) 

Hamlin Co., <b ‘San Francisco, Calif. (Masonry drills) 

Hexdall Co., A.M, Morris, Ill. (Seam openers & hammers 

Hilti 1} Fastening Systems, Inc., New York, N.Y. (Drive 
studs for s~ 4, iron, channels and masonry) 

Hub Specialty Co. Reading, Mass. (Awl). 

eal 5 Brass & Co., Chicago, Ill. (Tube flaring) 

International eae and Machine Co., Materials Handling 
Div., Herrin, Ill. (Vacuum sheet lifter) 

Interstate Drop Forge Co., Milwaukee, Wis. (Button presses, 
squeezer tongs) 

— Sales Co., New York, N. Y. (Angle meters & center 

ers 

Je _ Co., Hingham, Mass.(Portable saw attachment 
‘or dri 

Johnson, Inc., we~ rg = re J. (Rivet 2, 

Johnson Ladder S Co u Claire, Wis. (Re er shoes, 
vise jaws, rubber knee pads, rubber mallets 

Kenimar Corp., Glenville, Conn. (Bronze, fibre, rubber and 
aluminum visijaw plates) 

Kennametal Inc., Latrobe, Pa. (Masonry & rock drill bits) 

Kett Tool Co., Cincinnati, O. (Portable. drill saw) 

Klenk, Inc., Karl, Wilmington, Del. (Crimper) 

Lapeer Mfg. Co., Detroit, Mich. (Vise wrench, toggle clamps) 

Levow, David, New York, N. Y. (Portable saw gun, sheet metal 
clamp, drill saw attachment) 

Lufkin Rule Co., Saginaw, Mich. (Rules: tapes, flexible, cir- 
cumference, etc.; center punches, scribers, etc. 

Lyon Metal Products, Inc., Aurora, Ill. (Stock cart, tool stand, 
tool boxes & work benches) 

Magnetool Div., Multifinish Mfg. Co., Detroit, Mich. (Magnetic 
lifter, magnetic floor sweepers 

Malco Products, Minneapolis, Minn. (Pipe crimpers, duct 
holder clamps, seamers, notchers, snap lock punches, scratch 
awls, riveting and setting hammer) 

igreod Machinery Co., Chicago, Ill, (Trammels, marking 

tools 


Melaway Corp., Brandon, Wis. 

Merchandising & Mfg. Associates, Inc., Lancaster, Pa. (Cutters, 
shrinkers, stretchers, contour scribers) 

oF Engineering Co., Lincoln, Nebr. (Drive cleat edge 
turner 

Mid-States Welder Mfg. Co., Chicago, Ill. (Portable electric saw ) 

Millers Falls Co., Greenfield, Mass. (Hole saws, saw attach- 
ment 


Milwaukee Electric Tool Corp., Milwaukee, Wis. (Portable hack 


saw) 
Misener Mfg. Co., Inc., Syracuse, N. Y. (Hole saws) 
Momar Industries, Chicago, Hl, (Blueprint racks) 
Moser & Son Mfg. Co., Bluffton, Ind. (Spouting tripods) 
Nelson Stud Ag Bry Gregory Industries, Inc., Lorain, 
O. (Stud weldin 


New England Ca: Pool Co., Inc., Medford, Mass. (Mason- 
ry drill bits) 

= Machine & Tool Works, eee N. Y. (Stakes, ham- 

mers, groovers, hollow punches, etc.) 

Nobur Mfg. Co., North Hollywood, Calif. (Deburring tool) 

—- Industries, Portland, Ore. (Cartridge powered fasten- 
ers 

Oster Mfg. Co., John, Milwaukee, Wis. {Portable electric saws) 

Owens Co., H., Culver City, Calif. (Pattern developer) 

Packham Crimper Co., Mechanics-Burgh, Ohio. eee gee tongs) 

Peck, Stow & Wilcox Co., Southington, Conn. (Hammers, 
rivet sets, groovers, wing dividers, circumference rules, seagate 
formers, stakes) 

Penn Tool Co., Philadelphia, Pa. (Punches, chisels & edge tools) 

Pennsylvania Saw Corp., Wellesley Hills, Mass. (Hand saw set) 

Petersen Mfg. Co., Inc., DeWitt, Nebr. (Clamps) 

Pioneer Tool Co., Racine, Wis. (Pipe crimpers, gutter clamps, 
adjustable saw handles, scratch awls, ladder ets) 

Power-Line Sales, Inc., Detroit, Mich. (Stapler) 

Price & Rutzebeck, Hayward, Calif. (Saw attachment for electric 
drill, self-feeding bit) 

Producers & Distributors, Inc., Allentown, Pa. (Metal cutting saw 
attachment for electric drill) 

RCS Tool Corp., Bloomington, Ill. (Saw attachment for electric 
drill, integral hand saw unit) 

Ramset F; ing System, Winchester-Western Div., Olin Mathie- 
son Chemical ., Cleveland, O. (Powder-actuated ) 

Rapidesign, Iac., G endale, Calif, ene | 

ss Co., Inc., The, New Rochelle, N 


Y. (Masonry drills, 
for drills) -y 
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Reiner & Campbell Co., Inc., Newark, N. J, (Dividers & notch- 
— clip punches) 
tary Concrete Drill Co., Pasadena, Calif. (Drill bits) 
safety Nal Driver Co: ., Clifton, N. J. ( nail driver) 
r Tool & Bl e Co., Chicago, Ill. ( 


i electric drill) 
Schaefer Brush Mfg. Co., Milwaukee, Wis. (Steel brushes, 
pipe, tube and fitting cleaning brushes) 
— ild Mfg. Co., Milwaukee, Wis. sSpoet metal cutter) 
ucts Co., Beverly, Mass. (Soldering gun) 
Pitre Corporation, Chicago, Ill. (Portable power tools) 
Sheridan-Gray, Inc., Palos Verdes Calif. 
Simonds Saw m! i Co., Fitchburg, Mass. (Metal files) 
= Tools Co 


Kenosha, Wis. (Wrenches, hammers, rules 


etc.) 

Stanley Electric Tools Div., The Stanley Works, New Britain, 
Conn. (Portable electric shear, hammers, squares, chisels, etc.) 

Stortz & Son, Inc. John, Philadelphia, Pa. cts punches, 
chisels, rivet sets) 

Syntron Co., Homer City, Pa. (Portable electric saw) 

Termite Drills, Inc., Pasadena, Calif. (Concrete drill bits) 

Thor Power Tool Co., Chicago, Ill. (Saw attachment) 

Time Saver Tools, Inc., "Mundelein, Ill. (Drill bits) 

Topflight Corp., York. Pa. (Jigs, riveters, dimplers, rivet remov- 
ers, scribing discs) 

TiSew Corp., St. Louis, Mo. (Saw attachment for electric 
rill 

Utica Drop Forge & Tool Corp. Utica, N. Y. (Non-ferrous lap- 
welding dies) 

= — Mfg. Co., Cleveland, Ohio. (Caulking guns & cart- 
ridges 

Vulcan Electric Co., Div. Consolidated Electric Lamp Co., Inc., 
Danvers, Mass. (Electric solder pots) 

Ward Machinery Co., Chicago, Ill. (Bender) 

Wassco Electric Products Corp., Joliet, Ill, (Electric soldering 


tool) 
Wedgelock Corp., North Hollywood, Calif. (Jig fasteners, 
whine: sheet metal fasteners) 
Sheet Metal Works, Inc., ieee it Mich. (Clamps) 
Whitney Mfg. Co., W. A., Rockfo iaivaine and setting 
— paniie lever eet punches and dies, shears, 


rey Edel Tox Tool Co., Rockford, Ill. (Aircraft rivet squeezers, 
bat me seamers, rivet sets, hand crimpers, awls) 
Wilder Mfg. Co., Inc., Carmel, Calif. 
Wilson Mfg. Co., Memphis, Tenn. (Tube flaring sets, tube 
benders, tube cutters and tube swedgers) 
it» Electric Tool Corp., Chicago, Ill. (Portable electric 


Wyreabek & Staff, Inc., Chicago, Ill. (Hole cutters, saw attach- 
ments 


, 


TOPS, CHIMNEY 


See Caps and Tops, Chimney 


TORCHES, BRAZING, CUTTING, WELDING AND 
OXY-ACETYLENE 


Aeroil Products Co., Inc., South Hackensack, N. J. 
Air Products; Emmaus, Pa. 
Air Reduction Sales Co., New York, N. Y. 
American Products Corp., Chicago, Ill. 
Bastian-Blessing Co., Chicago, IL. 
Black Mfg. Co., Livingston, N. J. 
Dockson Corp., “Detroit, Mich. 
Goss Gas, Inc., Glenshaw, Pa. 
Harris Calorific Co., Cleveland, Ohio. 
K-G Equipment Co. Inc.), sees Pa. 
Lee Co., K. O., Aberdeen, S$. D 
Lincoln Electric Co., Cleveland, 0. 
Linde Air Products ‘Co, New York, N.Y. 
Liquid Carbonic Corp., ‘Industrial Gas Div., Chicago, Ill. 
Marquette Mfg. Co., Inc., Minneapolis, Minn. 
Minn Kors rae ene D. 
& N. 
Modern  &t 
National Cylinder ae A ese 


N ancisco 
Notions! bch Se Equipment, Sen Pa , Calif. 
Renee & Cunpbell Coy “inc, ee ™ 

W. Alexandria, O 


Sight Feed Generator Co., 

Smith Welding Equipment Corp., Minneapolis, Minn. 
Velocity-Power Tool Co., Pittsburgh, Pa. 

Victor Equipment Co., San Francisco, Calif, 

Weldit, Inc., Detroit, Mich, 





TORCHES, SOLDERING 


Acet-A-Tips Co., Chicago, Ill. 

Air Reduction Sales Co., New York, N. Y. 

Bastian-Blessing Co., Chicago, Ill. 

Bernz Co., Otto, Rochester, N. Y. 

Clayton & Lambert Mfg. Co., Louisville, Ky. 

Dockson Corp., Detroit, Mich. 

Goss Gas, Inc., Glenshaw, Pa. 

Harris Calorific Co., Cleveland, Ohio. 

Hones, Inc., Charles A., Baldwin, N. Y. (Gas) 

Insto-Gas Corp., Detroit, Mich. 

a Gas Appliance Co., Cedar Rapids, Iowa. 
Mfg. Co., Mass. 

Linde Air Products Co., New York, N. Y. 

Liquid Carbonic Corp., Industrial Gas Div., Chicago, Ill. 

Marquette Mfg. Co., Inc., Minneapolis, Minn. 

Minn-Kota Foundry & a Co., Fargo, N. D. 

Modern Engineering Co., St. Louis, Mo. 

Mutual Liquid Gas & Equipment Co., Gardena, Calif. 

National Cylinder Gas Co., Chicago, Ill. 

National Welding sg San Francisco, Calif. 

Prepo Corp., Edgerton, Wis. 

Ramone Co:. Emeryville, Calif. 

Reiner & Campbell Co., Inc., Newark, N. J. 

Reliable Gas Products Co., Cedar Rapids, Ia. 

Sanders, J. A., Fulton, N. Y. 

Sight Feed Generator Co., West Alexandria, Ohio. 

Smith Welding Equipment Corp., Minneapolis, Minn. 

Tinit Mfg. Co., Inc., Denver, Colo. 

Torit Mfg. Co., St. Paul, Minn. 

Tumer Brass Works, Sycamore, Ill. 

Unique Mfg. Co., Inc., Chicago, Ill. 

Velocity-Power Tool Co., Pittsburgh, Pa. 

Weldit, Inc., Detroit, Mich. 


TOWERS, COOLING, ATMOSPHERIC, RESIDENTIAL 


Binks Mfg. Co., Chicago, Ill. 

Dover Mfg. Co., Independence, Mo. 

Fluor Products Co., Div. of the Fluor Corp., Ltd., Air Condi- 
tioning & Refrigeration Cooling Tower Div., Whittier, Calif. 

Fulton Steelcraft Co., Swanton, O. 

Lilie-Hoffman Cooling Towers, Inc., St. Louis, Mo. 

Marley Co., The, Kansas City, Mo. 

Peerless ig Div., United Cooling Towers, Inc., North Little 


Rock, ? 
Phillips Cooling Tower Co., Inc., Brooklyn, N. Y. 
Santa Fe Tank & Tower Co., Los Angeles, Calif. 
Thermal Agency, Houston, Tex. 
TOT Towers, Inc., Houston, Tex. 
Toungate & Coats, Austin, Tex. 
United Cooling Tower Co., Kansas City, Mo. 
United States Cooling Tower Co., Div. Heatcraft Co., Louisville, 


Ky. 
Water Cooling Equipment Corp., St. Louis, Mo. 
Water Cooling Tower Co., Chicago, Ill. 


TOWERS, COOLING, MECHANICAL DRAFT, 
RESIDENTIAL 


Acme Industries Inc., Jackson, Mich. 

American Coils Co., Newark, N. J. 

Ayres, Inc., Houston, Tex. 

Baldwin-Ward Mfg. Co., Ottawa, Kans. 

Baltimore Aircoil €o., Inc., Baltimore, Md. 

Binks Mfg. Co., Chicago, III. 

Carrier Corp., Syracuse, N. Y. 

Clime-Matic Corp., South Norwalk, Conn. 

Cool-Ette, Inc., Detroit, Mich. 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

Deansteel Products, San Antonio, Tex. 

Dover Mfg. Co., Independence, Mo. 

Drayer-Hanson, Div. of National-U. S. Radiator Corp., Los 
Angeles, Calif. 

Dunham-Bush, Inc., West Hartford, Conn. 

Fluor Products Co., Div. of the Fluor Corp., Ltd., Air Condi- 
tioning & Refrigeration Cooling Tower Div., Whittier, Calif. 

Fulton Steelcraft Co., Swanton, O. 

Goodfellow Co., Inc., E. D., Memphis, Tenn. 

Governair Corp., Oklahoma City, Okla. 

Halstead & Mitchell, Pi h, Pa. 

Havens Structural Steel Co., Kansas City, Mo. 

Kauffman Air Conditioning Corp., St. Louis, Mo. 


Kennard Corp., St. Louis, Mo. 

Knobco, Inc., Newport, Ky. 

Koch Engineering Co., Inc., Wichita, Kans. 
Kramer-Trenton Co., Trenton, N. J. 

Larkin Coils, Inc., Atlanta, Ga. 

Lilie-Hoffman Cooling Towers, Inc., St. Louis, Mo. 
Marley Co., The, Kansas City, Mo. 

Marlo Coil 9g Rowe Mo. 

McQuay, Inc., Mi is, Minn. 

Morris Sheet Metal Works, Columbus, O. 

Niagara Products Co., Phoenix, Ariz. 

Peerless Products Div., United Cooling Towers, Inc., North Little 


Rock, Ark. 

Phillips Cooling Tower Co., Inc., Brooklyn, N. Y. 

Pritchard & Co., J. F., Kansas City, Mo. 

Recold Corp., Los Angeles, Calif. 

Santa Fe Tank & Tower Co., Inc., Los Angeles, Calif. 

Silvercraft, Inc., Louisville, Ky. 

Spitzka Mfg. Co., North Sacramento, Calif. 

Sun-Fire Stoker a New Albany, Ind 

TOT Towers, Inc., Houston, Tex. 

Tedco Cooling Towers Div., Engineering & Development Co., 
Inc., St. Louis, Mo. 

Toungate & Coats, Austin, Tex. 

United Cooling Tower Co., Kansas City, Mo. 

United States Cooling Tower Co., Div. Heatcraft Co., Louis- 
ville, Ky. 

Water Cooling Equipment Corp., St. Louis, Mo. 

Water Cooling Tower Co., Chicago, III. 

Worthington Corp., Harrison, N. J. 


TRANSFORMERS, IGNITION 


Burn-Rite Products Co., Yonkers, N. Y. 

Dongan Electric Mfg. Co., Detroit, Mich. 

Dormeyer Industries, Chi , Tl. 

General Controls Co., Glendale, Calif. 

General Electric Co., Apparatus Sales Div., Schenectady, N.Y. 
Harvey, Inc., Sid, Valley Stream, N. Y. 

HomEase Products Div. of Bogue Electric Mfg. Co., Paterson, 


N. J. 

Jefferson Electric Co., Bellwood, Ill. 

Service and Supply Co., Appleton, Wis. 

Thermador Electrical Mfg. Co. Div. of Norris-Thermador 
Corp., Los Angeles, Calif. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Webster Electric Co., Racine, Wis. 


TRANSFORMERS, LOW VOLTAGE 


Acme Electric Corp., Cuba, N. Y. 

Barber-Colman Co., Rockford, III. 

Crown Controls Co., Inc., New Bremen, Ohio. 

Dongan Electric Mfg. Co., Detroit, Mich. 

Dormeyer Industries, Chicago, IIl. 

Eisler Engineering Co., Newark, N. J. 

General Controls Co., Glendale, Calif. 

General Electric Co., Apparatus Sales Div., Schenectady, N. Y. 

Jefferson Electric Co., Bellwood, III. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 

NuTone, Inc., Cincinnati, O. 

Taylor-Winfield Corp., Warren, Ohio. 

Thermador Electrical Mfg. Co. Div. of Norris-Thermador 
Corp., Los Angeles, Calif. 

Union Electric & Mfg. Co., Jersey City, N. J. 

Wagner Electric Corp., St. Louis, Mo. 

Westinghouse Electric Corp., Pittsburgh, Pa. 


TRANSMISSIONS, VARIABLE SPEED 


Allis-Chalmers Mfg. Co., Milwaukee, Wis. 
American Pulley Co., Philadelphia, Pa. 

Dodge Mfg. Corp., Mishawaka, Ind. 

Lewellen Mfg. Co., Columbus, Ind. 

Lima Electric Motor Co., The, Lima, O, 
Link-Belt Co., Chicago, Il. 

Lovejoy Flexible Coupling Co., Chicago, Ill. 
Philadelphia Gear Works, Inc., Philadelphia, Pa. 
Reliance Electric & Engineering Co., Cleveland, O. 
Sterling Electric Motors, Inc., Los Angeles, Calif. 
U. S. Electrical Motors, Inc., Los Angeles, Calif. 
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TRIM, ORNAMENTAL 
See Molding and Trim, Ornamental 


TRUCK BODIES 
See Bodies and Accessories, Truck 


TRUCKS, MOTOR 


ogre ~ Motor Div., General Motors Corp., Detroit, Mich. 
Div., Chrysler "Corp., Detroit, Mich. 

Food Motor. Co., Dearborn, ‘Mich. 

GMC Truck & Coach Div., General Motors Corp., — ao 

International Harvester Co., Motor Truck Div., Chicago, Il 


TRUCKS, WAREHOUSE 


Big Joe Mfg. Co., Chicago, Ill. 

Elwell-Parker Electric Co., Cleveland, O. 
Lamson Mobilift Corp., Portland, Ore. (Lift) 
Yale & Towne Mfg. Co., The, Philadelphia, Pa. 


TUBING, ALUMINUM 


Aluminum Co. of America, Pittsburgh, Pa. 
American Brass Co., Waterbury, Conn. 
Bohn Aluminum & Brass Corp., Detroit, Mich. 
Downs-Smith Brass & Copper Co., Inc., Long Island City, 
N. Y. 
Harvey Aluminum, Torrence, Calif. 
Kaiser Aluminum & Chemical Corp., Oakland, Calif. 
Lewin-Mathes, Lewis Metals Div., St. Louis, Mo. 
Penn Brass & Co Co., Erie, Pa. 
roman By & rass Inc., New York, N. Y. 
etals Co., Louisville, Ky. 
Uaned ¥ Wire & Supply Corp., Providence, R. I. 
Wolverine Tube Div. of Calumet & Hecla, Inc., Detroit, Mich. 


TUBING, COPPER 


American Brass Co., Waterbury, Conn. 
Brass & Copper Import, Inc., New York, N. Y. 


rs oa oa Brass Co., Bridgeport, Conn. 
& Copper Co., Inc., Waterbury 


Downs-Smith Brass & Copper Co., “ie. 


Conn. 
, Long Island City, 
N. Y. 


Hussey & Co., C. G., Pittsburgh, Pa. 

Kensico Tube Co., Mt. Kisco, N. Y. 

Lewin-Mathes Co., Lewin Metals Div., St. Louis, Mo. 

Mueller Brass Co., Port Huron, Mich. 

Penn Brass & Copper Co., Erie, Pa. 

Phelps Dodge ag oe Products Corp., British American Tube 
Dv. New York, N. Y 

Revere Co & Brass ‘Inc. New York, N.Y. (Also expanded 
channels for heat exchange surfaces) 

United Wire & Supply Corp., Providence, R. I. 

Wolverine Tube Div. of Calumet & Hecla, Inc., Detroit, Mich. 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 


TUBING, NICKEL AND NICKEL ALLOY 


Bundy Tubing Co., Detroit, Mich. 

Crucible St Co. of America, Pittsburgh, Pa. 

— Tube Co., Greenville, Pa. 

- < Brass & Copper Co., Inc. Long Island City, 


International Nickel Co., Inc., New York, N. Y. 
Revere & Brass inc., New York, N. Y. 
Wolverine Tube Div. of Calumet & Hecla, Inc., Detroit, Mich. 


Youngstown Welding & Engineering Co. Youngstown, O. 
(Monel) 


TUBING, PLASTIC 


Acadia Synthetic Products Div., Western Felt Works, Chicago, III. 
American Agile Co ., Bedford, O 

Aqua-Therm, Inc., in, O. 

American Hard Rubber Co. New York, N. Y. 
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Carlon Products, estat Ohi 

Colonial Plastics Mfg. Co » Subsidiary Van Dorn Iron Works Co., 
Cleveland, O. 

Commercial Plastics Co., Chicago, Ill. 

Easton Plastics Products Co., Inc., Easton, Pa. 

General Electric Co., Chemical Div., Pittsfield, Mass. 

Goodrich  ~ers Products Co., B. F., Plastics Products Div., 
Marietta, O 

ee gene 

Haveg ilmington, 

Irvington Varnish ry om Div., Minnesota Mining & Mfg. 
Co., Irvington, N ¥. 

Lynch Asbestos Co., Los cate, il Calif. 

Mills Corp., Elmer E., Chi 

Monsanto Chemical Co., St. haa 

Mueller Brass Co., Port Huron, Mich 

National Tube Div., U. S. Steel Corp.. Pittsbur, ur 

Pacific States Felt & Mfg. Co., Inc., San Francisco, 

Plastex Co., Columbus, O. 

Polymer Co., Reading, Pa. 

Republic Steel Nee Cleveland, O. 


Sarat Lined Pip Pipe Co Con Pedal, Mich. 


United States Rubber’ Co., New aes N. Y. 
Yardley Plastics Co., Columbus, O 
Youngstown Sheet & Tube Co., Youngstown, oO. 


TUBING, STEEL 


Armco Steel Corp., Middletown, Ohio. 

Bethlehem Steel Co., Bethlehem, Pa. 

Bundy Tubing Co., Detroit, Mich. 

Crucible Steel Co. of America, Pittsburgh, Pa. 

Damascus Tube Co., Greenville, Pa. 

ee Co., Ferdinand, Cincinnati, Ohio. (Galv. speaking 


) 
H-P Products, Inc., Louisville, 
Jones & Laughlin — Corp; Pittsburgh, Pa. 
Laclede Steel Co., uis, Mo. 
Michigan Steel Tube +o ad Co., Detroit, Mich. 
National Tube Div., U. S. Steel Corp. Pittsburgh, Pa, 
Pittsburgh Steel Co., Pittsburgh, Pa. 
Republic Steel Corp. ., Cleveland, Ohio. 
Roce Gotpe: & Been det an seme, Re Y. (Welded) 
Sharon Corp., Sharon > 
Steel & Tubes Div., Republic Steel wie Cleveland, Ohio. 
Timken Roller Bearing Co., Canton, O 
Wolverine Tube Div. of Calumet & Hecke, Inc., Dati Mich. 
Youngstown Sheet & Tube Co., Youngstown, O 


TUBING, STEEL, STAINLESS 


Allegheny-Ludlum Steel Corp., Pi Pa. 

Chase Brass & Copper Co., Inc., W. , Conn. 
Crucible Steel Co. of America, Biebargh, Pa, 

Damascus Tube Co., Greenville, Pa. 

National Tube Div., U. S, Steel Corp. Pittsburgh, Pa. 
Republic Steel Corp., Cleveland, O) 

Steel & Tubes Div., Republic Steel See Cp, Cleveland, Ohio. 
Timken Roller Bearing Co., 0. 

Youngstown Welding & ob wen Co., Youngstown, O. 


TURNING VANES 
See Vanes, Duct Turning 


UNIT HEATERS 
See Heaters, Unit 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, SUMMER ONLY, CONSISTING 
OF BLOWER, FILTER AND COOLING COIL 


With Connection to Remote Condensing Unit or Cold Water 
Supply for Duct Distribution of Air 


Air Conditioning Eaglosering Con Cambridge, 
tioning Mass. 
Air Products, St St. Louis, Mo, 

Airtemp Div., Chrysler wy Ohio. 
American Coils Co., New: N. 

American Furnace Co., St. Louis, 





American Radiator & grees Sani Corp., Air Conditioning 
Div., New York, N. mes 

Armstrong Furnace a. “Columbus, O 

Bard 2 Co., Bryan, O. 

Berger Furnace Corp., Belle Vernon, Pa. 

Brown —- be ., Forest ated. N. Y. 


Columbia Burner Co., Toledo, O. 

Conco pecan Works, Heating and Air Conditioning Div., 
Mendota, I 

Cool-Ette, i a Mich. 

Curtis Curtis Mig. Co., Refrigeration Div., St. Louis, Mo. 

roducts, San Antonio, Tex. 

Delco ee Div., General Motors — 

Drayer- n, Div. of National-U. 
Angeles, Calif. 

Dunham-Bush, Inc., West Hartford, Conn. 

Farquhar Co., Wilmington, oO. 

—_ & Johnston ¢ —_ San Francisco, Calif. 
rigidaire Div eral Motors Corp., Dayton, 

Front Rank Mfg. Co., Div. Liberty Foundry o, St. Louis, Mo. 

Gibson Refrigerator Co., Greenville, Mich, 

Governair Corp., Oklahoma City, Okla. 

Green Colonial Furnace Co., es Moines, Ia. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Hastings a Conditioning Go., Inc., Hastings, Nebr. 

Air Control, Inc., Omaha, “Nebr. 

Henry Furnace Co., Medina, oO. 

Hess Co., The, Chicago, Ill. 

Illinois Iron wt Bolt Co., Carpentersville, Ill. 

Iron Fireman Mfg. Co., ” Cleveland, oO. 

Janitrol pee Rey and Air Conditioning Div., Surface Combustion 
Corp., Col Ohio. 

Kennard Corp., St. ‘Louis, Mo. 

Kramer Trenton Co., Trenton, N. J. 

Larkin Coils, Inc., Atlanta, Ga. 

Marlo Coil Co., St. Louis, Mo. 

McQuay, Inc., Minneapolis, Minn. 

Meyer Furnace Co., Peoria, Ill. 

‘Mueller Climatrol, "Milwaukee, Wis. 

National-U. S, Radiator Corp., Johnstown, Pa. 

Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 

Olsen Mfg. Co., The C. A. fen oO. 

Patten Co., _¥, Sycamore, Il 

Payne Co., The, ” Monrovia, Calif. 

Peerless Corp.., Indianapolis, Ind. 

Perfection Industries, Div. of a Corp., Cleveland, O. 

Recold Corp., Los Angeles, Calif. 

Refrigeration ‘Appliances, Inc., Chicago, Ill. 

a Economics Co., Inc., Canton, Ohio. 

Rheem Mfg. Co., ae Ill. 

Round O ©o., Inc., oe Mich. 

Rybolt Heater Co., Ashland, 

Stewart Warner Corp, 0.8 S. Machine Div., Lebanon, Ind. 

Superior Furnace & Mfg. Co., Plymouth, Mich. 

Thermo-Products, Inc., North Judson, Ind. 

Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 

Tuck-Aire Furnace Co., San Francisco, Calif. 

Be cy Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


.. Rochester, N. Y. 
diator Corp., Los 


United ‘States Air Conditioning Corp., Philadelphia, Pa. 

Vendorlator — Co., Fresno, Calif. 

Viking Mfg. rp., Cleveland, 0. 

i er rs di Co., Minneapolis, Minn. 

Westinghouse Electric , Air Conditi Div., Staunton, Va. 

Williams Div., Eureka- illiams Corp. Bloomington, Ill 

Williams Furnace Co., Buena Park, Calif. 

Williamson Co., The, Cincinnati, 

= Corp., Commercial Div., 
ey ork, Pa. 

York Bate, Inc., York, Pa. 


"Subsidiary of Borg-Warner 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, SUMMER ONLY, CONSISTING 
OF CONDENSING UNIT, FILTER, AND 
COOLING COIL (WITH BLOWER) 


For Duct Distribution of Air 


Addison Products Co., ——- Mich. 

Air Conditioning Co., Cambridge, Mass. 
Air Products, St. Louis, Mo. 

Airtemp Div., Chrysler Corp., Dayton, Ohio. 


Atuen Corp., Holland, O. 

Amana Refrigeration Inc., Amana, Ia. 
American Furnace Co., St. Louis, Mo. 
American Radiator & ate Sanitary Corp., Air Conditioning 

Div., New York, N. Y 
Furnace Co., Columbus, oO. 
Auburn Burner Co., Auburn, Ind. 
Automatic Corp. St. Louis, Mo. 
Bal-Air, Inc., Nashville, Tenn. 
Bard Mfg. Co., Bryan, O. 
Barkow Mfg. Co., rhe G., Milwaukee, Wis. 
Berger Furnace Corp., Belle Vernon, Pa. 
cout Metal Products Corp., Charlotte, N. C. 
& Babcock Mfg. Co., Cleveland, O. 
eld Mfg. ~ B issheld, Mich. 
a Products, Inc., Darby, Pa. 
Brucker, Inc., M., Chicago, iil. 
Brunner Mfg. Co., Utica, N. Y. 
rate Mfg. Co., Eo 2 Ind. 


Carrier Corp., S 
Central States : Mig. Co., ideas City, Kans 
Clime-Matic Corp., South Norwalk, Conn. 
Coleman Co., Inc., Wichita, Kans. 
Columbia Specialty Co., Inc., Chase, Md. 
Conco Engineering Works, Heating and Air Conditioning Div., 
Mendota, Ill. 
Cool-Ette, a Detroit, Mich. 
Curtis Mig. Co. Riparaie Div., St. Louis, Mo. 
Dox & ‘Night Co., Monrovia, Calif. 
he Mi. itioning Co., Cincinnati, O. 
Delco’ y bees ba Div., General Motors Corp., Rochester, N. Y. 
Do iac Steel Furnace Co., Dowagiac, Mich. 
Farquhar Co., Wilmington, O 
Forston Co., Houston, Tex. 
Fresh'nd-Aire Co., Div. of Cory Co: wg ie Ill. 
Friedrich me WO -, San ntoni 
Frigidaire D Dayton, Ohio 
Front Rank mak hii. Co., Dis. v. Liberty Roabay Cre Co., St. Louis, Mo. 
tioning Corp., es, Calif. 
General ‘aoeeale Products Corp., Baltimore, Md. 
General Electric Co., Home Heating and Cooling Dept., Tyler, 


ex. 

Gibson Refrigerator Co., Greenville, Mich. 
Governair Corp., Oklahoma City, Okla. 

Great Northern Mfg. Corp., Chicago, Ill. 

Green Colonial Furnace Co., Des Moines, Ia. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Harvey-Hill, Inc., St. Louis, Mo. 

Hastings Air Conditioning Co., Inc., _ieetien Nebr. 
Hastings Air Control, Inc., Omaha, N 

Heil Co., Milwaukee, Wis. 

Henry Furnace Co., Medina, O. 

Hess Co., The, Chicago, Ill. 

Hoyt-Southern Corp., Gastonia, N. C. 

Illinois Iron & Bolt Co., Carpentersville, Ill. 
—— Conditioned Air Div ., Borg-Warner Corp., Kalamazoo, 


International Heater Co., Utica, N. Y. 
ad Ae Clog Dir, Suir Ca 
anitro itioning Div., ace ustion 
Corp., Colutbus, © 
Jettronaire, Inc., Pittsbargh, Pa. 
Keith Furnace Co., Des Moines, Ia. 
Lennox Industries Inc., Marshalltown, Iowa. 
Lincoln Furnace Co., Inc., Hawthorne, N. J. 
Made-Rite Co., Inc., " Newport, Ky. 
Majestic Co., Inc., Huntington, Ind. 
Pe ergs Air Conditioners, Inc., St. Paul, Minn. 
a Furnace Co., Peoria, iti. 

Midwest Automatic Control Co., Des Moines, Ia. 
Mission Ap a Corp., Hawthorne, Calif. 
Mitchell Mfg. , Div. of Cory Corp., Chicago, Ill. 
Morrison Steel Products, i — _ NY. 
Mueller Climatrol, Milw 
National-U. S. adietor = I 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Norman Products Co., Tnc., Columbus, O. 
Olsen Mfg. Co., The C. A., Elyria, O. 
Patten Co., i” re, Ill. 
Payne Co., lonrovia, Calif. 


'g- Corp., oma I Pa. 
Pennsylvania Furnace & Iron Co., Warren, 
Perfection Industries, Div. of Hupp Coy Cleveland, O. 
Philco Corp., Philadelphia, Pa. 
Refrigeration Economics, Inc., Canton, O. 
— gion Air Conditioning Div., Remington Corp., Auburn, 
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Rheem Mfg. Co., Chicago, Ill. 
a Plumbing Fixtures Div., Rheem Mfg. Co., Metuchen, 


Oak Co. .. Inc., Dowagiac, Mich. 
R t Heater Co., Ashland, O. 
Mfg., Inc. , Chicago, iil. 
Smith Corp., A. 0. Permaglas Div., Kankakee, III. 
Stewart-Warner Co: .. U. S. Machine Div., Lebanon, Ind 
Superior Furnace & a Co., Plymouth, Mich 
Sutton Corp., O. A., Wichita, Kans. 
Temco, Inc., Nashville, Tenn. 
Thatcher Furnace Co., Garwood, N. J. 
Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Toridheet Div., Cleveland Steel Products Corp., Cleveland, O. 
Bk Air Conditioning Co., Div. of Hupp Corp. .. Brooklyn, 


Unived "States Air Conditioning cag oO Philadelphia, Pa. 


vay ie, he Goo Corp., Los Ange 
eveland, Oo 


Waterman El 1 yey ene oa 

use Elec. Corp., Air Con tioning \v., Staunton, Va. 

Whitehall Co., Chicago 

Williams Div., Eureka- Williams ¢ Sond Bloomington, III. 

wae Co., The, Sicione oO. 
ee Corp., ison, N. J. 

¥en Co  Sanree Div, 


or 
yoann Inc., York, Pa. 
Radiator Co., Racine, Wis. 


Subsidiary of Borg-Warner 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, SUMMER ONLY, CONSISTING 
OF COOLING COIL, FILTER AND 
CONDENSING UNIT (WITHOUT BLOWER) 


For Duct Distribution of Air 


Addison Products Co., Ve yt Mich. 
Co., Cambridge, Mass. 
er Corp., Dayton, O. 
Inc. Ser ay toe 


Louis, Mo. 
American Radiator & Standard Sanitary Co Air Conditioning 
Pe Log tame mat bus, O. me 
urnace umbus, 
Auburn Burner Co., Auburn, Ind. 
Bal-Air, Inc., a, Nesbile, Fae 


pees = Mfg. 
Oe Aug. G., Milwaukee, Wis. 

berger ae tree _ Vernon, Pa. 

Besser Metal Products Corp., Charlotte, N. C. 
Blissfield Mfg. Co., Blissfield, Mich. 
Brunner Mfg. Co., "Utica, N.Y. 
Bryant Mfg. Co., ” Indianapolis, Ind. 
Carrier Corp., Syracuse, N.Y. 
Century Engineering Corp., Cedar Rapids, Ia, 
Coleman Co., Inc., Wichita, Kans 
Columbia ity Co., Inc., Chevy Chase, Md. 
Conco Engineering Works, Heating and Air Conditioning Div., 

Mendota, Til. 

Cool-Ette, Inc., Detroit, Mich. 
Crane Co., a, Ill. 
Curtis Mig. Co oe Refrigeration Div., St. Louis, Mo. 


Day & He. 99 Monrovia, Calif. 
Deering Air Conditioning Co. Cincinnati, oO. 
Delco Appliance Div., ral Motors Corp., Rochester, N. Y. 


Delta Heating Corp., Trenton, N.J. 

Farquhar Co., Wilmington, O 

Forston Co., Houston, Tex. 

Friedrich Refrigerators, Inc., San Antonio, Tex. 

Frigidaire Div., Motors Corp., Dayton, oO. 

Front Rank Mfg. Co., Div. Liberty Foundry Co., St. Louis, Mo. 
General Electric Co., Home Heating and Cooling Dept., Tyler, 


Tex. 
Gibson Refrigerator Co., Greenville, Mich. 
Green Colonial Furnace Co., Des Moines, Ia. 
Hall-Neal Furnace Co., Indianapolis, Ind. 
Hastings Air Control, Inc., Omaha, Nebr. 
Heil Co., Milwaukee, Wis. 
Henry Furnace Co., Medina, O. 
Hess Co., The, Chicago, Ill. 
Hoyt-Southern Corp., Gastonia, N. C. 
Illinois Iron & Bolt Co., Carpentersville, Ill. 
—- Conditioned Air Div., Borg-Warner Corp., Kalamazoo, 

ich. 


Iron Fireman Mfg. Co., Cleveland, O. 
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Janitrol oe =* Air Conditioning Div., Surface Combustion 
Corp., Col 


Jettronaire, Inc., ea 
Lennox Industries aioowe Ta. 
McDonald Mfg. Co., 


Meyer Furnace Co., 


"ora 
Melchior, Armstrong, Dessau Co., Riel N.J. 
Mueller Climatrol, Milwaukee, W 
National-U. S$, Radiator Corp., ~ ae Pa. 
Niagara Furnace Div., Forest City Foundries Co., Cleveland, O. 
Norman Products Co., Inc., Columbus, oO. 
Olsen Mfg. Co., The C. A., Elyria, O. 
Patten Co., J. V., re, il. 
Payne Co., The, Monrovia, Calif. 
Peerless Corp., Indianapolis, Ind. 
Pen; Corp., Mich. 
Perfection Industries, Div. of Hupp Corp., Cleveland, O. 
Primor Products, Inc., , Adee, Mich. 
—— Inc., Canton, O. 
em Co., Chicago, lil. 
Round Co., ‘Inc, Dowagiac, Mich. 
Rybolt Heater Co., Ashland, oO. 
Sequoia Mfg. Co., San Carlos, Calif. 
Shana Mfg. Co., Chicago, Mil. 
as Div., Kankakee, Ill. 


Smith . A. O., 
., Plymouth, Mich. 


Superior Furnace & Mfg. 

Temco, Inc., Nashville, Tenn. 

Tuck-Aire Furnace Co., San Francisco, Calif. 

a Air Conditioning Co, Div. of Hupp Corp., Brooklyn, 


Ultrasonic .. Cambridge, Mass. 
Vilieg States Air Conditioning Corp., Philadelphia, Pa. 
——— Cleveland, O. 
emavany Op Co., Minneapolis, Minn. 
Westinghouse Elec. Corp., Air Conditioning Div., Staunton, Va. 
Williams Div., Eureka-Williams Corp., B oomington, Ill, 
Williamson Co., The, Cincinnati, O. 
Wood Co., John, Heater & Tank Div., Conshohocken, Pa. 
Worthington » Harrison, N. J. 
York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 
York-Shipley, Inc., York, Pa. 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, SUMMER-WINTER 


Consisting of Blower, Filter, Humidifier, Direct Fired Warm Air 
Furnace, Cooling Coil and Condensing Unit for Duct Distribution 


of Air 
‘io Engineering Co., Cambridge, 
oi 
Airtemp Div., Chrysler Co: Ving rag O. (Gas) 
American Furnace Co., St. (Gas) 
American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., New You, Y. (Gas or oil 
Armstrong Furnace Co., Columbus, ©: (Gas or oil) 
Automatic Corp., St. Louis, Mo. (Gas or oil) 
Bard Mfg. Co., Bryan, O. (Gas or oil 
Berger Furnace Corp., Belle Vernon, (Gas) 
Besser Metal Products Co wT 5 ge on Cc. (Oil) 


Bonair Prod 
Ind. (Gas or oil 


Mass. (Gas or 


Darby, 
—_ ae Co., aes 


) 
— Ta. (Gas or oil 
ee ee oe Norwalk, Conn . (Gas) , 
Coleman Co., fae Wichita, 
Conco Engineerin Work’, Heating and Air Conditioning Div., 
Mendota, Iii. "(Gas and cil) 
Crane Co., Chicago, Ill. (Gas See 
Curtis Mig, Co., Refrigeration Diy., St. Louis, Mo. 
ay & Night Mig. Co., Monrovia, Calif. (Gas) 
Delco row Div., General Motors Corp., Rochester, N. Y. 


(Gas or oil 
renton, N. J. nd or oil) 
Comp Teo Pa. (Gas or oil) 
Farquhar Co., > Winingion, O. (Gas or oil) 
Frigidaire , General Motors ., Dayton, O. (Gas or oil) 
Front Rank Mig. Co., Div. Liberty oundry Co., St. Louis, Mo. 
(Gas or oil) 


<r Automatic Products Corp., Baltimore, Md. (Gas or 


) 
General Electric Co., Home Heating and Cooling Dept., Tyler, 
Tex. (Gas or oil) 


Henry Furnace Co., Medina, O. (Gas or oil) 
Home Furnace Co., Holland, Mich. (Oil 
Hoyt-Southern Corp., Gastonia, N. C. - or oil) 
Illinois Iron & Bolt Co., Carpentersville, Il 





Conditioned Air Div., Borg-Warner Corp., Kalamazoo, 
. (Gas or oil) 
—= Burner Co., St. Louis, Mo. 
and Air Conditioning Div., Surface Combustion 
nomen om us, O. (Gas) 
Keith Furnace Co., Des Moines, Ia. (Gas) 
Lennox Industries sot ee Ia. (Gas) 
— ~y = Inc., Huntington, Ind . (Gas or oil) 
Air Conditioners, Inc., St. Paul, Minn. (Oil or gas) 
Saieaiemmending Peoria, Ill. (Oil or gas) 
Mitchell Mfg. Co., Chicago, Ill. (Gas) 
Mueller Climatrol, Milwaukee, Wis. (Gas or oil) 
National-U. $. Radiator Corp., Johnstown, Pa. (Gas or oil) 
Olsen Mfg. Co., The C. A., Elyria, O. 


Peerless Corp., Indianapolis, Ind. (Gas or oil) 
Ralph Mig. Co., Inc., Wadswo 

Co., Chicago, Ill 
Round Co., Inc., Dow Mich. 


agiac, 

Rybolt Heater Co., Ashland, O. (Gas or oil) 

Sequoia Mfg. Co., San Carlos, Calif. (Gas 

Shana Mfg., Inc., Chicago, Ill. cies or oil) 

Skinner Heating & Ventilating Co., Div. St. Louis Blow Pipe 
& Heater Co., Inc., St. Louis, Mo. (Gas or ot 

Smith Corp., A. O., Permaglas Div., Kankakee, Ill, (Gas or oil) 

Southwest Mfg. Co., Sonne, Se (Gas) 

Superior Furnace & Mfg. Co., Plymouth, Mich. (Gas or oil) 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. (Gas) 

a o> wen tioning Co., Div. of Hupp Corp., Brooklyn, 

. Y. (Gas 

United States Air Conditioning Co., Philadelphia, Pa. (Gas) 

Utility Appliance Corp., Los les, Calif. (Gas) 

Waterman-Waterbury Co., Minneapolis, Minn. (Gas or oil) 

Westinghouse Electric Corp., Air Conditioning Div., Staunton, 
Va. (Gas or oil) 

Williamson Co., The, Cincinnati, O. (Gas or oil) 

Worthington Corp., Harrison, N. J. ¢ or oil) 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. (Gas or oil) 

York-Shipley, Inc., York, Pa. (Gas or oi!) 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, SUMMER-WINTER, FOR REMOTE 
CONDENSING UNIT OR COLD WATER SUPPLY 


Consisting of Blower, Filter, Humidifier, Direct Fired Warm Air 
Furnace and Cooling Coil for Duct Distribution of Air 


Air ~ err te Engineering Co., Cambridge, Mass. (Gas or 
oi 

Airtemp Div., Chrysler Corp., Dayton, O. (Oil) 

American Radiator and Standard Sanitary Corp.. Air Conditioning 
Div., New York, N. Y. (Gas or oil) 

Armstrong Furnace Co., Columbus, O. (Gas or oil) 


Bryant Mfg. Co., inclanapoli Ind. a” or oil) 

Carrier Corp., Syracuse, N 

Century Engineerin Som. San ce Reside, Ia. (Gas or oil) 

ichita, Kans 

Conco Engineering Works, Heating and Air Conditioning Div., 
Mendota, Ill. (Gas or oil) 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

Day & Night Mfg. Co., Monrovia, Calif. (Gas) 

Farquhar Co., Wilmington, O. (Gas or oil) 

Fraser & Johnston Co., San Francisco, Calif. (Gas) 

Henry Furnace Co, Medina, O. (Gas or oil) 

Home Furnace Co., Holland, Mich. ~ and gas) 

Illinois Iron & Bolt Co., Carpentersville, Ili. 

Janitrol Heating and Air Conditioning Div., Surface Combustion 
Corp., Columbus, O. 

Majestic Co., Inc., Huntington, Ind. 

Meyer Furnace Co., Peoria, Ill. (Ges or oil) 

Mueller Climatrol, Milwaukee, Wis. (Gas or oil) 

Olsen Mfg. Co., The C. A, Elyria, O. cer o6:08) 

Patten Co., J. v., sree, “iL. 1. (Gas or oil) 

coer ae Indianapolis, Ind (Oil or gas) 

ee Se oe, Ill. (Gas or oil) 
Round Co., 


., Dowagiac, 
Rybolt Heater be Mhlands O. (Gas or oily 
Smith Cope A. as Div., Kankakee, Ill. (Gas or oil) 
Superior Furnace > Mfg. Co., Plymouth, Mich. (Gas or oil) 
Thermo-Products, Inc., North Judson, Ind. son and gas) 
Tuck-Aire Furnace Co., San Francisco, Cali as) 


Typhoon Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 
N. Y. (Gas) 








Union Asbestos & Rubber Co., Chicago, Ill. 

Williamson ee — Clacionetl 0, (Gan, of oil, coal) 

Worthington Corp., Harrison, as OF Oi 

York Ne Commercial Div., (oesidiacy of Borg-Warner 
Corp., ¥ 


ork, Pa. 
York Shipley, Inc., York, Pa. (Gas or oil) 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, SUMMER-WINTER, WITH 
HEAT PUMP 


Consisting of Blower, Filter, Humidifier, Reverse Refrigeration 
Cycle, Heating Coil and Cooling Coil for Duct Distribution of Air 


Acme Industries, Inc., , Jackson, Mich. 

Air Products, St. Louis, Mo. 

American Coils Co., 5 Newark, N. J. 

Frigidaire Div., General Motors Corp., Dayton, 

General Electric Co., Weathertron Dept., Bloombela, N. J. 

Gibson Refrigerator ©o., Greenville, Mich. 

Majestic Co., Inc., Huntington, Ind. 

McMillan Comfortaire Heat Pumps, Inc., Jacksonville, Fla. 

Peerless Corp., Indianapolis, Ind. 

Perfection ‘Tedensiea, Div. of Hupp Corp., Cleveland, O. 

Round Oak Co., Inc., Dowagiac, Mich. 

—_— Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 
N. Y 


Typhoon Heat Pump Co., Div. Hupp Corp., Tampa, Fla. 

Westinghouse Elec. Corp., "Air Conditionin, Div., Staunton, Va. 

York Corp. Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RES 


Consisting of Blower, Filter, Humidifier, Heating Coil and Cooling 


Coll for Duct Distribution of Air 
Air > cre Engineering Co., Cambridge, Mass. (Gas 
or oil 
Bryant Mfg. Co., Indianapolis, Ind. 
Curtis Mfg. Co., a Div., St. Louis, Mo. 
Servel, Inc., Evansville, Ind. (Gas 
~~ Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, SUMMER ONLY, HORIZONTALLY 
MOUNTED 


Consisting of Blower, Filter, Cooling Coll and Condensing Unit 


for Duct Distribution of Air 


Addison Products Co., Addison, Mich. 

Airtron Corp., Holland, O. 

Amana Refrigeration, Inc., Amana, Ia. 

American Radiator and Standard Sanitary Corp., Air Conditioning 
Div., New York, N. Y. 


Bryant Mfg. Co., Indianapolis, Ind. 
Carrier Corp., Syracuse, N. Y. 


Century gy sag Ser rp., Cedar Rapids, Ia. 
Cool-Ette, Inc., Detroit, Mich. 


Coleman Co., Inc., Wichita, Kans. (Gas) 

Continental Mfg. Co., Phoenix, Ariz 

Day & Night Mfg. Co., Monrovia, Calif. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Electromode Div. of Commercial Controls Corp., Rochester, 
N. Y. 


General Automatic Products Corp., Baltimore, Md. 
General Electric Co., Home Heating and Cooling Dept., Tyler, 


Tex. 
Gibson Refrigerator Co., Greenville, Mich. 
Great Northern Mfg. Corp., Chicago, Ill. 
Harvey-Hill, Inc., St. Louis, Mo. 
Hastings Air Control, Inc., Omaha, Nebr. 
Lennox Industries Inc., Marshalltown, Ia. 
Mission ce Corp., Hawthorne, Calif. 
Mitchell Mfg. Co., Div. of Cory Corp., Chicago, Ill. 
Mueller Climatrol, ” Milwaukee, Wis. 
Patten Co., J. V., Sycamore, Ill. 
Payne Co., The, "Monrovia, Calif. 
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Peerless Corp. Indianapolis, Ind. 
Perfection Industries, Div. of Hupp Corp., Cleveland, O. 
a Products, Inc., Adriam Mich. 
ee Co., Chicago, Ill. 

Co., ‘Inc., es Mich. 
Bibels Heater Co., Ashland, O 
Shana Mfg. Inc., Chica on 
Sheet Metal Mfg. Co., oungstown, O. 
Smith Corp., A O., ’ Permaglas Div., Kankakee, III. 
Southwest Mfg. Co., og Mo. 
Superior Furnace & Mfg. Co Pl ee Mich. 
Surface Combustion Corp., Tol 
Sutton Corp., O. A., Wichita, a s. 
T; 7 Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


Ultrasonic Corp., Cambridge, Mass. 
Viking Mfg. Corp., Cleveland, O. 
Westinghouse Electric Corp., Air Conditioning Div., Staunton, Va. 
Williamson Co., The, Cincinnati, O. 
Worthington Corp., Harrison, N. 's 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, SUMMER-WINTER, HORIZONTALLY 
MOUNTED 


Consisting of Blower, Filter, Direct Fired, Warm Air Furnace, 
Cooling Coil and Condensing Unit for Duct Distribution of Air 


Furnace Co., Columbus, O. (Gas or oil) 
Besser Metal Products Corp Charlotte, N. C. (Oil) 
Bryant Mfg. Co., ladianepolis, Ind. (Gas) 
Century Engineering Corp., Cedar Rapids, Ia. (Gas or oil) 
Day & Night Mfg. Co., Monrovia, Calif. (Gas) 
Drayer-Hanson, Div. of National- US. Radiator Corp., Los 
Angeles, Calif. 
Fraser & Johnston Co., San Francisco, Calif. (Gas) 
General Electric Co., Home Heating and Cooling Dept., Tyler, 
Tex. (Gas or oil) 
Heil Co., Milwaukee, Wis. (Gas or oil) 
Henry Furnace Co., Medina, O. (Gas or oil) 
Janitrol Heatin and Air Conditioning Div., Surface Combustion 
Corp., Columbus, O. 
National-U. S. Radiator .. Johnstown, 
Olsen Mfg. Co., The C. A., Elyria, O. (Ges or oil) 
Patten Co., J. V., Sycamore, li. 
— Corp., Indianapolis, Ind. (Gas or oil) 
alode: Co., —— Ill. (Gas) 
Dowagiac, Mich. 
— Mfg. Co., = Carlos, Calif. (Gas) 
Typhoon Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


Westinghouse Electric Corp., Electric Appliance Div., Springfield, 


Mass. 
Williamson Co., The, Cincinnati, O. (Gas, oil, coal) 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, WINTER ONLY, CONSISTING OF 
FURNACE, BLOWER, FILTER AND HUMIDIFIER 


See furnaces, forced warm air 


UNITS, AIR CONDITIONING, CENTRAL PLANT, 
RESIDENTIAL, WINTER ONLY, FOR 
SPLIT SYSTEM 


Consisting of Blower, Filter, Humidifier, Heating Coll and Con- 
nection to Remote Steam or Hot Water Boiler for Duct Distribu- 
tion of Air 


Engineering Co., Cambridge, Mass. 

i sler oy Dayton, Ohio 
oeteke Forge Co., Buffalo, N 
Clarage Fan Co., Kalamazoo, Mich. 
Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 
Drayer-Hanson, Div. of National-U.S, Radiator Corp., Los 

Angeles, Calif. 

Dunham-Bush, Inc., West Hartford, Conn. 

Air Conditioning Co., Inc., Hastings, Nebr. 
ohnson Co., S. T., Oakland, Calif, and Philadelphia, Pa. 
ennard Corp. a a Louis, Mo. 

Marlo Coil Co., St. Louis, Mo. 
National-U. S. ‘Radiator Corp., Johnstown, Pa. 
Peerless of America, Inc., Chicago, Ill. 
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Refrigeration Economics Co., Inc., Canton, Ohio. 

——- Air Conditioning C., Div. of Hupp Corp., Brooklyn, 
United. ‘States Air Condhinning Corp., Philadelphia, Pa. 
Western Blower Co., Seattle, Wash. 

Westinghouse Elec. "a Air Conditioning Div., Staunton, Va. 


UNITS, AIR CONDITIONING, CENTRAL SYSTEM, 
EVAPORATIVE TYPE 


For Duct Distribution of Air, Consisting of Blower, Filter, Pump, 
evaporation) 


and Sprays or Mats (for cooling by 


Air Cooling Engineering Co., Evanston, IIl. 

Air & Refrigeration Corp., New York, N. Y. 

Alton Mfg. Co., Dallas, Tex. 

Belmetals Mfg. Co., re Ines Belmont, Calif. 

Dry & Sons, J. R., Abilene, Tex. 

Essick Mfg. Co., Los les, Calif. 

Hayes Furnace Mfg. & Supply ot — Angeles, Calif. 
Heating Assurance, Inc., Spokane, 

International Metal ee hy tg Co., Phoeni Ariz. 
Kleer-Kleen Mfg. Co., Hayward, Ca 

Morey, Dan, Los Angeles, Calif. 

Mountain States Equipment Co., Denver, Colo. 

National Enginee & Mfg. G. Sedalia, Mo. 
Palmer Mfg. ae hy hs 

Southwest Mfg. 


., Aurora, Mo. 
bay omen ok 


oo & a Co., Div. of Norris-Thermador 
Angeles 
Unite Blectie my A 5 Wich Fs Falls, Tex. 


Wright Mf = 
Young Ra ator "Con had , Racine, Wis. 


UNITS, AIR CONDITIONING, REMOTE 
See Coils, Cooling, Direct Expansion; Condensing Units, 
Refrigerating 


UNITS, AIR CONDITIONING, ROOM TYPE, 
EVAPORATIVE 


Consisting of Blower, Filter, Pump, and Sprays or Mats (for 
cooling 


by evaporation) 


Air Cooling Eagionuing Co., eee ZS 


Airfan , Los pe degen, lt 
Alton Mfg. Co., hie 2 
American Cooling Tower ©. Kansas City, Mo 
Arizona Maintenance Co., Tucson, Ariz. 
Auburn Foundry, Inc., Heating Div., Auburn, Ind. 
Belmetals Mfg. Co., Inc., Calif. 
Brown, Gene, San Antonio, Tex. 
Central States Mfg. Co., Inc., Arkansas City, Kans 
Comfort Products Inc., Dalias, Texas. 

rn Stove Co., Dallas, Texas. 
Dry & Sons, J. R., Abilene, Tex. 


Essick Mfg. Co., Los fags, Calif. 
Farr Co., Los Angeles, Cali 
Heating Assurance, i Prd Spokane, Wash. 


Co., Hayward, Calif. 
ae Industries Inc., Marshalltown, Ia. 
oles Sheet Metal Mig. Co., Inc, Los les, Calif, 

Magic ire Div., United Electric Co., Wichita Falls, Tex. 
Morey, Dan, Los Angeles, Calif. 
Mountain States Equipment Co., Denver, Colo. 

Mfg. Co., Sedalia, Mo. 

’ Inc., Denison, Tex. 


Calif. 

Pioneer Furnace Co., Los Angeles, Calif. 
Southwest Mfg. Co., Aurora, Mo. 
Spitzka Mfg. Co., “North Fm eps Calif. 
Thermoliee” Electrical 

Corp., Los An 
Thompson Mfg. 
Trade-Wind 
United Electric Co., Wichita alle Tex. 
Utility Ap; liance Corp., pas Repeat, Galil 
wie a 'g. Co., Ariz. 

Co., John, Tulsa, Okla. 


Portable 
Co, Div, of Norris- ador 








UNITS, AIR CONDITIONING, ROOM TYPE, FLOOR 
CABINET, SUMMER ONLY 


Consisting of Blower, Filter, Cooling Coll and Condensing Unit 


Addison Products Co., Addison, Mich. 

Bal-Air, Inc., Nashville, Tenn. 

Baltimore Porcelain Steel Corp., Baltimore, Md. 
Barkow Mfg. Co., Inc., Aug. G., Milwaukee, Wis. 
Burnham Irvin, 


Hotpoint Co., Chicago, I Ill. 

Kauffman Air Conditioning Corp., St. Louis, Mo. 

Made-Rite Co., Inc., Newport, Ky. 

Mueller Climatrol, Milwaukee, Wis. 

Oneida Heater Co., Inc., Oneida, N. Y. 

Remingion Wie” —— if Div, Remi Corp., Aub 

tioning v., Remington rp., urn, 

Rows Oak Co., Inc., Dowagiac, Mich 
., Inc., ac, ‘ 

Shana Mfg. Inc., Chicago, Til. 

Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 

Superior Furnace & Mfg. Co., Plymouth, Mich. 

Young Radiator Co., Racine, Wis. 


UNITS, AIR CONDITIONING, ROOM TYPE, FLOOR 
CABINET, SUMMER ONLY, FOR REMOTE 
CONDENSING UNIT OR COLD WATER SUPPLY 


Consisting of Blower, Filter and Cooling Coil 


Bal-Air, Inc., Nashville, Tenn. 

Buffalo Forge Co., Buffalo, N. Y. 

Carrier Corp., Syracuse, N. Y. 

Continental Mfg. Co., Phoenix, Ariz. 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

Drayer- Hanson, Div. of National-U. S. Radiator Corp., Los 
Angeles, Calif. 

Dunham-Bush, Inc., West — Conn. 


Hastings Air » Hastings, Nebr. 
International . Co., 0 Mee City, Okla. 

Kennard Co: Louis, Mo. 

Marlo ek », St. Louis, Mo. 

M 








Inc., Minneapolis, Minn. 
National-U. S. Radi tor Corp., Johnstown, Pa. 
Patten Co., J. V., Sycamore, Ill. 
Refrigeration Economics Co., Inc., Canton, Ohio. 
Round Oak Co., Inc., Me ga, Mich. 
Shana Mfg., Inc., Chicago, Ill. 
Superior 'urnace & Mfg. Co., Plymouth, Mich. 
United States Air Conditioning Corp., Philadelphia, Pa. 
Wo Corp., Harrison, N. J. 
York Corp., Commercial Div, 
Corp., York, Pa. 
Young Radiator Co., Racine, Wis. 


Subsidiary of Borg-Warner 


UNITS, AIR CONDITIONING, ROOM TYPE, FLOOR 
CABINET, SUMMER-WINTER 


Consisting of Blower, Filter, Humidifier, and Heating and Cooling 
Coils for Connection to Steam or Hot Water Supply and Remote 
Condensing Unit or Cold Water Supply 


Acme Industries, Inc., Jackson, Mich. 


Air Conditioning on he rae Co., ‘Cambridge, Mass. 
Bal-Air, Inc., Nashville, Tenn. 


Buffalo Forge Co., Buffalo, N. Y. 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

Drayer-Hanson, Div. of National- US. Radiator Corp., Los 
Angeles, Calif 

Dunham-Bush, h, Inc, West Hartford, Conn. 


International Mf, “5% ———_ City, Okla. 
Kennard Co: Louis, 

Marlo Coil Co., St. ors ee. 

7 , Inc., Minneapolis, Minn. 


ine "Mfg. Co., Racine, Wis. 
Mosller Climatrol, Milwa ukee, Wis. 
Penn Boiler & Burner Mfg. Corp., Lancaster, Pa. 
Refrigeration Economics Co., Inc., Canton, Ohio. 
Rittling Corp., Buffalo, N. Y. 
Trane Co., The, LaCrosse, Wis. 


Thee Air Conditioning Co., Div. of Hupp Corp., Brooklyn. 


United ‘States Air Conditioning Corp., Philadelphia, Pa. 

Worthington Corp., Harrison, N.J. 

York Corp. Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa. 

Young Radiator Co., Racine, Wis. 


UNITS, AIR CONDITIONING, ROOM TYPE, FLOOR 
CABINET, WINTER ONLY 


Consisting of Blower, Filter, Humidifier, and Heating Coil for 
Connection to Remote Boiler 


Buffalo Forge Co., Buffalo, N. Y. 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

Drayer-Hanson, Div. of National-U.S, Radiator Corp., Los 
Angeles, Calif. 

Dunham-Bush, Inc., nag ase Conn. 

Kennard Corp., St. Louis, M 

Marlo Coil Co., St. Louis, Mo. 

National-U. S. Radiator Corp., Johnstown, Pa. 

ee Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


United lh — ss gaat Philadelphia, Pa. 
Worthington .. Harrison, N 
Young ro Maalitss ¢ » Racine, Wid 


UNITS, AIR CONDITIONING, ROOM TYPE, 
WINDOW, SUMMER ONLY 


Consisting of Blower, Filter, Cooling Coll and Condensing Unit 


AMIC Mfg. Corp., nt ee cy, N. Y. 

Addison Products Co. ison, Mich. 

Admiral Corp., Chicago, Ill. 

Airtemp Div., Chrysler Corp., Dayten, Omo 

Amana Refrigeration, Inc., Amana, Ia. 

Automatic Corp., St. Louis, Mo. 

Avco Mfg. Corp., Crosley and Bendix Home Appliances, Cin- 
cinnati, O. 

Blissfield Mfg. Co., Blissfield, Mich. 
Burnham Corp., Irvington, ¥3 

Carrier Corp., Syracuse, N 

Cauhorn Distributing Co., ‘Detroit, Mich. 

Cory Corp., Chicago, lil. 

Cronstroms, Inc., Minneapolis, Minn. 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

a Appliance iv., Motor Products Corp., North Chi- 


Deering Ait Conditioning Co., Cincinnati, Ohio 
Emerson Electric Mfg. Co., St. Louis, Mo. 
Fedders-Quigan Corp., Buffalo, N. Y. 
Fresh'nd-Aize Co., Div. of Cory Corp, Chic 
r e Vv. O " Ill. 
Friedrich Refrigerators, oe San Antonio, inet 
Frigid, Inc., Brooklyn, N. Y 
Frigidaire Div., General Motors Corp., Dayton, Ohio 
General Appliance orp Greenville, Mich. 
General Electric Co., Major Div., Room Air Condi- 
tioner Dept., Louisville, Ky. 
— ne Co., o ascgqum. Mich. 
otpoint, Inc., Chicago, I 
Hoyt-Southern Corp., Gastonia, N. C. 
Hunter Div., Robbins & Myers, Inc., Memphis, Tenn. 
Kauffman Air Conditioning Corp., St. Louis, Mo. 
Kine net Div., American Motors Corp., Detroit, Mich. 
Lewy "AirConditionet Corp. Brooklya, NX 
tioner Corp., yn, N. Y. 
Made-Rite Co., Inc., Newport, Ky. 
Mathes Co., Inc., Fort Worth, Tex. 
McGraw Electric Co., Loner, Mfg. Div., Albion, Mich. 
Mitchell Mfg. Co., Div. of Co Corp., Chicago, Ill. 
National Steel Construction Co., tec: Lo; rt, Ind. 
na 8 U. S. Radiator ag * Johnstown, 
hilco Corp., Philadelphia, Pa. 
QuiseHien Mfg. Corp., —— of Emerson Radio and 
Phonograph Corp., Newark, N 
—e Air Conditioning Div., Remington Corp., Auburn, 


Rheem Mfg. Co., Chicago, III. 

Robbins & Myers, Inc., Springfield, O. 

Servel, Inc., Evansville, Ind. 

Sub-Zero Freezer Co., Inc., Madison, 

United States Air Conditioning ¢ kot Philadelphia, Pa. 
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Viking Mfg. Corp., Cleveland, O. 

Westinghouse Electric Corp., Refrigeration Specialties Div., 
Springfield, Mass. 

Whirlpool-Seeger Corp., St. Joseph, Mich. 

Whitehall Engineering Co., Chicago, Ill, (Portable) 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp., York, Pa 


UNITS, AIR CONDITIONING, ROOM TYPE, 
WINDOW, SUMMER-WINTER 


Consisting of Blower, Filter, Cooling Coll, Condensing Unit and 
Heating Unit 


Airtemp Div., Chrysler Corp., Dayton, O. 

Amana Refrigeration, Inc., Amana, Ia. 

Blissfield Mfg. Ba Blissfield, Mich. 

Carrier Corp., Syracuse, N. Y. 

Cronstroms, Inc., Minneapolis, Minn, 

Curtis Mfg. Co., Refrigeration Div., St. Louis, Mo. 

en te Appliance Div., Motor Products Corp., North Chicago, 


eam Corp., Buffalo, N. Y. 
lectric Co., Major “Appliance Diy., Room Air Condi- 

taees Dept., Louisville, Ky. 

Great Northern Mfg. Corp., Chicago, Ill. 

Hotpoint Co., Chicago, Ill. 

Kelvinator Div. American Motors Corp., Detroit, Mich. 

King Refrigerator Co., Glendale, N. Y. 

Mitchell Mfg. Co., Div. of Cory cores agen Ill. 

National Steel Construction Co., Inc., ansport, 

National-U. S. Radiator Corp., Johnstown, Pa. 

Penguin Corp., Livonia, Mich. 

Philco Corp., Philadelphia, Pa. 

Quiet-Heet Mfg. Corp., Subsidiary of Emerson Radio and Phono- 
gtaph Corp., Newark, N. J. 

Reming Air Conditioning Div., Remington Corp., Auburn, 

Rheem Mfg. Co., Chicago, Ill. 

Sutton Corp., O. A., Wichita, Kans. 

United States Air " Conditioning Corp., Philadelphia, Pa. 

Viking Mfg. Cop. Cleveland, 

Westinghouse Electric Corp., ‘Refrigeration Specialties Div., 
Springfield, Mass. 

Whirlpool-Seeger Corp., St. oseph, Mich. 

York Corp., Commercial , Subsidiary of Borg-Warner 
Corp., York, Pa. 


UNITS, AIR CONDITIONING, STORE TYPE, FLOOR 
CABINET, SUMMER ONLY 


Consisting of Blower, Filter, Cooling Coll and Condensing Unit, 
with Air Discharge Approximately 6 ft Above Floor 


Airtemp Div. 1 Corp., Dayton, Ohio. 
Airtron Corp., Holland, O. 
Allan Air Products Corp., Hicksville, N. Y. 
Alton Mfg. Co., Dallas, Tex. 
American Blower Corp., Detroit, Mich. 
American Coils Co., Newark, N. J. 
American Radiator and Standard Sanitary Corp., Air Conditioning 

Div., New York, N. Y. 

Furnace Co., Columbus, O. 
Automatic Corp., St. Louis, Mo, 
Bal-Air, Inc., Nashville, Tenn. 
ae Mf Co., Bryan, Ohio. 
aioe Wie Co., Inc., Aug. G., Milwaukee, Wis. 

Bom Products, Inc., Darby, Pa 
Brunner Mfg. Co., Utica, N. Y. 
Bryant Mfg. Co., "Indianapolis, Ind. 
Carrier Corp., Syracuse, N. Y. 
Clime-Matic Corp., South Norwalk, Conn. 
Coleman Co., Inc., Wichita, Kans. 
Conditioned Air, Inc., Charleston, W. Va. 
Continental Mfg. Co., ix, Ariz. 
Cool-Ette, Inc., Detroit, Mich. 
Crane Co., Chicago, Ill. 
Curtis Mfg. Co. frigeration Div., St. Louis, Mo. 
Deering Air Conditioning Co., Cincinnati, Oo. 
Friedrich Refrigerators, Inc., San Antonio, Tex. 
Frigidaire Div., General Motors Corp., Dayton, Ohio. 
General Electric Co., Commercial & Industrial Air Condition- 

ing Dept., Bloomfield, N. J. 
Gibson Refrigerator Co., Greenville, Mich. 
Governair Corp., Oklahoma City, Okla. 
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Great Northern Mfg. Corp., Posey ad Ii. 
Green Colonial Furnace Co., Des Moines, Ia. 
Haertel Co., Walter, Minneapolis, Minn. 
Air Conditioning Co., Inc., ange Nebr. 
Hastings Air Control, Inc., Omaha, N 
Hoyt-Southern Corp., Gastonia, N. Ee 
Conditioned Air Div., Borg-Warner Corp., Kalamazoo, 


St. Louis, Mo. 
ators = orth City, Kans 
Lennox Industries Inc... Marshalltown, Ia. 
Majestic Co., Inc., Huntington, Ind. 
Melchior, , Dessau Co., Ridgefield, N. J. 
Meyer Furnace Co., 'eoria, il. 
Midwest Automatic Control Co., Des Moines, Ia. 
Mitchell Mfg. Co., Div. of . Son Corp., Chicago, IIl. 
Mueller Climatrol, waukee, 
National-U. S. Radiator Con. . ce Pa. 
Patten Co., J. V., Sycamore, Ill 
Peerless Corp., Indianapolis, Ind 
Perfection Industries, of Hupp Corp., Cleveland, O. 
Philco Corp., Philadelphia, Pa. 
Primor Products, Inc., Adrian, Mich. 
Ralph Mfg. Co., Inc.. Wadsworth, O. 
Rinehart, Inc., Richmond, Ind. 
Round Oak Co., Inc., jac, Mich. 
Stewart-W arner Copa . Machine Div., Lebanon, Ind. 
Superior Furnace & ~ ae Co., Plymouth, Mich. 
., O. A., Wichita, Kans, 
Thatcher Furnace Co., fama N. J. 
Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 
Trane Co., The, LaCrosse, Wis. 
——— ‘Air Conditioning Co., Div. of Hupp Corp., Brooklyn, 


Sutton 


United States Air Conditioning — Philadelphia, Pa. 

Viking Mfg. Corp., Cleveland, Ohio. 

Westinghouse Elec. Corp., Air Conditi 

Williams Div., Eureka- Williams Corp 

Williamson Co., The, ons 

Worthington Corp.,, Harri N. J. 

York Corp., Commercial al Div, Subsidiary of Borg-Warner 
Corp., York, Pa. 

York- uipley, Inc., York, Pa. 


Div., Staunton, Va. 
loomington, lil. 


UNITS, AIR CONDITIONING, STORE TYPE, 
SUSPENDED CABINET, SUMMER ONLY 


Consisting of Blower, Filter, Cooling Coil and Condensing Unit 


eg eet a og Co., Antone, | Mich. 

Air Conditioning Engineering Co » Combaitiar, Mass, 

Airtemp Div., Chrysler Corp., Dayton, O 

Bal-Air, Inc., " Nashville, Tenn. 

Barkow Mfg. Co., Inc., Aug. G., Milwaukee, Wis. 

Besser M ‘Products Corp., Charlotte, N. C. 

Bryant Mfg. Co., Indianapolis, Ind. 

Carrier Corp., Syracuse, N.Y 

Central States Mfg. Co., * th Arkansas City, Kans. 

Clime-Matic Corp., South Norwalk, Conn. 

Drayer-Hanson, Div. of National-U.S. Radiator Corp., Los 
Angeles, Calif. 

Friedrich Refrigerators, Inc., Sam Antonio, Tex. 

General Air Conditioning Corp., Los Angeles, Calif. 

General Electric Co., Commercial & Industrial Air Condition- 
ing Dept., Bloomfield, N. J. 

Green Colonial Furnace Co., Des Moines, Ia. 

Harvey-Hill, Inc., St. Louis, Mo. 

Janitrol Heating "and Air Conditioning Div., Surface Combustion 
Corp., Columbus, O 

Lennox Industries he: . Marshalltown, Ta. 

Patten Co., J. V., Sycamore, Til. 

Payne Co., The, Monrovia, Calif. 

Round Oak Co., Inc., Dowagiac, ee 

Stewart-Warner Corp., U. S. Machine 


., Lebanon, Ind. 
Williamson Co., The, Cincinnati, O. 


UNITS, AIR CONDITIONING, WALL TYPE, SELF- 
CONTAINED, SUMMER 


Addison Products Co., Addison, Mich. 

General Electric Co., Major Appliance Div., Room Air Con- 
ditioner Dept., Louisville, Ky. 

Gibson Refrigerator Co., Grosmvtile; Mich. 





Iron Fireman Mfg. Co., Cleveland, O. 

Mitchell Mfg. Co., Div. of Cory Corp., Chicago, Ill. 

Mueller Climatrol, ” Milwaukee, Wis. 

Quiet-Heet Mfg. Corp., Subsidiary of Emerson Radio and 
Phonograph Corp., Newark, N. J. 

Sutton Corp., O. A., Wichita, Kans. 


Typhoon Air Conditioning Co., Div. of Hupp Corp., Brook- 
lyn, N. Y. 


UNITS, ELECTRIC HEATING 
See Panels, Heating, Electric 


UNITS, MIXING, SOUND AND VOLUME CONTROL, 
FOR DOUBLE DUCT HIGH VELOCITY AIR 
CONDITIONING SYSTEMS 


Anemostat Corp. of America, New York, N. Y. 

Barber-Colman Co., Rockford, III. 

Buensod-Stacey, Inc., New York, N. Y. 

Connor Engineering Corp., Danbury, Conn. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 

Tuttle & Bailey Div. of Allied Thermal Corp., New Britain, 
Conn. 


USED SHEET METAL WORKING MACHINES 
See Machinery, Sheet Metal, Rebuilt and Used 


VACUUM CLEANERS FOR FURNACES 


See Cleaners, Vacuum, Furnace 


VALVES, GAS, AUTOMATIC SHUT OFF 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 

Anderson Brass Co., Detroit, Mich. 

Combuston Control Div., Electronics Corp. of America, Cam- 
bridge, Mass. 

Deutsch Co., Los coasin, © Calif. 

Eclipse Fuel En, Go, Glend » Rockford, Ill. 

General Controls Co. lendale, Calif. 

Milwaukee Gas Special Co., Milwaukee, Wis. 

Minnespolis Hontpwell ulator Co., Minneapolis, Minn. 

Patrol Valve Co., ‘ 


Security Valve Corp., Glendale, Calif. 
Thermac Co., Los es, Calif. 
White-Rodgers Co., 


t. Louis, Mo. 


VALVES, GAS, MOTORIZED 


Copbeeien So Control Div., Electronics Corp. of America, Cam- 
ridge, Mass. 

Eclipse Fuel Engineering Co., Rockford, III. 

General Controls Co., Glendale, Calif. 

Keckley Co., O. C., Skokie, Ill. 

Milwaukee Gas Specialty Co., Milwaukee, Wis. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 


VALVES, GAS PRESSURE REGULATING 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
Black, Sivalls & B Inc., Been Renees. City, Be 
Bristol Co., Wat 
Davis Regulator Co., Chicago, 
se mh Instrument egulator Co., Boody, II. 
Corp Detroit, Mich. 
Eclipse Fuel Engineering Co., Rockford, Til. 
Fisher Governor Co., Marshalltown, Iowa. 
Any & ‘ow ing Co., Union, Ne. 

& Oi lustry Laboratories, Irvington, N. 
General Controls Co., Glendale, Calif. J 
Harris Calorific Co., Cleveland, Ohio. 

Hubbell Corp., Mundelein, Ill. 
Major Controls Co., ‘Corona, Calif. 


Raioos Regulator Div. American Meter Co., Inc., Alhambra, 
Cali 


Reynolds Gas Regulator Co., Anderson, Ind. 
Rockwell Mfg. Co., Meter ‘and Valve Div., Pittsburgh, Pa. 
Thermac Co., Los Angeles, Calif. 

Thompson Products, Inc., Valve Div., 


Cleveland, O. 
Weldit, Inc., Detroit, Mich. 


VALVES, GAS, SAFETY PILOT 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
General Controls Co., Glendale, Calif. 

Milwaukee Gas Specialty Co., Milwaukee, Wis. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Robertshaw-Fulton Controls Co., Greensburg, Pa. 

Thermac Co., Los Angeles, Calif. 

White-Rodgers Co., St. Louis, Mo. 


VALVES, HUMIDIFIER, WATER LEVEL 


Arklon Mfg. Co., Cleveland, O. 

Beckett & Dallas, Texas. 

Fisher Governor Co., Marshalltown, Iowa. 

Imperial Brass Mfg. Co., Chic H 

Lincoln Brass Wo: Detroit, Mich. 

McDonnell & Miller, Inc., Chicago, Ill. 

Maid-O’-Mist, Inc., Chicago, III. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 

Morey, Dan, Los Angeles, Calif. 

Reitman Mfg. Co., Oakland, Calif. 

Robert Mfg. Co., Los An es, Calif. 

Skuttle Mfg. Co., Milford, Mich. 

Viking Air Products Div., National-U. §S. Radiator Corp., 
Cleveland, O. 


VALVES, REFRIGERATION, EXPANSION, 
THERMOSTATIC 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
Alco Valve Co., St. Louis, Mo. 
Detroit Controls Corp., Detroit, Mich. 
Frigidaire Div., General Motors Corp., Dayton, Ohio. 
cone ae Co., Glendale, Calif.” 
ays Detroit, Mich. 
Sprlan “i ve Co., St. Louis, Mo. 
Inc., Union, N. J. 
Vilter Mig. Co., ilwaukee, Wis. 
XL Refrigerating Co., Chicago, Ill. 


VALVES, REFRIGERATION, WATER REGULATING, 
PRESSURE OR TEMPERATURE ACTUATED 


A-P Controls Div., Controls Co. of America, Milwaukee, Wis. 
Alco Valve Co., St. Louis, Mo. 
Art Valve Co., Chicago, Ill. 
Bailey Co., Chas. M., San Francisco, Calif. 
Cash Co., A. W., Decatur, Ill. 
Foster Engineering Co., Union, N. J. 
Klipfel Mfg. Co., Hamilton, Ohio. 
Marsh aa Jas. P., Skokie, Ill. 

a 'g- Co., Detroit, Mich. 
M ell & Miller, Inc., Chicago, Ill. 
Mueller Brass Co., Port Huron, Mich. 
Penn Controls, Inc., Goshen, Ind. 
Powers Regulator Co. , Skokie, Ill. 
Sarco Co., Inc., New York, N N. Y. 


VALVES, SADDLE 
See Fittings, Humidifier, Water Line 


VALVES, SOLENOID 


A-P Controls Div., Controls Co. of America,. Milwaukee, Wis. 

Acro Mfg. Co., Controls Div., Columbus, O. 

Alco Valve Co., St. Louis, Mo. 

Atkomatic Valve Co., Indianapolis, Ind. 

Automatic Switch Co., Orange, N. J. 

Barksdale Valves, Los Angeles, Calif. 

Combustion Control Div., Electronics Corp. of America, Cam- 
bridge, Mass. 
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Cooper Co., Clark, Palmyra, N. J. 
Davis Regulator Co., Chicago, Ill. 
a Controls Corp., Detroit, Lich. 
Seid Engineering Co., —" Ill. 
ty Co., Cobos N. Y 
Frick Co., Waynesboro, Pa ; 
General Controls Co., Glendale, Calif. 
Grove Regulator Co., Oakland, Calif. 
Guattion Electric Mig. Co., Chicago, Ill. 
fa rhe p, g. Co., Erie, Pa. 
H ll Corp., Mundelein, Ill. 
Hunt & Son, Inc., C. B., Salem, Ohio. 
Jackes-Evans Mfg. Co., "St. Louis, Mo. 
Keckley Co., O. C., Skokie, Ill. 
Lammert & Mann Co., Chicago, Ill. 
Locke Regulator Co., Salem, Mass. 
Marsh Corp., Jas. P., Skokie, Ill. 
McDonnell & Miller, Inc., Chicago, Ill. 
Manel Conn cae: Co., St. Louis, Mo. 
Chicago, ll. 
Milwoukse as Specialty Co., Milwaukee, Wis. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Penn Controls, Inc., Goshen, Ind. 
R-S Products Corp., Philadelphia, Pa. 
Sarco Co., Inc., New York, N. Y. 
Sarcotherm Controls, Inc., ps York, N. Y. 
Sciaky Bros., Inc., Chicago, Il 1. 
Skinner Electric Valve Div., Skinner Chuck Co., New Britain, 


Sporlan "Valve Co., St. Louis, Mo. 

Square D Co., Detroit, Mich. 

Square D Co., Industrial Controller Div., Milwaukee, Wis. 
Supreme Electric Products Corp., Rochester, N. Y. 

Vapor Heating Corp., Chicago, ill. 

Webster Electric Co., Racine, Wis. (Fuel oil line) 
White-Rodgers Co., St. Louis, Mo. 


VANES, DUCT TURNING 


Anemostat Corp. of America, New York, N. Y. 

Barber-Colman Co., Rockford, Ill. 

Duro-Dyne Corp., New Hyde Park, L. L., N. Y. 

Elgen Mfg. Corp., Long Island City, N. Y. 

Register & Grille Mfg. Co., Inc., Brooklyn, N. Y. 

Titus Mfg. Corp., Waterloo, lowa. 

— ry Bailey Div. of Allied Thermal Corp., New Britain, 
nn. 


VAPOR BARRIERS 
See Barriers, Vapor, Craw! Space 


VENT CAPS 
See Caps, Vent 


VENTILATOR AND FILTER UNITS, WINDOW 


Airgard Mfg. Co., Chicago, Ill. 
Air Net Appliance Corp., Chicago, Ill. (With electric heating 
element) 
Berns Air King Corp., hice Ill. 
Frigid, Inc., Brooklyn, N. Y. 
tig Ei Electric Ventilating Co., Chicago, Ill. 
. Co., Owatonna, Minn 
Reed hes ans, Inc., New Orleans, La. 
Unified Air Conditioner Co., Duluth, Minn. 
Utility Appliance Corp., Los Angeles, Calif. 


VENTILATORS, ROOF, FAN 


Accurate Sheet Metal & Mfg. Works, Chicago, Ill. 
Acme Equipment Co. of Oklahoma, Inc., Muskogee, Okla. 
Aerovent Fan Co., Piqua, Ohio. 

Air Controls, Inc., Cleveland, Ohio. 

Airjet Ventilator Co., San Clemente, Calif. 
Airoflo Engineering Co., North Hollywood, Calif. 
Air & Refrigeration Corp., New York, N. Y. 
Aladdin Heating Corp., Oakland, Calif. 

Allen Cooler & Ventilator Inc., Rochester, Mich. 
American Blower Corp., Detroit, Mich. 

American Steel Band Co., Pittsburgh, Pa. 
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American Warming & Sensiiating Co., Toledo, O. 
Ammerman Co., — ange , Mian. 
Arex Co., Chi 
Atmos Corp., ~— Il. 
Bar-Brook a Co., Inc., narners, La. 
Bertram Co. a. Cincinnati, Ohio. 
Bishop & Babcock Mfg. Co., + oe Ohio. 
Bishop Co., R. H. Champaign, I 
Breidert Co., G. C., San Foeede, Cal 
Brookside Products Co., Inc., oe ae a Ind. 
Burt pa ., Akron, Ohio. 
Carnes Corp., "Verona, Wis. 
Century Fan & Ventilator Co., Inc., Stamford, Conn. 
Chelsea Fan & Blower Co., Inc. Plainfield, N. J. 
Blower Corp., Franklin "Park, Ill. 
Gar Badaneal Corp., Cedar Falls, Iowa. 
Colt Ventilation of America, Inc., Los Angeles, Calif. 
Cook Co., Loren, Bere 
Dana Fan & Blower Cop. Cincinnati, Ohio. 
Davidson Hyduty Roof Fan Co., Newton, Mass. 
DeBothezat Fans Div., American Machine & Metals, Inc., East 
Moline, Ill. 
Detroit Blower Corp., Franklin Park, Ill. 
Diehl Mfg. Co., Somerville, N. J. 
Dual-Air Fan Co., Hampshire, Ill. 
Electrovent Fan & Mfg. Co., ae. Ill. 
Empire Ventilation Equipment Co .» Long Island City, N. Y. 
Fingles Co., Baltimore, Md. 
Flex-Air Inc., Los wage Calif. 
Gallaher Co., Omaha, Ni 
Gehri Sheet . Metal Co., ae Wash. 
General Blower Co., Morton Grove, Ill. 
Greenheck Fan and Ventilator en. 


, Schofield, Wis. 
nan Propeller Fan Co., Div. 


e Hills Corp., Piqua, 


Hayes Furnace Mfg. & Supply Co., Los Angeles, Calif. 
Hirschman-Pohle Co., Inc., , N. Y. 

Hunter Div., Robbins & Myers, = Memphis, Tenn. 
Ilg Electric Ventilating Co., Chicago, Il 

International Engineering, ‘nc., D Y Ohio. 

Iona Ventilator Co., Inc., Philadelphia, Pa. 

Iron Lung Ventilator Co., Clevel Ohio. 

Jenn Air Products Co., olis, Ind. 

Jordan & Co., Inc., Paul a. lis, Ind. 

Joy Mfg. Co., Pittsb h, Pa. 

King Co., Owatonna, 

Los ‘Angeles Sheet Metal Mfg. Co., Inc., Los Angeles, Calif. 
Lumm Co., A. H., Toledo, Ohio. 

M&E Mfg. Co., ‘Indianapolis, Ind. 

Martin Fan & Blower Co., Chicago, Ill. 

Mountain States Equipment Co., Denver, Ohio. 

Muckle Mfg. Co., Owatonna, Minn. 

New York Blower Co., Chicago, Iil. 

Octagon Ventilator Co., Chicago, Ill. 

Peerless Electric Co., Warren, Ohio. 

Penn Ventilator Co., "Glas Co, Pa 

Pennsylvania Wire Glass Philadelphia, Pa. 

le & eee ee Se St, tania, Mo. 

Robbins & Myers, Inc., c» Springheld, O 

Robertson Co., H. gh, ag ‘(Round- Rectangular) 
Royal-Apex Mfg. = Inc., Brooklyn, N. Y. 

Sargent EnginAiring Co., Cleveland, oO. 

South Bend Air Products, Inc., South Bend, Ind. 

Swartwout Co., Cleveland, Ohio. 

Trade-Wind Motorfans, Inc., Rivera, Calif. 

Trane Co., The, LaCrosse, Wis. 

Truflo Fan Co., Harmony, Pa. 

Uno Ventilator Co., Malden, Mass. 

Utility Appliance Corp., Los Angeles, Calif. 

bars 4 Fan Corp., Div. of Utility Appliance Corp., Los Angeles, 


Van Noorden Co., E., Boston, Mass. 

Wasco Products, Inc. Cambri: , Mass. 

Waverly er Supply Co., n, Mass. 
Western ng & Mfg. Co., Venice, Calif. 
Wind-Way Fan ne Ventilator Co., New Orleans, La. 
blog bay Yes , L. J., Linden, N. J. 

Woolley Engineering Co., Detroit, Mich. 


VENTILATORS, ROOF, GRAVITY 


Accurate Sheet Metal & ew | Works, mer Ill. 
Air Control Products, Inc. 

Air Controls, Inc., Cleveland, 

Air Devices, Inc., New York, N.Y. 

Airjet Ventilator Co., San Clemente, Calif. 





Allen Cooler & Ventilator Inc., Rochester, Mich. 
American Steel Band Co., Pittsburgh, Pa. 
Ammerman Co., Inc., Minneapolis, Minn. 
Appleton Supply Co., Inc., Appleton, Wis. 
Arex Co., Chicago, Ill 
Furnace Corp., Belle Vernon, Pa. 
San Fernando, Calif. 


Clay Equipment Co 

Colt Ventilation o ‘America, Inc., Los Angeles, Calif. 
Damp-Vent Co., Bettendorf, I 

Donley Bros. Co., Cleveland, O 

— Ventilation Equipment ‘Co, Long Island City, N. Y. 


Gehri Sheet Metal Co., Tacoma, Wash 

Greenheck Fan and Ventilator Corp., Schofield, Wis. 
Hirschman-Pohle Co., Inc., LeRoy, N. Y. 

Inland Steel Products Co., ” Milwaukee, Wis. 

International Metal Products Co., Phoenix, Ariz. 

Iona Ventilator Co., Inc., Philadelphia, Pa. 

foouse & Co., Inc., Paul R., tm erect Ind. 


uer Klauer Mfg. Co. Ds beceata” Coan 
Conrugsting Co., LaCrosse, Wis. 
Leslie Weldin . ra “Chicagorl 
Los Angeles "Metal Mfg. nw Los Angeles, Calif. 
Lumm Co., A. H., Toledo, Ohio. 
M & E Mfg. Co., Indianapolis, Ind. 
Marco Co., East Orange, N. J. 
Martin Fan & Blower Co., Chicago, Ill. 
Moeschl-Edwards Corrugating Co., _ Cincinnati, Ohio. 
Octagon Ventilator Co. Chie “Cniag, il 
Penn Supply & Metal Corp., delphia, Pa. 
Penn Ventilator Co., Philadelphia, Pa. 
Pennsylvania Wire Glass Co., aie. Pa. 
Perkinson, William J., Chicago, lil. 
Plasteel Products Corp., Washington, P 
Puhl & Hepper Mfg. Co., Inc., St. Louis, Mo. 
Ralph Mfg. Co., Inc., Wadsworth, Ohio. 
Riggin Metal Products, Inc., Kankakee, Ill. 
R Co., H. H., Pittsburgh, Pa 
Royal-Apex Mfg. Co., Inc., Brooklyn, N. Y. 
Ryniker Steel Products Co., Billings, Mont. 
Sheet Metal Mfg. Co., Inc., —— N. Y. 
Simpson Co., Oakland, Calif. 
Sioux Steel Co.; Sioux Falls, S. D 
Southbridge Roofing inc., Southbridge, Mass 
Souther Iron Co., E E., St. Louis, Mo. 
Swartwout Co., Cleveland, Ohio, (Fire valve) 
Thor Metal Products Co.,; Inc., Syracuse, N. Y. 
Tierney Rotor Ventilator. Co., "Minneapolis, Minn. 
Tiffin Art Metal Co., Tiffin, Ohio. 
Uno Ventilator Co., ‘Malden, Mass. 
Vallas, Lionel, Chicago, Ill. 
Van Noorden Co., E., Boston, Mass. 
Walker Mfg. & Sales” Corp., St. Joseph, Mo. 
Warner Ventilator Co., LaGrange, Ind. 
Waverly Heating Supply Co., Boston, Mass. 
Western —— & Mfg. Co., "Venice, Calif. 
Willis Steel Corp sletoure Ill. 


VENTILATORS, VENTILATING SYSTEM 


Air Control Products, Inc., Coopersville, Mich. 

Ammerman Co., Inc., Minneapolis, Minn. 

American Steel Band Co., Pi urgh, Pa. 

Auer Register Co., Cleveland, Ohio. 

Berger Furnace Corp., Belle Vernon, Pa. 

Brookside Products Co., Inc., McCordsville, Ind. 
DeBothezat Fans Div., American Machine & Metals, Inc., 

East Moline, Ill. 
Elgo Shutter & Mfg. Co., Detroit, Mich. 
lig Electric Ventilating Co., Chicago, Ill. 
and Steel Products Co., Milwa , Wis. 
ae Co., Owatonna, Minn. 
Air Engineering Co., San Bernardino, Calif. 

Knowles Mushroom Ventilator Co., Upper Montclair, N. J. 
Lumm Co., A. H., Toledo, Ohio. 

Martin Fan & Blower Co., Chicago, IIL 

Miller & Doing, Brooklyn, N. Y. 

Penn Ventilator Co., Philadelphia, Pa. 

Perkinson, William J., Chicago, Ill. 

Robbins & Myers, Inc., Springfield, Ohio. 
= & Bailey Div. of Allied Thermal Corp., New Britain, 

nn. 


102d 


United States pesister Co., Battle Creek, Mich. 
Wood Mfg. Co., A. R., Luverne, Minn. 


VIBRATION ISOLATORS 
See Bases and Pads 


WASHERS, AIR 


Air Cooling Engineering Co., Evanston, III. 

Air & Refrigeration Corp., New York, N. Y. 

Air Stream Filter Corp., St. Louis, Mo. 

Alton Mfg. Co., Dallas, Texas. 

American Blower Corp., Detroit, Mich. 

Bayley Blower Co., Milwaukee, Wis. 

Bishop & Babcock Mfg. Co., Cleveland, Ohio. 
Buensod-Stacey, Inc., New "York, N. Y. 

Buffalo Forge Co., Buffalo, N. Y. 

Carrier Corp., Syracuse, N. Y. 

Clarage Fan Co., Kalamazoo, Mich. 

Columbus Heating & Ventilating Co., Columbus, Ohio. 
Comfort Products Inc., Dallas, Texas. 

Continental Air Filters, Inc., Louisville, Ky. 

Mountain States Equipment Co., Denver, Colo. 
Peters-Dalton, Inc., Detroit, Mich. 

Spitzka Mfg. Co., North Sacramento, Calif. 

Spray Engineering Co., Somerville, Mass. 

Western Blower Co., Seattle, Wash. 

Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 


WATER HEATING COILS, FIRE POT 
See Coils, Fire Pot, Domestic Hot Water 


WATERPROOFING MATERIALS 
Anti-moisture penetrating and rust preventive 


American Steel Band Co., Pittsburgh, Pa. 

Armstrong Cork Co., Lancaster, Pa. 

Barrett Div., Allied Chemical & Dye Corp., New York, N. Y. 

Blue Ridge Talc Co., Henry, Va 

Cabot, Inc., Samuel, ‘Boston, Mass. 

Calbar Paint & Varnish Co., Philadelphia, Pa. 

Carboline Co., St. Louis, Mo. 

Carey Mfg. Co., Philip, Cincinnati, Ohio. 

Carter Paint Co., Liberty, Ind. 

Cheesman-Elliot Co., Inc., Brooklyn, N. Y. 

Chemical Coatings & Engineering Co., Edgemont, Pa. 

Fibreboard Paper Products A San Francisco, Calif. 

Flintkote Co., New York, N. Y. 

Glidden Co., Cleveland, Ohio. 

Hague & Co. Inc., Alfred, Brooklyn, N. Y. 

Horn Co., Inc., A. C., Long Island City, N. Y. 

Industrial Metal Protectives, Dayton, Ohio. 

Insul-Mastic Corp. of America, Summit, Ill, 

Johns-Manville, New York, N. Y 

Koppers Co., Inc., Pittsburgh, Pa. 

Liquid Plastics Corp., Long Island, City, N. Y. 

Magic Chemical Co., Brockton, Mass. (Plastic) 

Metropolitan Refining Co., ns Long Island City, N. 

Minnesota Mining & Mfg. Co , Adhesives & Coatings biv, De- 
troit, Mich. 

Nebel Mfg. Co., Cleveland, Ohio. 

North American Mogul Products Co., Cleveland, O. 

Products Research Co., Los Angeles, Calif. 

Reilly Tar & Chemical Corp., Indianapolis, Ind. 

Robertson Co., H. H., Pittsburgh, Pa. 

Ruberoid Co., ‘New York, N. Y 

Sonneborn Sons, Inc., L., New York, N. Y. 

Southport Paint Co., Div. Wesson Oil & Snowdrift Co., Inc 
Savannah, Ga. 

Speco, Inc., Cleveland, O. 

Tamms Industries Inc., Chicago, III. 

Truscon Laboratories, Detroit, Mich. 

Wasco Products, Inc., Cambridge, Mass. 

Whitlam Mfg. Co., J. C., Wadsworth, O. 

Wilbur & Williams Co., Brighton, Mass. (Zinc) 

X-Pando Corp., Long Island City, N. Y. 
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WELDERS, ARC 


Air Reduction Sales Co., New York, N. Y. (ac and dc) 
Electric Arc, Inc., Newark, N. J. (ac and dc) 
" Co., Philadelphia, Pa. 
Expert Welding Machine do. Detroit, Mich. (ac and dc) 
Fern, Ralph, Scranton, Pa. (ac) 
General Blectric Co., , eo Sales “~~ Schenectady, N. Y. 
pment Electric Mfg. Co., Kansas City, M 
Harnischfeger a Milwaukee, Wis. (Ac & dc) 
Hobart Bros. Co., Troy, Ohio, (Ac & dc) 
Hollup Corp., Div. National Cylinder Gas Co., Chicago, Ill. 
Lee Co., K. O., Aberdeen, S. D. (ac) 
Lincoln’ Electric Co., Cleveland, Ohio. 
a j } ace Corp. Industrial Gas Div., Chicago, Ill. (ac 
de 

Marquette Mfg. Co., Inc., Minneapolis, Minn. (ac and dc) 
Metal & Thermit Co , New York, N. Y. (ac & dc) 
Mid-States Welder z. Co., Chicago, Ill. (ac) 
Miller Electric Mfg. Co., Inc, Appleton, Wis. (ac & dc) 
a Senin Gas Co. Chicago, Ill. (ac & de) 

son Welding Equipment Corp., San Leandro, 

Calif. (Stud = af BF 
Nee Stud Welding Div. Gregory Industries, Inc., Lorain, Ohio. 

Ic 
Precision Welder Mfg. Co., Chicago, III. 
Sight Feed Generator Co., W. Alexandria, O. (ac & dc) 
Smith Corp., A. O., Permaglas Div., Kankakee, Ill. (ac, de) 
Smith We ding Equipment Corp., Minneapolis, Minn. (ac) 
Trind! Products, Ltd., Chicago, Ill. (ac) 
Westi use Electric Corp., Pittsburgh, Pa. 


(ac & dc) 
Will-Weld Mfg. Co., Inc., Omaha, Nebr. (ac) 


WELDERS, PLASTIC MATERIALS 
See Guns, Plastic Welding 


WELDERS, PROJECTION 


Acme Electric Welder Co., Los Angeles, Calif. 
Acro Welder Mfg. Co., Milwaukee, Wis. 
Banner Products Co., Milwaukee, Wis. 
Eisler Engineering Co., Newark, N. J. 
Expert Welding Machine Co., Detroit, Mich. 
National Electric Welding Machines Co., Bay City, Mich. 
Peer, Inc., Benton Harbor, Mich. 
Progressive Welder Sales Co., Detroit, Mich. 
Rex Welder Co., Kansas City, Mo. 
Sciaky Bros., Inc., Chicago, Ill. 
Id Co., Cleveland, Ohio. 
aylor-Winfield Corp., Warren, Ohio. 
Electric Welder Co., Lynn, Mass. 

Welding Machines Mfg. Co., Detroit, Mich. 


WELDERS, RESISTANCE 


Acme Electric bsg Co., Los Angeles, Calif. 
Acro Welder Mfg. Co . Milwaukee, Wis. 
Ampower Products Co., Oak Lawn, IIl. 
Banner Products Co., Milwaukee, Wis. 
DoALL ~ Des Plaines, Ill. 
Eisler Co., Newark, N. 
Expert ciding achine Co., Detroit, Mich. 
rob, Inc., Gestion, Wis. 
Micro Products Co., Chicago, Ill. 
National Electric Welding Machines Co., Bay City, Mich. 
Peer, Inc., Benton Harbor, Mich. 
Progressive Welder Sales Co., _— Mich. 
Rex Welder Co., Kansas City, M 
Royson Engineering, Hatboro, Pa, 
iaky Bros., Inc., Chicago, III. 


Sciaky 

J ne ke Co., Cleveland, Ohio. 
aylor-Winfield Corp., Warren, Ohio. 

Thomson Electric Welder Co., Lynn, Mass. 

Weldex, Inc., Detroit, Mich. 

Westinghouse Electric Corp., Pittsburgh, Pa. 


WELDERS, SEAM 


Acme Electric Welder Co., Los Angeles, Calif. 

Acro Welder Mfg. Co., Milwaukee, Wis. 

Banner Products Co., Milwaukee, Wis. 

National Electric Welding Machines Co., Bay City, Mich. 
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Peer, Inc., Benton Harbor, Mich. 
Progressive Welder Sales Co., Detroit, Mich. 
Rex Welder Co., Kansas iy. Mo 
Sciaky Bros., Inc., Chica; ll 
eld Co., Cleveland, 
lor-Winfield Corp., Warren, Ohio. 
Electric Welder a Lynn, ‘Mass. 
Weldex, Inc., Detroit, Mi 
Welding Machines Mfg. Detroit, Mich. 


WELDERS, SPOT 


Acme Electric Welder Co., Los Angeles, Calif. 

Acro Welder Mfg. Co., Milwaukee, Wis. 

Alphil Spot Welding Co., Brooklyn, N. Y. 
Products Oak 


power 
Appliances Co., Chicago, Iil. (Portable) 
Banner Products Co., ilwaukee, W 
Duro-Dyne Corp., New Hyde Park, L I., N. Y. (Portable) 
Eisler Engineering Co., Newark, N. J. 
Expert Welding Machine Co., Detroit, Mich. 
Fern, Ralph, Scanton, Pa 
Graham Mfg. Corp., Royal Oak, Mich 
Linde Air Products Co., Div. Union Carbide & Carbon Corp., 
New York, N. Y. 
Liquid Carbonic Corp., new Gas Div., Chicago, Ill. 
Micro Products Co., ite. Co 
Mid-States Welder Mf, Chicago, = armen 
Miller Electric. Mfg. Con 
National Electric ‘wading i es e “Bay City, Mich. 
National Cylinder Gas Co., 1 Ill. 
Peer, Inc., r, "Mich. 
Progressive Welder Sales ©. Detroit, Mich. 
Rex Welder Co., Kansas City, Mo. 
Ross Machine Tool Co., Se a Ridge, Ill. 
— Bros., Inc., Chi 
tweld Co., Clevel Ohio. 
Thier: Winkeld Corp., Warren, Ohio. 
Thomson Electric Welder Co., Lynn, Mass. 
Weldex, Inc., Detroit, Mich. 
Welding Machines Mfg. Co., Detroit, Mich. 
Westinghouse Electric Corp., Pittsburgh, Pa. 


WELDING FLUX 
See Flux, Welding 


WELDING ROD 
See Rod, Welding 


WELDING TORCHES 
See Torches, Brazing, Cutting, Welding 


WHEELS, BLOWER 


Advance Aluminum Castings Corp., Chicago, Iil. 
Air Controls, Inc., Co Ohio. 
., Los Angeles, Calif. 

nc., iy s, Minn. 
Barry Blower Co., Minneapolis, Minn. 
Bayley Blower Co., Milwaukee, Wis. 
Beetle Plastics Corp., Carl N., Fall Porm Mass. (Plastic) 
Bishop & Babcock Mfg. Co., Cleveland, O 
Brookside Products Co., Inc, Mccorsvil, “Ind. 
Brundage Co., Kalamazoo, Mi 
Caroline Blower Co., Inc., ee N.C. 
Champion Blower & Forge Co., Lancaster, Pa. 
Chicago Blower Corp., Franklin Park, Ul. 
Clarage Fan Co., Kalamazoo, Mich. 
Connecticut Blower Co., Hartford, Conn. 
Denbo Engineering and Sales se ‘ey Indianapolis, Ind. (Plastic) 
Garden City Fan Co., Chicago, I 
General Blower Co., Morton “a Ill. 
Hastings Air Conditionin Co., Inc., Hastings, Nebr. 
Jan-Air, Inc., Richmond, il. 
Lau Blower Co., Dayton, Ohio. 
Martin Fan & Blower Co., Chicago, Ill. 
Master Appliance Mfg. Co., Racine, Wis. 
Mayne Products Co., Dayton, Ohio. 
Morrison Products, inc., Cleveland, Ohio. 





Peerless Electric Co., Warren, Ohio. 
Revcor Inc., Carpentersville, Til. 
Robinson Ventilating Co., Zelienople, Pa. 
Lene ag Mfg. Co., Torrington, Conn. 
riangle Mfg. Co., Oshkosh, Wis. 
United States Air Conditioning Corp., Philadelphia, Pa. 
Utility Appliance Corp., Los es, Calif. 
— Corp., Div. of Utility "fgolienee Corp., Los Angeles, 


Vernco Corp., Columbus, 
ves Air Products Div. — U. S. Radiator Corp., Cleve- 


Western Stower Co., Seattle, Wash. 
Westinghouse Electric Corp., Sturtevant Div., Boston, Mass. 


WINDOW AIR CONDITIONER COVERS 
See Protectors, Window Alr Conditioner 


WINDOW COOLING UNITS 
See Units, Air Conditioning, Room Type, Window 


WINDOW PANELS FOR AIR CONDITIONERS 
See Panels, Window, Air Conditioner 


WINDOWS, Thy HOLLOW OR EXTRUDED 


Adams Co., Dub 

Alumatic Corp. of Al —— a Wis. 

Detroit Steel Products Co., Detroit, Mi 

General Bronze Corp., Garden City, L. 5% N. Y¥. 
International Steel Co., Evansville, Ind. 

Jamestown Metal Corp., Jamestown, N. Y. 

Kawneer Co., Niles, Mich. 

New Monarch Machine & Stamping Co., Des Moines, la 
Perkinson, William J., Chicago, Ill. 

Republic Steel Corp., Cleveland, O. 

Reynolds Metals Co., Louisville, Ky. 

Russell Co., F. & Cleveland, Ohio. 

Steelcraft Mfg. Co., Rossmoyne, O. 

Truscon Steel Div., ” Republic Steel ‘Corp., Youngstown, O. 
Vallas, Lionel, Chica AO, Ill. 

Willis Steel Corp., Galesburg, III. 


WINTER AIR CONDITIONERS 
See Furnaces, Forced Air 


WINTER PROTECTIVE COMPOUNDS 
See Compounds, Winter Protective, Pump 


WIRE 


Allegheny Ludlum Steel Corp., ener Pa. (Stainless) 

Aluminum Co. of America, Pittsburgh, Pa. (Aluminum) 

American Brass Co., Waterbury, Conn. (Copper) 

American Nickeloid Co., Peru, Ill. (Chrome, nickel coated) 

American Steel & Wire Div., U. S. Steel Corp., Cleveland, Ohio. 

Armco Steel Corp., Middletown, Ohio. (Stainless steel) 

Belmont Smelting & Refining Works, Inc., Brooklyn, N. Y. (Lead, 
tin, cadmium, zinc) 

Berger Div., Republic Steel Corp., Canton, Ohio. (Galv.) 

Bethlehem Steel Co., Bethlehem, Pa. (Plain, galvaniz 

Bridgeport Brass Co., Bridgeport, Conn. (Brass, heoaaé) 

Chase Brass & Copper Co., Inc., Waterbury, Conn. (Copper) 

Copperweld Steel ., Wire and Cable Div., Gieedh Pa. (Cop- 
per covered steel) 

Crucible Steel Co. of America, Pittsburgh, Pa. (Stainless steel and 
titanium) 

Division Lead Co., Summit, Ill. (Lead, tin) 

Downs-Smith Brass & Copper Co., Inc., Long Island City, N 
Y. (Copper and copper alloys) 

General Plate Div., Metals & Controls Corp., Attleboro, Mass. 
(Clad metal) 

Hussey & Co., C. G., Pittsburgh, Pa. (Copper) 

International Nickel Co., Inc., New York, N. Y. (Nickel & nickel 
alloys) 

Jones & Laughlin Steel Corp., Hy sty Pa. (Steel) 

— Aluminum & Chemical Corp., Oakland, Calif. (Alumi- 


um) 

Laclede Steel ae) St. Louis, Mo. (Steel) 
National Lead Co., New York, N. Y. (Lead & tin) 
Nichols Wire & Aluminum Co., Davenport, Ia. ao 
Page Steel & Wire Div., American Chain & Cable Co., 

Monessen, Pa. (Carbon steel & stainless steel) 
Republic Steel Corp., Cleveland, Ohio (Steel) 
Reynolds Metals Co. Louisville, Ky. (Aluminum) 


Tennessee Coal & Iron Div., U.S. Steel Corp., Fairfield, Ala. 
(Steel) 


United Wire & Supply Corp., Providence, R. I. (Aluminum, 
copper & copper base alloy 
Youngstown Sheet & Tube Co., Youngstown, Ohio. (Steel) 


WIRE GLASS 
See Glass, Wire 


WIRING MACHINES 
See Machines, Wiring 


YEAR ‘ROUND UNITS 
See Units, Air Conditioning 


ZONE CONTROLS 
See Controls; Control Systems 
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AIR CONDITIONING AND SHEET METAL PRODUCTS 


[PART 3—ALL TRADE NAMES] 





A 


AAF—Air Filters. American Air Filter 
Co., Inc., Louisville, Ky. 

ABC—Blower-Washer Units, 
Blower Corp., Detroit, Mich. 
ABC—Oil Burners. Automatic Burner 
Corp., Chicago, Ill. 

ACB—Metal Protecting Paint. Tropical 
Paint Co., Cleveland, Ohio. 

A-C Board—-Non-Metallic Sheets. Philip 
Carey Mfg. Co., Cincinnati, O. 

A.G.—Water Heaters. Continental Wat- 
er Heater Co., Los Angeles, Calif. 

ser eg Alpha Metals, Inc., Jersey 

ty, N. 

A&R—Duct Dampers, Louvers and Shut- 
ters. Air o Refrigeration Corp., New 
York, N. 

ASMC-Flux. 
phia, Pa. 

atc—Welding Timers. Automatic Tem- 
ggg Control Co., Inc., Philadel- 


phia, 

AW__Plates, Sheets, Hardened Masonry 
Nails. Alan Wood Steel Co., Consho- 
hocken, Pa. 

AX—Oil Burners. 
ming, Ill. 

Abrams—Furnace Brushes. Worcester 
Brush & Scraper Co., Div. Mason 
Worcester Brush Co., Worcester, Mass. 
Absoplane—Stainless Steel Sheets. Apollo 
Metal Works, Chicago, Ill. 

Abr-A-Saw—Sheet Metal Saws. Collins 
Machinery Corp., Los Angeles, Calif. 

Ace—Damper Regulators. Martens & 
Stormoen Co., West Quincy, Mass. 

Acid-Proof—Insulating DS are Quig- 
ley Co., New York, N 

1u—Cement. Hetzel Roofing 
Products Co., Inc., Newark, N. J. 

Acoustilite—Insulation. Insulite Div., 
Minnesota and Ontario Paper Co., 
Minneapolis, Minn. 
Acratherm—Thermostats. | Minneapolis- 
Honeywell Regulator Co., Minneapo- 
lis, Minn. 

Actane—Gas Water Heaters. M. M. 
Hedges Mfg. Co., Inc., Chattanooga, 


Tenn. 
Adacast—Refractories. Botfield Refrac- 
tories Co., Philadelphia, Pa. 
Ad-A-Draft—M Mechanical Draft Boosters. 
National Fuel Conservation Co., Inc., 


Freeport, N. Y. 
Adamant—Insulating Cement, Refrac- 
tories. Botfield Refractories Co., Phil- 


adelphia, Pa. 
Adapatch— Botfield Refrac- 


American 


’Farrelloy Co., Philadel- 


Aldrich Co., Wyo- 


Refractories. 
tories Co., Philadelphia, Pa. 
Ada and Oil Furnaces. Mam- 
moth Furnace Co., Minneapolis, Minn. 
Ada-Stic—Insulating Cement. Botfield 
Refractories Co., Philadelphia, Pa. 
Aeracool—Fan Blades, Fans, Louvers and 
Shutters. Myers Electric Co., Inc., 
Pittsburgh, Pa. 
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Aerisweld—Welding Rod. Lincoln Elec- 
tric Co., Cleveland, Ohio 

Aerocor—Furnace Insulation. Owens- 
Corning Fiberglas Corp., Toledo, O. 
Aerofil—Filters. Besser Metal Products 
Corp., Charlotte, N.C. 

Aerofuse—Air Diffusers. Tuttle & Bailey 
Div. of Allied Thermal Corp., New 
Britain, Conn. 

Aerolag—Duct Insulation. Johns-Man- 
ville, New York, N. Y. 

Aerolux—Oil Furnaces. S. T. Johnson 
Co., Oakland, Calif. 

Aeromatic—Furnaces. United Air Heat- 
ers, Inc., Seattle, Wash. 

Aeromatic Exhauster—Roof Ventilators. 
Pome ax Ventilator Co., Chicago, III. 

Kitchen Exhaust Fans. Amer- 
ican Blower Corp., Detroit, Mich. 

Aeroplane—Ventilators. Paul R. Jordan 
& Co., Inc., Indianapolis, Ind. 

Aeroplex—Blowers. Bayley Blower Co., 
Milwaukee, Wis. 

Aeropull—Ventilators. Paul R. Jordan 
& Co., Inc., Indianapolis, Ind. 

Aerosolve—Filters. | Cambridge 
Corp., Syracuse, N. Y. 

Aerovane—Anemometers. Friez Instru- 
ment Div., Bendix Aviation Corp., 
Baltimore, Md. 

Aerovane—Grilles, Registers. Tuttle & 
Bailey Div. of ‘Allied Thermal Corp., 
New Britain, Conn. 

ae Johns-Manville, 
New York, N 

PP shay Gis and Oil Burners, 
Furnaces, Air Conditioning Units. 
American Furnace Co., St. Louis, Mo. 

Afco Comfortmaker—Air Conditioning 
Units. American Furnace Co., St. Louis, 


Filter 


°. 

Afco Duo Blo—Furnaces. American Fur- 
mace Co., St. Louis, Mo. 

Afco Master-Gas—Furnaces. American 
Furnace Co., St. Louis, Mo. 

Afco Oil Master—Furnaces. American 
Furnace Co., St. Louis, Mo. 

Affco—Louvers, American Foundry & 
Furnace Co., Bloomington, Ill. 

Age—Oil Burners. All-Gas Equipment 
Co., Milwaukee, Wis. 

Agilene—Pipe and Fittings, rf ray Ducts, 
Metal Protective Coating, Fans, Plastic 
tae American Agile Corp. Bed- 
or 

Agilide—Plastic Tubing. American Agile 
Corp., Bedford, O. 

Agitair—Air Diffusers, Filters, Ventila- 
ane. Air Devices Inc. New York, 

Airacoustic—Insulation. 
New York, N.Y. 

Aircap—Ventilators. 
Co., Philadelphia, Pa 

Aircell—Duct Insulation. Norristown 
Asbestos Div., Nicolet Industries, Inc., 
Norristown, Pa. 

Airco—Flux, Welding Rod, Torches and 
poe men Equipment. Air Reduction 
Sales Co., New York, N.Y. 


Johns-Manville, 


Penn Ventilator 


Air-Con—Registers. Register & Grille 
Mfg. Co., Inc., Brooklyn, N. Y. 

Air trol—Air Condi itioning Units, 
Blower Housings, Coils, Registers, and 
Blower Wheels. Hastings Air Condi- 
tioning Co., Inc., Hastings, Nebr. 

Air Controls—Ridge Ventilator. Pla- 
steel Products Co., Washington, Pa. 
Air-Cote—Insulation. Sprayo-Flake Co., 

Chicago, Ill. 

Aircoustat—Sound Absorbers. Industrial 
Sound Control Dept., Metal Products 
a Koppers Co., Inc., Baltimore, 
Md. 


Airefiner—Cleaning Compounds. = 
Products, Inc.. New York, N. 
Aire-Flo—Blower-Filters, Furnaces. Tie. 
nox Industries Inc., Marshalltown, 
Iowa. 
Aire-RAY-ator—Furnaces. Ray Oil Burn- 
ee Co., San Francisco, Calif. 
rg tion—Condensing Units and 
ditioning Units William- 
Co., Cincinnati, Oo. 
Airette—Ventilators and Fans. 
Ventilator Co., Philadelphia, Pa. 
Airex—Evaporative Coolers, Blowers, 
Fans, Washers. Mountain States 
Png a9 sco Co., Denver, Colo. 
Air Extractor—Duct la A-J Mfg. 
Co., Kansas City, M 
Airflo—Duct fomeion. Inland Steel 
Products Co., Milwaukee, Wis. 
Air-Flo—Motor Operated Louvers. De- 
troit Float Co., Air Conditioning Prod- 
ucts Div., Detroit, Mich. 
Airfoil—Fans, Fan Blades, Ventilators. 
Aerovent Fan Co., Piqua, Ohio, 
‘oil—Grilles, Louvers, Registers, Dif- 
feeeey. Titus Mfg. Corp., Waterloo, 
owa 
Air Guide—Duct Vanes. Titus Mfg. 
Corp., Waterloo, Iowa. 
Airion—Electrostatic Filters. 
Corp., Alexandria, Va. 
—Fan Blades. Torrington 
Mfg. Co., Torrington, Conn. 


Aisjector—Ventilators. Swartwout Co., 
eveland, Ohio. 


Air-Jet—Prefabricated Chimney. ey 
Products Co., Fredericksburg, 

Air-Lift—Blowers and Fans. 
gineering, Evanston, Ill. 

Airlift—Ventilators. Swartwout Co. 


Airline—Heating Cooling E uip- 
ment. Ingersoll Conditioned Air 
Borg-Warner Corp., Kalamazoo, Mich. 

Air-line—Baseboard Diffusers. Del Well- 
come Engineering Co., Clarendon Hills, 
Til. 

Airliner—Fan Blades, Alan E. Burden 
Co., Los Angeles, Calif. 

Airlouver—Louvers. Swartwout Co., 
Cleveland, Ohio. 

Airmaster—Dehumidifiers. Walter Haert- 
el Co., Minneapolis, Minn. 

Airmat—Throwaway Filters. 
Mfg. Co., Chicago, III. 


Penn 


Dryomatic 


Me En- 


Airgard 


105d 





Air-Mat—Dust Collectors, Filters. Amer- 
ican Air Filter Co., Inc., Louisville, 


Ain Max—Blowers, Dampers, Diffusers 
and Fans. Gallaher Co., Omaha, Nebr. 
Air Meter—Anemometers. Hastings-Ray- 
dist, Inc.. Hampton, Va. 
Ventilators. Swartwout Co., 
Cleveland, Ohio. 

AirMpeler—Roof Ventilators. 
man Co., Inc., Minnea oa Minn. 

Airo-Flex—Directional Flow Registers. 
Auer Register Co., Cleveland, Ohio. 

Air O Fresh—Air Sterilizers. Melco 
Products, Inc., Minneapolis, Minn. 

Air-O-Matic—Air Conditioning Units. 
Williams Div., Eureka-Williams 
Corp., Bloomington, Ill. 

Airotor—Blower Wheels. Torrington 
Mfg. Co., Torrington, Conn. 

Air-Out—Ventilator. Accurate Sheet 
Metal & Mfg. Works, Chicago, IIl. 

Air-Out Ventilators—Vent Caps. Accu- 
rate Sheet Metal & Mfg. Works, Chi- 
cago, Ill. 

Ai lo—Roof Ventilators. 
Ventilator Co., Chicago, Ill 

Air Power—Ventilatin any Martin 
Fan & Blower Co., Chicago, Ill. 

Air Prover—Controls. A-P RM 
Div., Controls Co. of America, Mil- 
waukee, Wis. 

Air-Rad—Air Conditioning Units. Penn 
Boiler & Burner Mfg. Corp., Lan- 
caster, Pa. 

Airsan—Wire Cloth Filters. Air Filter 
Corp., Milwaukee, Wis. 

Air Seal—Air Filters. Master Products 
Co., Chicago, Ill. 
Air-Seel—Oil aeetee 
Corp., Hartford, 
Air +i Arr en Dy Chambers, St le 

Inc., Sid, Valley Stream, N. 

Airstat—Controls. Mianes polis: Honey. 
well Regulator Co., Minneapolis, Minn. 

Air-Trim—Baseboard Diffusers. Vulcan 
Radiator Co., Hartford, Conn. 

Air Tumbler—Dust Collectors. at 
Suppression & Engineering Co., 
Orion, Mich. 

Air-Turn—Vanes. 
Rockford, Iil. 

Air-Van—Fans. 


Ammer- 


Octagon 


Caloroil Burner 


Barber-Colman Co., 
Gallaher Co., Omaha, 
Nebr. 


Air-Vane—Registers. Rock Island Reg- 
ister Co., Rock Island, Ill. 

Air-Vent—Roofing Felt. Ruberoid Co. 
New York, N.Y. 

Air Wall—Furnaces, Registers. General 
Electric Co., Home Heating and Cool- 
ing Dept., Tyler, Tex, 

Air Wave—Ventilating Fans. Trade- 
Wind Motorfans, Inc. Rivera, Calif. 
Air-X-Hauster—Chimney Caps. Ventilat- 
ors. G. C. Breidert Co., San Fernando, 

Calif. 

Air-X-It—Ventilators. 
tor Co., Chicago, IIl. 

AirXpeler—Chimney Caps and Tops, 
Heating Coils, Exhausters, Fans, Blow- 
ers a Ventilators, Draft Boosters, 
Blower and Fan Housings, Blower 
Wheels. Ammerman Co., Inc., Minne- 
apolis, Minn. 

Aktiv—Cleaning Compound. Turco Prod- 
ucts, Inc., Los Angeles, Calif. 

Alaco—Vacuum Cleaner. Ace Co., Ocala, 
Fla. 

Alarm-A-Lite—Heating 
Sevens. Custom Mfg. 


Octagon Ventila- 


Plant Failure 
Co., Chicago, 


Alclad—Sheets. Aluminum Company of 
America, Pittsburgh, Pa. 

Alco—Ventilators. A. H. Lumm Co., To- 
ledo, Ohio 

Alcoa—Aluminum Products. Aluminum 
Co. of America, Pittsburgh, Pa. 

Alcuplate—Metal Sheets. General Plate 


Div., Metals & Controls, Attleboro, 
Mass 


Alfol-Asbestos—Duct Insulation. Reflectal 
Corp., Subsidiary Borg-Warner Corp., 
Chicago, Iil. 

Aliron—Metal Sheets. General Plate 
Div:, Metals & Controls Corp., Attle- 


boro, Mass. 
Metal—Stainless. Allegheny 
Ludium Steel Corp., Pittsburgh, 

Allen—Fans. Park Heating Seetialties, 
Minneapolis, Minn 

Allen Flan -Soldering Flux. L. B. Al- 
len Co., Inc., Chicago, Ill. 

Allite—Plastic Panels. Barrett Div., Al- 
lied Chemical & Dye Corp., New 
York, N. Y. 

All-Sol—Flux. L. B. Allen Co., Inc. 
Chicago, Ill. 

All-Tite—Metal Stampings and Duct 
Turning Vanes. Elgen Mfg. Corp., 
PR ety Island City, N.Y. 

eather—Air Conditioning Units. 
General Electric Co., Major Appliance 
Div., Room Air Conditioner Dept., 
Louisville, Ky. 

Alma—Furnace _ Brushes. 
Brush & Scraper Co., 
Worcester Brush Co., 
Mass. 

Almar—Hand Slitting Machines, Power 
Flanging Machines. Ward Machinery 
a be tm lll. 


Slitting Shears. 

acd Mathinery Co., Chicago, Ill. 
Alnifer—Meta! Sheets. General Plate 
Div., Metals & Controls, Attleboro, 


Mass. 
Alnor—Thermometers. Illinois Testing 


Worcester 
Div. Mason 
Worcester, 


Laboratories, Inc., Chicago, Ill. 
Al Aluminum surface treatment. 
a Chemical Paint Co., Ambler, 


Alpine—Evaporative Coolers. Interna- 
nig Metal Products Co., Phoenix, 
riz 

Alsiplate—Metal Sheets. General Plate 
Div., Metals & Controls, Attleboro, 
Mass. 

Alumaloy EZ Kleen—Air Filters. Re- 
search Products Corp., Madison, Wis. 

Alumar—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 

Alumaroll—Metal Awnings. Wagner 
Awning & Mfg. Co., Cleveland, Ohio. 
Alumattic—Louvers and Shutters. Phil 
Rich Fan Mfg. Co., Houston, Tex. 
Alumaweld—Flux and Solder. Johnson 
Mfg. Co., Inc., Mount Vernon, Iowa. 
Al te—Paint. Thompson & Co., Oak- 

mont, Pa. 
Alumend—W elding Rod. Arcos Corp., 
Philadelphia, Pa. 
umi-Flux—Soldering Flux. L. B. Al- 
len Co., Inc., Chicago, Ill. 
Alumilux—Water Heaters. Clayton & 
Lambert Mfg. Co., Louisville, Ky. 
Aluminized—Aluminum Coated Metal 
Sheets. Armco Steel Corp., Middle- 
town, O. 
Alumin-nu—Metal Cleaner. NuSteel Co., 
Chicago, Ill. 
Aluminweld—W elding ae Lincoln 
Electric Co., Cleveland, 
Alumi-Soder—Aluminum ‘solden: L. B. 
Allen Co., Inc., Chicago, Ill. 
A-LUM-O-Aire—Filters. Carey Electronic 
Engineering Co., Metal Wool Div., 
Springfeld, Ohio. 
Alumseal—Prefabricated Flashings. Was- 
co Flashing Co., Cambridge, Mass. 
on—W ater Heaters. Mustee Heater 
Co., Cleveland, Ohio. 
inets. Atlas Mfg. Co., St. 
Paul, Minn. 
Amco—Flux. American Solder & Flux 
Co., Philadelphia, Pa. 


Amcoil—Air Conditioners. American 


Coils, Inc., Newark, N. 

Amer-glas—Air Filters. * iN Air 
Filter Co., Inc., Louisville, Ky. 

Amer-glas—Throwaway Filters. D. F. 
Bowman Co., Inc., New Albany, Ind. 

American—Furnaces, Ryniker Steel Prod- 
ucts Co., Billings, Mont. 

a em omen A and Crimping Ma- 
chines. Chas Kraus Mfg. Co., 
Louisville, Ky. 

American—Humidity and Temperature 
Recorders, Thermometers. M 
Maxwell and Moore, Inc., met 
Conn. 

American—Water Heaters. Hotstream 
Heater Co., Cleveland, Ohio. 

American HV—Filters. American Air 
Filter Co., Inc., Louisville, Ky. 

American—Furnaces. Livingston, Inc., 
Marshall, Mich. 

Amerivent—Pipe and Fittings. Amer- 
ican Metal Products Co., Inc., Los An- 
geles, Calif, 

Amerjet—Blow Pipe Collectors. Ameri- 
= Air Filter Co., Inc., Louisville, 


naieeeicleinah and Casing Hardware. 
American Cabinet Hardware Corp., 
Rockford, Ill. 

Aminco—Hygrometers, Relays, Thermo- 
stats. American Instruments Co., Sil- 
ver Spring, Md. 

ag = ag gg roe Duct, Plastic 
Sheets. Atlas Mineral Products Co., 
Mertztown, Pa. 

Amweld—Grilles. American Welding & 
Mfg. Co., Building Products Div., 
Warren, O. 

Anaconda—Copper and Brass Products. 
American Bees | Co., Waterbury, Conn. 

Anchor—Hangers. Royal-Apex Mfg. 
Corp., Brooklyn, N. Y. 

mversion Burners, Stratton & 
Terstegge Co., Louisville, Ky. 

AnchorAire—Furnaces. Anchor Div. 
Stratton & Terstegge Co., Inc., New 
Albany, Ind. 

Anchorfast—Nails. Independent Nail & 
Packing Co., Bridgewater, Mass. 

Anchorite—Nails. Dickson Weatherproof 
Nail Co., Evanston, Ill. 

Ancover—Vapor Barriers. McLaurin- 
Angier Co., Needham Heights, Mass. 

Anemotherm—Air Velocity Meters. Ane- 
= Corp. of America, New York, 


Angle-Chek—Inspection Tool for Sheet 
Metal Workers. Sheridan-Gray, Inc., 
Palos Verdes Estates, Calif. 

Apexo—Roof Flashing. Simplex Mfg. 
Co., Fond du Lac, Wis. 

Aprilaire—Humidifiers. Research Prod- 
ucts Corp., Madison, Wis, 

Apthorp—Oil Burner Nozzles. Boston 
Machine Works Co., Lynn, Mass. 

Aquabar—Roof Cement. Continental 
Products Co., Euclid, Ohio. 

Aqua-Clear—Rust Preventive. Sudbury 
Laboratory, South Sudbury, Mass. 

Aquadam—Roof Cement, Waterproofing. 
Blue Ridge Tale Co., Inc., Henry, Va. 

Aquadam—Roofing Felt. Johns-Manville, 
New York, N. Y. 

Aqua Fog—Evaporative Condensers. Co- 
bell Industries, Inc., Fort Worth, Tex. 

Aqua Proof—Waterproofing, Roofing 
Paint. Metropolitan Refining Co., Inc., 
Long Island City, N. Y. 

Aqua-Saver—Cooling Towers. Peerless 
Products Div., United Cooling Towers, 
Inc., North Little Rock, Ark. 

Aqua-Scale—Automatic Humidifier. J. 
P. Glasby Mfg. Co., Bloomfield, N. J. 
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yo Preventive Chemicals. 

urco Products, Inc., Los Angeles, 
Calif. 

A Water 

odern 
Mich. 

Aquatone—W ater 
—t 
City, N 

hesits-wilee Heaters. S. T. Johnson 
Co., Oakland, Calif. 

Arc-Eng—Air Conditioning 
Register & —— 
Brooklyn, N, Y 

Arcosite—Flux. Arcos Corp., Philadel- 
phia, Pa. 

Arctic Circle—Evaporative Coolers. In- 
ternational Metal Products Company, 
Phoenix, Ariz. 

Arex-Austor—Ventilators. Arex Co., Chi- 
cago, Ill. 

Arid-Air—Dehumidifiers. Tamms Indus- 
tries, Inc., Chicago, I 

Arin Accelerator—Louvers and Shutters. 
Arex Co., Chicago, III. 

Arin Stationary—Louvers and Shutters. 
Arex Co., Chicago, Ill. 

Armorize—Paint, Carter Paint Co., Lib- 


erty, Ind 
Armstrong—Compressors. General Ma- 
chinery Co., Spokane, Wash. 
Arrow—Furnaces. Dowagiac Steel Fur- 
nace Co., Dowagiac, ich, 
Arrowtrol—Registers. pesistes & Grille 
Mfg. Co., _— Brooklyn, N. Y. 
ASARCO—Sheets and Roofing. Federated 
Metals Div., American Smelting and 
Refining Co., New York, N. Y. 
Asbestile—Roof Cement, Flashings. 
Johns-Manville, New York, N.Y. 
Asbestite—Paint. Coopers Creek Chemi- 
cal Corp., West Conshohocken, Pa. 
Asbestocel—Furnace Insulation. Johns- 
Manville, New York, N.Y. 
Asco—Relays, Switches, Valves. 
matic Switch Co., Orange, N. J. 
Asco—Gutter Fittings and Accessories, 
Roof Flashings. Atchison Specialty 
Mfg. Co., Atchison, Kans. 
Ash Pit—Gas Burner. Handley-Brown 
Heater Co., Jackson, Mich. 
At-A-Glance—Oil Tank Gauge. Krueger 
Sentry Gauge.Co., Green Bay, Wis. 
Atlas—Blowers, Direct Fired Heaters, 
Furnaces and Air Conditioning Units. 
ber -Aire Furnace, Co., San Francisco, 
if 
Adas—Diffusers, Grilles, Registers. J. B. 
Smith Co., Philadelphia, Pa. 
Atomick—Nozzles, Humidifiers. 
O’-Mist,; Inc., Chicago, Ill. 
Atomist—Humidifiers.| American Foun- 
dry & Furnace Co., Bloomington, IIl. 
Attifan—Fans and Ventilators. Kool Air 
Engineering Co., San Bernardino, Calif. 
Auditec—Refrigerant Leak Detectors. 
~~, Ould (USA) Ltd., Mt. Vernon, 


Controls. 
Centerline, 


Heater 
Controls Corp., 


Conditioning Com- 
a Corp., Long Island 


Registers. 
Mfg. Co., Inc., 


Auto- 


Maid- 


Pda Valves. Maid- O’-Mist, 
Inc., Chicago, Ill. 
Auto-Evap—Humidifiers, 
Co., Neffsville, Pa. 
Auto-F Furnaces. Lennox Industries, 
Inc., shalltown, Ia. 
Auto-Klean—Fuel Oil Filters. Cuno En- 
gineering Corp., Meriden, Conn. 
Automaze—Air Filters, Air-Maze Corp., 
Cleveland, O. 
Autostart—Buffers. U. §. Electrical 
Motors, Inc. Los Angeles, Calif, 
Axiflo—Fans. Westinghouse Electric 
Corp., Sturtevant Div., Boston, Mass. 
Axivane—Blowers and Fans. Joy Mfg. 
Co., Pittsburgh, Pa. 


Hermidifier 
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B-60—Controls. 
Glendale, Calif. 
BAC—Refrigerating condensers and cool- 
ing towers. Baltimore Aircoil Co., 
Inc., Baltimore, Md. 
~ C—Air Conditioning Unit, Brunner 
hw Co., Utica, N. Y. 

B—Blast Gates, Roof Clips, Dottes 
aeclins and Tips, Conductor “y= 
Accessories, Snow Guards. rger 
Brothers Co., Philadelphia, Pa. 

B&B—Louvers & Shutters, Blower 
Wheels. Bishop & Babcock Mfg. Co., 
Cleveland, Ohio. 

B-H Soundliner—Duct Insulation, Bald- 
win-Hill Co., Trenton, N. J. 

BNCO—Cabinets and Casings. Biersach 
& Neidermeyer Co., Milwaukee, Wis. 

B-N Multi-stage—Oil Burners, Oil Fur- 
— Benner-Nawman, Inc., Oakland, 
Calif. 

BTU—Furnace Cement. Philip Carey 
Mfg. Co., Cincinnati, Ohio. 

B & W—Refractories & Furnace Insula- 
tion. cae & Wilcox Co. New 


General Controls Co., 


York, N 
BX—Oil ony Aldrich Co., Wyo- 
ming, Ill. 


iger—Time Switches. Reliance Auto- 
matic Lighting Co., Racine, Wis. 

Baffle Mix—Refractories. Walsh Re- 
fractories Corp., St. Louis, Mo. 

Ball Flame—Oil Burners. Kresno-Stamm 
Mfg. Co., Palisades Park, N: J. 

Balsam-W ool—Flexible Insulation. Wood 
Conversion Co., St. Paul, Minn. 

Bankheat—Oil Burnets. S: T. Johnson 
Co., Oakland, Calif. 

Bantam—Motors. Small Motors, Iac., 
Chicago, Ill. 

Bantam Bully—Air Hammer. Superior 
Pneumatic & Mfg., Inc., ‘Cleveland, 


Ohio. 

Barcol—Motors. Barber-Colman Co., 
Rockford, III. 

Bar-Ox—Rust Inhibitor. 
oratories, Detroit, Mich. 

Barrett Specification—Roofing Felt. Bar- 
rett Div., Allied Chemical & Dye 


Corp., New York, N. Y. 
Bar Rust—Metal Protecting Paints. Mid- 


Truscon Lab- 


land Paint & Varnish Co., Cleveland, 
Ohio. 
Basa—Mallets. Greene, Tweed & Co., 


North Wales, Pa. 
Basmor—lIncinerators and Water Heat- 
- Bastian-Morley Co., Inc., LaPorte, 


Ind. 

Baso—Gas Pilots and Solenoid Valves. 
Milwaukee Gas Specialty Co., Milwau- 
kee, Wis. 

Beckett Commodore—Oil Burners. R. 
W. Beckett Corp., Elyria, Ohio. 

Bell-Ex—Roof Ventilators. New York 
Blower Co., Chicago, IIL. 

Belmont Top—Vent Caps. William Wal- 
ae Cae Metaibestos Div., Belmont, 

if. 

Beloit—Sheet Metal Machines, Punches. 
Hendley & Whittemore Co., Beloit, 

is. 

Bemis—Furnace Brushes. Worcester 
Brush & Scraper Co., Worcester, Mass. 

Benda-Vane—Registers. Rock Island 
Register Co., Rock Island, Il. 

Hanae taminas Draft Dampers, Met- 
al .Fireplaces. Bennett-Ireland, Inc, 
Norwich, N. Y. 

binets and Casings, Gutter 
Accessories, Metal Lockers, Rooftrim. 
Republic Steel Corp., Cleveland, O. 

Berloy—Building Products. Berger Mfg. 
on Div. Republic Steel Corp., Canton, 
Ohio. 


Best-Yet—Gutter Hangers. Accurate 


a Metal & Mfg. Works, Chicago, 
I 


Bethcon—Galvanized Sheets. Bethlehem 
Steel Co., Bethlehem, 
Bethichem Steel 


Beth-Cu-Loy—Sheets. 

Co., Bethlehem, Pa. 

Bethlehemite—Oil Conversion Burfiers. 
Bethlehem Foundry & Machine Co., 
Bethlehem, Pa. 

Better-Bilt—Furnaces. Barnes Heating & 
Ventilating Co., Long Beach, if. 
Bifurcator—Blowers. eBothezat Fans 
Div. American Machine & Metals, 

Inc., East Moline, Ill. 

Big Bully—Air Hammers. Superior 
Pneumatic & Mfg., Inc., Cleveland, 
Ohio. 

Bildrite—Sheathing. Insulite Div. Min- 
nesota & Ontario Paper Co., Minne- 


lis, Minn 
Billy Penn—Chimney Caps, Gutter and 
Accessories, Metal Duct, Roof Flash- 
ings, Mouldings and Trim, Furnace 
Pipe and Fittings, Ventilators. Penn 
Supply & Metal Corp., Philadelphia, 


a Fraser & Johnston 
Co., San Francisco, Calif. 

Bitumastic—Paint. Koppers Co., Inc., 
Pittsburgh, Pa. 

Bituseal—Paint. Cheesman-Elliot Co., 
Inc., Brooklyn, N. Y. 

Black Arrow—Fans, Spray Guns. Black 
Mfg. Co., Livingston, N. J. 

Black Asphalt—Roofing Paint. Philip 
Carey Mfg. Co. Cincinnati, Ohio. 

Black Built-up Roofing. Bar- 
rett Div., Allied “ee & Dye 
Corp., New York, N. 

Black Flash—Roof Canehe: J. C. Whit- 
lam Mfg. Co., Wadsworth, O. 

Oe Lap—Roof Cement. Philip Carey 

Co., Cincinnati, Ohio. 

Biskiss~ Indulatin wo Johns-Man- 
ville, New York, N 

Renasdise Beahartenies Vohins Manville, 
New York, N. Y. 

Blend Air—Furnaces and Air Condition- 
ing Units. Coleman Co., Inc., Wichita, 
K 


ans. 

Blo-Aire—Blower-Filter 
Furnace Co., Peoria, Ill 

Blo-Fan—Fans. Pryne & Co., 
mona, Calif. 

Blowette—Blower-Filter Units. Lau 
Blower Co., Dayton, Ohio. 

Blu-Blaze—Chimney Caps. Tesco, Inc., 
Tulsa, Okla. 

Blu-Cold—Compressors. Lehigh Mfg. 
Co., Lancaster, Pa. 

Blue Bird—Shears. og tees Tool Mfg. 
Co., Inc., Buffalo, N 

Bluebonnet—Air "Conditioning Units. 
Forston Co., Houston, Tex. 

Blue-Flame—Gas Burners. John Zink Co., 
Tulsa, Okla. 

Blue Flame—Rotary Oil Burners. Calor- 
oil Burner Corp., Hartford, Conn. 
Blue-Point—Drills. ‘Snap-on Tools Corp., 

Kenosha, Wis. 

Blue Ring—Conversion Gas Burners. Ni- 
a‘.ra Motors Corp., Dunkirk, N. Y. 
Bla-Flame—Gas Unit Heaters. Vacuum 

Gas Burner Co., Olean, N. Y. 
Blu-Flex—Hack Saw Blades. Millers 
Falls Co., Greenfield, Mass. 
Blu-Mol—Hack Saw Blades. Millers 
Falls Co., Greenfield, Mass. 
Hand and Power Hoists. Ohio 
Hoist & Mfg. Co., Inc., Lisbon, O. 
Bob Float Valves—Water ‘Level Valves. 
Robert Mfg. Co., Los Angeles, Calif. 
Boiler-Aid—Water Conditioning Com- 
pounds. Saginaw Salt Products Co., 
Saginaw, Mich. 
Boltaron—Non-Metallic Sheets, Plastic 
Tubing. H. N. Hartwell & Sons, Inc., 
Boston, Mass. 


Units. Meyer 


Inc., Po- 
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Bondmaster—Adhesives. Rubber and As- 
bestos Co Bloomfield, N.J. 

Bondwich—Metal Sheets. General Plate 

Div., Metals & Controls, Attleboro, 


Mass. 

Boston Breese—Oil Burners. Boston Ma- 
chine Works Co., Lynn, Mass. 

Boston Chrome Steel—Baffles. Boston 
Machine Works Co., Lynn, Mass. 

Boyer—Power Hammers, Rivet Guns. 
Chicago Pneumatic Tool Co. New 
York, N. Y. 

Bradford—Water Heaters. Pennsylvania 
Range Boiler Co., Philadelphia, Pa. 
Branford—Oil Burners. Malleable Iron 

Fittings Co., Branford, Conn. 

e teel Brazing Flux. Sight 
Feed Generator Co., West Alexandria, 
Ohio. 

Brazaloy—Aluminum, cast iron, copper, 
magnesium and silver soldering flux. 
All-State ne Alloys Co., Inc., 
White Plains, N. Y 

Brazo—Bronze Soldering Flux. Linde 
Air Products Co., New York, N. Y. 

Breez-Air—Fans. Buffalo Forge Co., 
Buffalo, N. Y. 

Breeze—Air Filters. Barnebey-Cheney 
Co., Pur Air Div., Columbus, O. 

Breeze Fans. Bar-Brook Mfg. 
Co., Inc., Shreveport, La. 

e Conditioning—Ventilators. Amer- 
ican Coolair Corp., ~~ Fla. 
ter—Fans. Acme uipment 
Co. of Oklahoma, Inc., 7 ogee, 
Okla. 


Breezo—Kitchen Exhaust Fans. Buf- 
falo Forge Co., Buffalo, N. Y. 
Brentwood—Floor Furnaces, Water Heat- 
ets. National Appliances, Inc., New 
Kensington, Pa. 
ier—Draft Damper Motors. Kol- 
Master Corp., Ore, lil. 
Brilliant—Paint. Cal Paint & Var- 
nish Co., Philadelphia, Pa. 
Fire—Furnaces. Ohio Foundry 
& Mfg. Co., Steubenville, Ohio. 
Briquette—W ater Conditioners. Ameri- 
es Ye -Banum Co., Inc., Freeport, 


Beite-Kote—Metal Protective Coating. 
Klem Chemicals, Inc., Dearborn, 


Mich. 

Bronco—Solder. General Plate Div., 
Metals & Controls Corp., Attleboro, 
Mass. 

Bronzoil—Bearings. Dodge Mfg. Corp., 
Mishawaka, Ind. 

Bronzw st Iron Brazing Flux. 
Sight Feed Generator Co., West Alex- 
andria, Ohio. 

Brown Electronik—Humidity and Tem- 
perature Recorders, Minneapolis-Hon- 

Regulator Co., Minneapolis, 


Brownskin—Vapor Barriers. McLaurin- 
Angier Co., Needham Heights, Mass. 
Brule—Incinerators. Goder Incinerator 
Corp., Chicago, Il 
Budgeteer—Furnaces. Richmond Plumb- 
ing Fixtures Div., Rheem Mfg. Co., 
Metuchen, N. J. 
BuiltInThinline—Air Conditioning 
Units. General Electric Co., Major Ap- 
liance Div., Room Air Conditioner 
t., Louisville, Ky. 
Bulldog —Expansion — J. D. Polis 
Mfg. Co., Chicago, Ill. 
ips and Shears. 
Sons Co., Newark, N. J. 
id—Tubing. Bundy Tubing Co., 
Detroit, Mich. 
Burdco—Propeller Fan Blades. Alan E. 
Burden Co., Los Angeles, Calif. 
Burflex—Propeller en Blades. Alan E. 
Burden Co., Los Angeles, Calif. 
Incinerators. General Engineer- 
ing Co., Bay City, Mich. 


Wiss & 
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Buzzer—Gas Soldering Furnaces, Solder- 
ing Torches. Charles A. Hones, Inc., 
Baldwin, N. Y. 


Cc 


C-10—High Temperature Paint. “4 
brad Clay Products Co., St. Louis, 


be meg and Pulleys. Chicago 
Die Casting M oe, Chicago, Ill. 

C-E Heatmaster—Water Heaters. Com- 
bustion Engineering Co., Inc., Chat- 


tanooga, Tenn. 

CJB—Bearings. Ahlberg Bearing Co., 
Chicago, Ill. 

Idering Furnaces and Torches 
Clayton & Lambert Mfg. Co., Louis- 
ville, Ky. 

anes, Hoists. Chisholm-Moore 
Hoist Div., Columbus McKinnon 
Chain Corp., Tonawanda, N.Y. 

CP—Electric Tools, Hoists. Chicago 
Pneumatic Tool Co., New York, N. Y. 

C/R—Metal Working Mallets. Chicago 
Rawhide Mfg. Co., Chicago, IIl. 

CSCO—Paint. Chemical Solvent Co., Bir- 
mingham, Ala. 

Cable King—Hoist. Yale & Towne Mfg. 
Co., Philadelphia, Pa. 

Calcoda—Waterproofing. Calbar Paint & 
Varnish Co., Philadelphia, Pa. 

California—Water Heaters. W. B. 
tian Mfg. Co., Los Angeles, Calif. 

Calka-Ma zulking Guns. Vital Prod- 
ucts Mfg. Co., Cleveland, O. 

ulking Guns, Vital Prod- 
ucts Mfg. Co., Cleveland, O. 

Calva-flux—Flux. London Chemical Co., 
Melrose Park, Ill. 

Campbell—Stokers. Illinois Iron & Bolt 
Co., Ca ersville, Ill 

Canopy Top—Truck Bodies. McCabe 
Power = mto Body Co., St. Louis, Mo. 

Air Conditioning Units, Wash- 
ers, Filters. Air & Refrigeration Corp., 
New York, N. Y. 

Capital—Furnaces. Farris Furnace Co., 
Springfield, Ill. 

Capitolaire—Furnaces and Air Condi- 
tioning Units. National-U.S. Radiator 
Corp., 2 ag omer Pa. 

Capri—A ir Conditioning Units. Frigid, 
Inc., Brooklyn, N.Y. 

Cara-Flux No. 400—Flux solution. Cara- 
jon Chemical Co., Inc., Fremont, Mich. 

lite—Soot Remover. Ampion Corp., 
Long Island City, N. Y 

Carbonaire—Oil Burners. eo Corps., 
Inc., Newark, N. J. 

Carburetor-Stoker—Industrial Stokers. 
Woolley Eng. Co., Detroit, Mich. 

Carex-CP5—Roof Cement. Philip Carey 
Mfg. Co., Cincinnati, Ohio. 

Careyclad— Metal Protecting Paint. Philip 
Carey Mfg. Co., Cincinnati, Ohio. 

Waterproofing. Philip Ca- 
rey Mfg. Co., Cincinnati, O 

Carilloy—Plate. United States 
Corp., Pittsburgh, Pa. 

Blower Wheels. Advance Alu- 
minum Castin a Corp., Chicago, Ill. 

Castomatic—Sol Federated Metals 
Div., American a and Refining 
Co., New York, N. Y 

Cast Refract-—Batfles. Quigley Co., Inc., 
New York, N 

Carch All Refrigerast Dehydrators. 
Sporlan Valve Co., St. Louis, Mo. 

Catomic—Combustion Heads. oe Au- 
tomatic Burner Corp., Newark, N.J. 

-N-Seal—Caulking Compound. Blue 
Ridge Talc Co., Inc., Henry, Va. 

Caul k-O-Seal—Caulking and Glazin 
Compounds. Cong Paint & Varnis 
Co., Philadelphia, Pa. 


Steel 


Cauxeal—Compounds. X-Pando Corp. 
Long Island City, N. Y. 

Ce-Co—Caulking Compounds & Paints. 
ye Tse: Co., Inc., Brooklyn, 


N. Y. 
Cecotite—Roofing Paint. i penne 


Co., Inc., Brooklyn, N. Y. 
Ceil-N-Ventor—Fans. Universal Blower 
Co., Birmin > % Mich. 
Cell-Tite—Tu Insulation. B. 
Goodrich Co., "scene Products, Shel. 
ton, Conn. 
Cementkote—Paint. Tropical Paint Co., 
Cleveland, Ohio. 
Cemesto—Curtain Wall Panels. Celotex 
Corp., Chicago, Iil. 
Cente r-Finder—Protractor. 
Sales Co., New York, N. 
Cen-Tri-Core—Solder. Alpha Metals, Inc., 
Jersey City, N 
Centrifugal—Roo Ventilators. Burt Mfg. 
Co., Akron, Ohio 
Centri er—Ventilating Fans. Paul R 
Jordan & Co., Inc., Indianapolis Ind. 
Ceramiduct—Non-Metallic Duct. Straits- 
ville Brick Co., New Straitsville, O. 
Challenger—Fans. Signal Electric Div., 
King-Seeley Corp., Menominee, Mich. 
Challenger—Furnaces. Wheeling Fur- 
nace Corp., Martins Ferry, Ohio. 
Challenger—Stokers. Kol-Master Corp., 
Oregon, III. 
o—Building Insulation. Chamber- 
lin Co. of America, Detroit, Mich. 
Champion—Water Heaters. Bastian- 
Morley Co., Inc., LaPorte, Ind. 
Champion—Water Heaters. Crane Co., 
Chicago, Ill. 
Channeldrain—Sheet Metal Roofing. 
~ ae Corrugating Co., Wheeling 


Interstate 


Chang ACnsiMohelgtreaiis American 
Potash & Chemical Corp., Los Ange- 
les, Calif. 

Chester—Water Heaters. Ajax Ther- 
mostatic Controls Co., Gates Mills, 
Ohio. 

Chicago—Brakes and Presses. Dreis & 
Krump Mfg. Co., Chicago, Ill. 

Toggle and Anchor bolts. Chi- 
cago Expansion Bolt Co., Chicago, Ill. 

Chicago Steel—Snips and Shears. W. A. 
Whitney Mfg. Co. Rockford, Ill. 

Chill Air—Evaporative Coolers, Fans, 
Recirculating Pumps. National Engi- 
neering & Mfg. Co., Sedalia, Mo. 

Chimney Sweep—Soot Remover. G. N. 
Coughlan Co., West Orange, N. J. 

Chinook—Heating — Bayley Blower 
Co., Milwaukee, Wis. 

Chore Boy—Conversion Gas Burner, In- 
cinerator. Standard Fuel Engineering 
Co., Detroit, Mich. 

Chore Boy—lIncinerators. Incinerator 
Products Inc., Detroit, Mich. 

iox—Thermostats and Electric 
Heating Panels, Edwin L. Wiegand 
Co., Pittsburgh, Pa. 
romend—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 

Chrome Lock—Gaskets. Products Re- 
search Co., Los Angeles, Calif. 

Chromtrim—Mouldings and Trim. R. D. 
Werner Co., Inc.. New York, N.Y. 

t—Furnace Repairs. National 
Foundry & Furnace Co., Dayton, Ohio. 

Chronometer—Gas Pressure Regulating 
Valves. Defender Instrument and Reg- 
ulator Co., Boody, Ill. 

Chronotherm—Thermostats. Minneapolis- 
Honeywell Regulator Co., Minneapolis, 
Minn. 

Chrysler-Airtemp—Heating and Cooling 
Equipment. Airtemp Div., Chrysler 
Corp., Dayton, Ohio. 

Cibulas—Puttyless mes oar General 
oo Metal Works, ., Bridgeport, 

nn. 
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Cinch—Expansion Bolts. National Lead 
Co., New York, N. Y. 
Clima-Pump—Heat Pump. Peerless Corp., 
Indianapolis, Ind. 
Cinerator—Incinerators. 
Cleveland, O. 
Cinti—Elbows. Cincinnati 
Cincinnati, Ohio. 
Circulaire—Wall Furnaces. Hammel 
Radiator Eng. Co., Los Angeles, Calif. 
Circulataire—Furnace Fan. Corlett 
Turner Co., Chicago, Ill. 
Circu-Ray—Furnaces. Temco, Inc., Nash- 
ville, Tenn. 
Snow Guards. M. N. Cartier & 
Sons Company, Providence, R.I. 
Classic—Baseboard Diffusers. Vectaire 
Mfg. Co., Inc. North Tonawanda, 
N. Y 


Harmond Co., 
Elbow Co., 


Cleanaire—Blower-Filter Units. Peerless 
Corp., Indianapolis, Ind. 
Clean Right—Soot Remover. 
Filters, Inc., Novi, Mich. 
Clean Right—Soot Remover. Miller Prod- 
uct Co., Lansing, Mich. 
Clearview—Oil Tank Gauge. Boston 
Machine Works Co., Lynn, Mass. 
Cleveland—Burners, Furnaces. Dornback 
Furnace & Fdy. Co., Cleveland, Ohio. 
Clevelander—Water Heaters, Hotstream 
Heater Co., Cleveland, O. 
Climate Master—Furnaces, Air Condi- 
tioning Units. Hess Co., Chicago Iil. 
Climatrol—Air Conditioning Units, 
Blower-Filter Units, Furnaces, Conver- 
sion Burners, Humidifiers, Dehumidi- 
fiers, Incinerators, Registers. Mueller 
Climatrol, Milwaukee, Wis. 
Clima-Twin—Air Conditioning Units 
Peerless Corp., Indianapolis, Ind. and 
Round Oak Co., Inc., Dowagiac, Mich. 
Clincher—Rain Goods and Accessories. 
Inland Steel Products Co., Milkaukee, 


General 


Wis. 

Clipper—Kitchen Exhaust Fans. Trade- 
Wind Motorfans, Inc., Rivera, Calif. 

Clipper—Ventilators. Riggin Metal Prod- 
ucts, Inc., Kankakee, Ill. 

Cliprol—Clip Forming Machine. Meyer 
Sheet Metal. Machinery, Los Angeles, 
Calif. 

Closeteer—Furances. Sequoia Mfg. Co., 
San Carlos, Calif. 

Coal-O-Matic—Stokers. Automatic Solid 
Fuels’ Equipment ‘Co., Indianapolis, 
Ind. 

Coats Atmospheric—Atmospheric Cool- 
ing Towers. Toungate & Coats, Austin, 
Tex. 

Coats Hideway—Mechanical Draft Cool- 
ing Towers. Toungate & Coats, Austin, 


Tex 

Cog-Belt—V Belts. Dayton Rubber Co., 
Dayton, O 

Colcap—Roofing Felt. Philip Carey Mfg. 
Co., Cincinnati, Ohio. 

Coldprest—Housings. Commercial Shear- 


ing & Stamping Co., Youngstown, 
Ohio. 
Coldstream—Air Conditioning Units. 


Baker Refrigeration Corp., South Wind- 
ham, Me. 

Cole—Draft Governor. Cole-Sewell En- 
gineering Co., Minneapolis, Minn. 


Collopakes—Roofing Paint. Samuel 
Cabot, Inc., Boston, Mass. 

Colmonoy—Welding Rod. Wall  Col- 
monoy Corp., Detroit, Mich. 

Colonial—Blower-Filter, Oil Burners, 


Furnaces, Humidifiers, Heaters, Stok- 
ers. Green Colonial Furnace Co., Des 
Moines, Ia. 


Colonial—Rain Goods and _ Fittings. 
Royal-Apex Mfg. Co., Brooklyn, 
N.Y. 


Columbia—Air Freshening Compounds. 
Carbide and Carbon Chemicals Co., 
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Div. Union Carbide & Carbon Corp., 
New York, N. Y. 

Columbia—Water Heaters. National 
Steel Construction Co., Inc., Logans- 
port, Ind. 

Columbia—Furnaces. Sandberg Mfg. Co., 
Portland, Ore. 

Columbia—Ventilators. E. E. Souther 
Iron Co., St. Louis, Mo. 





Combi-Matic—Gas-Oil Burner. Siemon 
Mfg. Co., Grandview, Mo. 
Combusti Gas & Oil Burners, 


Humidifiers. Steel Products Engineer- 
ing Co., Combustioneer Div., Spring- 
field, Ohio. 

Combustioneer—Stokers. Illinois Iron & 
Bolt Co., Carpentersville, Ill. 

Comet—Gas Water Heaters. Hoyt Heat- 
er Co. of No. Calif., Oakland, Calif. 

Comet—Hoists. Chisholm-Moore Hoist 
Div., Columbus McKinnon Chain 
Corp., Tonawanda, N.Y. 

Comfortaire—Furnaces. Hammel Radiator 
Engineering Co., Los Angeles, Calif. 

fort Flo—Furnaces. Montag Inc., 
Portland, Ore. 

Cominco—lInsulating Cement. United 
States Mineral Wool Co., Stanhope, 
N.J. 

Furnaces. Round Oak Co., 
Inc., of Indiana, Dowagiac, Mich. 

Commercial-Aire—Direct Fired Oil Heat- 
ers. Mammoth Furnace Co., Minne- 
apolis, Minn. 

Compact—Blowers. Bishop & Babcock 
Mfg. Co., Cleveland, Ohio. 

Compact—Oil Burners. Breeze Corp., 
Inc., Newark, N.J. 

Compacto—Furnaces. Mammoth Furnace 
Co., Minneapolis, Minn. 

Compass V-Steel—V-Belts. Goodyear 
Tire & Rubber Co., Inc., Akron, Ohio. 

Condor—Belts, Raybestos-Manhattan, 
Inc., Passaic, N.J. 

Conflex—Metal Sheets. Metals & Con- 
trols Corp., General Plate Div., Attle- 
boro, Mass. 

Coni-Vane—Ventilators. Allen Cooler & 
Ventilator Inc., Rochester, Mich. 

Connecticut—Hand Brakes. W. Whitney 
Stueck, Inc., Old Saybrook, Conn. 

Consolaire—Air Conditioning Units. 
Remington Air Conditioning Div., 
Remington Corp., Auburn, N.Y. 

Conterflow—Furnaces. Western Blower 
Co., Seattle, Wash. 

Continental—Water Heaters. National 
Steel Construction Co., Inc., Logans- 
port, Ind. 

Contour-Aire—Furnaces and Oil Burn- 
ers. Rossoe Mfg. Co., Seattle, Wash. 
Convector—Furnaces. L. J. Mueller Fur- 

nace Co., Milwaukee, Wis. 

Convector—Humidifiers. | Maid-O’-Mist, 
Inc., Chicago, Ill. 

Converto—Ventilators. Ammerman Co., 
Inc., Minneapolis, Minn, 

Coolair—Evaporative Cooler Units. Bel- 
metals Mfg. Co., Inc., Belmont, Calif. 

Coolair—Fans and Ventilators. Amer- 
ican Coolair Corp., Jacksonville, Fla. 

Cool-A-Matic—Window Air Condition- 
ers. Automatic Corp., St.. Louis. 

Cooler-Aire—Air Conditioning Unit. Bal- 
timore Porcelain Steel Corp., Balti- 
more, Md. 

Coolero—Ventilators. 
Co., Inc., LeRoy, N.Y. 

Coolite—Paint, Fibreboard Paper Prod- 
ucts Corp., San Francisco, Calif. 

Cooltong—Brazing Torches. Lincoln Elec- 
tric Co., Cleveland, O. 

Cooper-Kote—Sheet Metal Paint. Coop- 
ers Creek Chemical Corp., West Con- 
shohocken, Pa. 

Copper-Alloy—Sheets. Inland Steel Co., 
Chicago, Il. 

Copper-Fabric—Flashing. Wasco Prod- 


Hirschman-Pohle 


ucts, Inc., Cambridge, Mass. 
Copperseal—Flashing. Wasco Products, 
Inc., Cambridge, Mass. 
Copperskin—Flashings. McLaurin-An- 
gier Co., Needham Heights, Mass. 
Copper Steel—Copper Bearing Sheets. 
United States Steel Corp., Pittsburgh, 


Pa. 

CopR-fibre—Insulation. Forty-Eight In- 
sulations, Inc., Aurora, IIl. 

Cop-R-Loy—Copper Bearing Steel Sheets. 
Wheeling Corrugating Corp., Wheel- 
ing, W. Va. and Wheeling Steel Corp., 
Wheeling, W. Va. 

Cop-R-Tex—Thru-Wall Flashing. Wasco 
Products, Inc., Cambridge, Mass. 

Corkboard—Insulation. Armstrong Cork 
Co., Lancaster, Pa. 

Corkboard— Insulation. Mundet Cork 
Corp., Brooklyn, N.Y. 

Cork-Flex—vVibration Isolating Bases and 
Pads. Vibration Mountings, Inc., Co- 
rona, N. Y. 

Corktite—Insulation. Meadows, Inc., W. 
R., Elgin, Tl. 

Coronado—Window Air Conditioners. 
General Appliance Corp., Greenville, 
Mich. 


Corozone—Ozone Apparatus. Coroaire 
Heater Corp., Cleveland, Ohio. 

Corrodicide—Rust Preventive Chemicals 
and Water Conditioning Compounds. 
Metropolitan Refining Co., Inc., Long 
Island City, N. Y. 

ine—Rust Preventive Chemicals 
and Water Conditioning Compounds. 
Metropolitan Refining Co., Inc., Long 
Island City, N. Y. 

Corrulux—Plastic Panels. L. O. F Glass 
Fibers Co., Toledo, O. 

Cor Ten—Steel Plates. Tennessee Coal 
& Iron Div., US. Steel Corp., Fair- 
field, Ala. 

Corvette—Water Heaters. Security Mfg. 
Co. Kansas City, Mo. 

Cottrell Process—Collectors. Western 
Precipitation Corp., Los Angeles, Calif. 

Counterflo—Direct Fired Heaters. Dravo 
Corp., Pittsburgh, Pa. 

Covotop—Roofing, Felt. Owens-Corning 
Fiberglas Corp., Toledo, O. 

Cozy—Furnaces. Advance Furnace Co. 
Wichita, Kans. 

Cradle-Calker—Caulking Guns. Vital 
Products Mfg. Co., Cleveland, O. 

Crane Basmor—Furnaces. Bastian-Mor- 
ley Co., Inc., LaPorte, Ind. 

Crane-Line—Blower-Filter Units, Stokers. 
Crane Co., Chicago, Il. 

Crary’s—Cut-Offs. Galvan Mfg. Co., 
New Albany, Ind. 

Crest—Water Heaters. Day & Night 
Mfg. Co., Monrovia, Calif. 

Crestoloy—Tools. Crescent Tool Co. 
Jamestown, N. Y. 

Criss Cross—Furnace Brushes. Worcester 
Brush & Scraper Co., Div. Mason 
Worcester Brush Co., Worcester, Mass. 

Cromaloy—Stainless Soldering Flux. 
Linde Air Products Co., New York, 
N. Y. 

Crosley—Window Air Conditioners. 
Avco Mfg. Co., Crosley and Bendix 
Home Appliances, Cincinnati, O. 

Cross-Flo—R ef ri ge rant Dehydrators. 
Remco, Inc., Zelienople, Pa. 

Crusader—Gas Water Heaters. R. D. 
Spickler Co., Inc., Mamaroneck, N. Y. 

Crusader—Oil Burners. Bethlehem Fdry. 
& Mach. Co., Bethleham, Pa. 

Cummins—Electric Drills and Saws. 
John Oster Mfg. Co., Milwaukee, Wis. 

Cupromatic—Electric Water Heaters. 
Cuprometal Mfg. Corp., Corona, N.Y. 

Curtiss—Furnaces and Air Conditioning 
Units. Kleer-Kleen Mfg. Co., Hay- 
ward, Calif. 
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Cushioned Power—Solenoid Valves. 
White-Rodgers Co., St. Louis, Mo. 
Customized—Electric Motors. Jack & 

Heintz, Inc., Cleveland, O. 

Cyclo-Core—Rotary Drill Bits. New 
England Carbide Tool Co., Inc., Med- 
ford, Mass. 

Cyclo-Twist—Masonry Drill Bits. New 
England Carbide Tool Co., Inc., Med- 
ford, Mass. 

Cyclone—Hoists. Chisholm-Moore Hoist 
Div., Columbus McKinnon Chain 
Corp., Tonawanda, N. Y. 


DFC—Insulating Cement. 
Clay Co., Denver, Colo. 

DFN—Refrigerant Dehydrators. MclIn- 
tire Co., Livingston, N. J. 

DWW—Gas Water Heaters. D. W. 
Whitehead Mfg. Corp., Trenton, N. J. 

Dacor—Odor Adsorbers, Filters. Barne- 
bey-Cheney Co., Pur Air Div., Col- 
umbus, O. 

or. Huck Mfg. Co., Detroit, 

ich. 

Damperset—Duct Dampers. Elgen Mfg. 
Corp., Long Island City, N. Y. 

Damtite—W aterproofing. 
Cleveland, O. 

Da-Nite Acratherm—Thermostats, Min- 
neapolis-Honeywell Regulator Co., 
Minneapolis, Minn. 

Dasco—Punches, Tools. Damascus Steel 
Products Corp., Rockford, Ill. 

Dearborn Aire—Air Conditioning Units. 
Dearborn Stove Co., Dallas, Tex. 

Dearsol—Fuel Oil Tank Solvents. Dear- 
born Chemical Co., Chicago, Ill. 

Debecote—Paint. Debevoise Co., Brook- 
lyn, N. Y. 

Decorator—Wall Furnaces. aye Mfg. 
Co., Div. of Florence Stove Co., Chi- 
cago, Ill. 

a aints. Debvoise Co., Brook- 


mF. N. Y. 
‘ensite bef Quik—Paint. Wilbur & 
Williams Co., Brighton, Mass. 
Deflecto—Baffles. ee & Refrac- 
tories Co., Webster, N. Y. 
I—Duct Turning Vanes. Bar- 
ber-Colman Co., Rockford, IIl. 
Dehydratine—Wate roofing. A. C. Horn 
Co., Inc., Long Island City, N. Y. 
Deion—Time Switches. Westinghouse 
Electric & Mfg. Co., Pittsburgh, Pa. 
Delco-Heat—Oil Burners and Furnaces. 
Delco Appliance Div., General Motors 
Corp., Rochester, N. Y. 
Delde—Punch Presses. Doelger & Kir- 
sten, Inc., Milwaukee, Wis. 
Reertian Roll and Roofing. New 
Delphos Mig. Co., Delphos, Ohio. 
Deluxe—Furnaces. The Williamson Co., 
Cincinnati, O. 
De-Moist—Dehumidifiers. G. N. Cough- 
lan Co., West Orange, N. J. 
Deox—Metal Cleaner. Colonial Alloys 
Co., Philadelphia, Pa. 
Deoxidine—Metal Protecting Paint. 
— Chemical Paint Co., Ambler, 


a. 
Dereka—Paint. 
lyn, N. Y. 
Desert Air—Furnaces. Central States 
Mfg. Co., Inc., Arkansas City, Kans. 
De-Sta-Co—Blower Housings, Toggle 
Clamps and Stampings. Detroit Stamp- 
ing Co., Detroit, Mich. 

Detroit Double Retort—Stokers. Detroit 
Stoker Co., Detroit, Mich. 

Detroit Graphite—Paint. Certain-teed 
Products Corp., Ardmore, Pa. 


Denver Fire 


Speco, Inac., 


Debevoise Co., Brook- 
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Detroit LoStoker—Stokers. Detroit Stok- 
er Co., Detroit, Mich. 

Detroit Roto Grate Stoker—Stokers. De- 
troit Stoker Co., Detroit, Mich. 

Detroit Roto Stoker—Overfeed Spreader 
— Detroit Stoker Co., Detroit, 

ich. 

Detroit UniStoker—Stokers. Detroit Stok- 
er Co., Detroit, Mich. 

Dexion—Angles. Acme Steel Co., Chi- 
cago, Iil. 

Dexter Heat Valve—Ventilators. Swart- 
wout Co., Cleveland, Ohio. 

Di-Acro—Sheet Metal Working Ma- 
chines. O'Neil-Irwin Mfg. Co., Lake 
City, Minn, 
Dial—Damper Regulator. Martens & 
Stormoen Co., West Quincy, Mass. 
Dial-Set—Stokers. Kol-Master Corp., Ore- 
gon, Ill. 

Diamond—Paint. & Co. 
Oakmont, Pa. 

Diamond—Smoke Pipe Dampers. Adams 
Co., Dubuque, Iowa. 

Diamond H—Controls, Switches. Hart 
Mfg. Co., Hartford, Conn. 

Diffusaire—Air Diffusers. Hart & Cooley 
Mfg. Co., Holland, Mich. 

Directrol—Duct Turning Vanes. Regis- 
= & Grille Mfg. Co., Inc., Brooklyn, 

Y 


Thompson 


Divco—Brushes, Flashing, Flux, Sheets, 
Solder. Division Lead Co., Summit, IIl. 

Dixie—Water Heaters. Hotstream Heat- 
er Co., Cleveland, Ohio. 

Dixie Star—Water Heaters. Hotstream 
Heater Co., Cleveland, Ohio. 

Do-All—Electric Hammer. Wodack Elec- 
tric Tool Corp., Chicago, Iil. 

Dodge-Timken—Bearings. Dodge Mfg. 
Corp., Mishawaka, Ind. 

Domestigas—Gas Conversion Burners. 
Thermex ineering Co., Chicago, Ill. 

Domex—Ventilators. Peon Ventilator 
Co., Philadelphia, Pa. 

Do-Mor—Adj. Keyhole Saw. Pioneer 
Tool Co., Racine, Wis. 

Dorex—Odor Absorbers. Connor Eng. 


a. Danbury, 
nae 0d ar a Relays, 


a Thermometers, H-B_ Instru- 
ment Co., Philadelphia, Pa. 

Double- il Burners. 
Co Inc., Newark, j. 

Double Seal “Humidifice ' Fittings. Hays 

Mfg. Co., Erie, Pa. 

Doublex Fibroid—Asbestos Paper. 
Johns-Manville, New York, N. Y. 

DovRI heets. Reeves Steel & Mfg. 
Co., Dover, Ohio. 

Dowex—W ater Conditioning Com- 
eo Dow Chemical Co., Midland, 

ic 

Downflame—Gas-Oil Burners, Floor Fur- 
naces. United Air Heaters, Inc., Seattle, 
Wash. 

Downflo—Furnaces. United Air Heaters, 
Inc., Seattle, Wash. 

D raf t-A-Justor—Barometric Dampers. 
Preferred Utilities Mfg. Corp., New 
York, N. Y. 

Draftender—Gravity Furnace 
ae Penn Controls, Inc., 
nd. 


Breeze 


Control 
Goshen, 


Draft KoreKtor—Damper. Cole-Sewell 
Engineering Co., Minneapolis, Minn. 
Draft-O-Stat—Barometric Dampers. Hot- 
stream Heater Co., Cleveland, Ohio. 
Draftrite—Draft Gages. Bacharach In- 
dustrial Instrument Co., Pittsburgh, Pa. 
Drifilter—Filters. American Air Filter 
Co., Inc., Louisville, Ky. 

Drifilter—Filters. Airgard Mfg. Co., 
Chicago, III. 

Dri-Lap—Sheet Metal Roofing. Newport 
Steel Corp., Newport, Ky. 

Drill Hammer—Hammer Attachment for 


Drills. Rawlplug Co. Inc, New 
Rochelle, N. Y. 

Dri-N-Tite—Roof Cement. A. C. Horn 
Co., Inc., Long Island City, N. Y. 

Drive-It—Powder Charged Power Ham- 
mers. Omark Industries, Portland, 
Oreg. 

Drive-Rite—Aluminum Nails. Independ- 
ent Nail & Packing Co., Bridgewater, 
Mass. 

Driwal—Waterproofing. Glidden Co., 
Cleveland, 

Drum Punkah—Duct Dampers. Thermo- 
tank, Inc., Detroit, Mich. 

Drymaster—Dehumidifiers. 
Corp., Alexandria, Va. 

Dryola—Incinerators. — Engineer- 
ing Co., Bay City, M 

Dual-A-Fire—Gas-Oil Eecteniies Burn- 
ers and Furnaces. Automatic Corp., St. 
Louis, Mo. 

DualAire—Blow Pipe Collectors. West- 
ern Precipitation Corp., Los Angeles, 
Calif. 

Dual Arc—Arc Welders. 
Inc., Newark, N. J. 

Dual-Clone—Biow Pipe Collectors. Day 
Co., Minneapolis, Minn. 

Dual-Dial—Tank Gauge. Rochester Mfg. 
Co., Inc., Rochester, N. Y. 

Dualvent—Roof Ventilators. 
Ventilator Co., Chicago, Ill. 

Dubblseal—Sheeting. Masonite Corp. 


Chicago, Ill. 
Dubl-Dome—Skylights. The PAM Co., 
Portland, Ore. 
Rust Preventive Chemicals and 
Water Conditioning Compounds. Met- 
ropolitan Refining Co., Inc. Long 
Island City, N. Y. 
Duclean—Metal Cleaner. E. I. du Pont 
os Nemours & Co., Inc., Wilmington, 


Duco—Paint. E. I. du Pont de Nemours 
& Co., Wilmington, Del. 

Ductbourd—Prefebricated Ducts. Sall 

Nicolet Industries, 


Dryomatic 


Electric Arc, 


Octagon 


Mountain Div., 
Inc., Hamilton, Ohio. 
Duct-Fabric-—Flexible Duct Connections. 
Duro-Dyne Corp., New Hyde Park, 
LI, N.Y. 
Duct Master—Notching Machines. Engel 
— Metal Equipment, Inc., St. Louis, 
0. 


Ducturns—Vanes. Tuttle & may © Div. 
J Allied Thermal Corp., New Britaia, 
nn. 


Ductype— 
ucts, Inc., South Bend, 
Dulux—Enamels, Lacquers and Paints. 
E. I. du Pont de Nemours & Co., Wil- 
mington, Del. 


Fans. South rg 5 Air Prod- 


yrovane—Fans. Dual-Air Fan 

Co., Hampshire, Ill. 
Duolock—Bonding Adhesives. B. F. 

Goodrich Industrial Products Co., 
Akron, O 

Duo-Tone—Aluminum Awnings. Kool- 
vent Metal Awnings Corp. of America, 
Pittsburgh, Pa. 

Duplex—Roofing Cement. 
ville, New York, N.Y. 

Duplex Twin—Vibration Isolating Pads. 
Korfund Co., Long Island City, N 

DuraBilt—Gravity Registers. Auer Regis- 
ter Co., Cleveland, Ohio. 

Duraflex—Stokers. Canton Stoker Corp., 
Canton, Ohio. 

Dura-Flex—Directional Flow Registers. 
Auer Register Co., Cleveland, Ohio. 
Dura-Line—Registers. Auer Register Co., 

Cleveland, Ohio. 
Duranite—Paint. Atlas Powder Co., 
North Chicago, IIl. 
Duridine—Chemical Cleaner. American 
Chemical Paint Co., Ambler, Pa. 
Duroblade—Duct Damper Regulators. 
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Duro-Dyne Corp., New Hyde Park, 
L. 1, N. Y. 

Duroglas—Gas Water Heaters. General 
Water Heater Corp., Burbank, Calif. 

Durolite—Insulation. Insulite Div., Min- 
nesota and Ontario Paper Co., Minne- 
apolis, Minn. 

Durcnze—Plates and Sheets. Bridgeport 
Brass Co., Bridgeport, Conn. 

Dust Arrester—Blow ipe a 
American Air Filter ye 
ville, Ky. 

Dustay—Throwaway Air Filters. Air- 
Maze —~ Cleveland, Ohio. 

Dust Kop—Dust Collectors. Aget-Detroit 
Co., Ann Arbor, Mich. 

Dust Recovery Bags. Master- 

—_ Supply Co., Inc. Haverstraw, 


te PO Air Cleaners. Radex 
Corp., Chicago, Ill. 

DustStop—Filters. Owens-Corning  Fi- 
berglas ~~ Toledo, Ohio. 

Dutch Paints, Solder. National Lead 


Co., New York, N. Y 
Dux Sulatioa—Duct Insulation. Grant 
ilson, Inc., Chicago, I 
Duxsul-glue—lInsulatioa pe ae 
Grant Wilson, Inc., Chicago, III. 
Dycon—Filters. Continental Air Filters, 
Inc., Louisville, Ky. 
Dynafan—vVentilators. Penn Ventilator 
Co., Philadelphia, Pa. 
Dynaflow—Fans. South Bend Air Prod- 


dry & Furnace Co., Sevmiastin HiL 
Dyna Line—Electric Motors. Brown- 
Brockmeyer Co., Inc., Dayton, O. 
Dyne-Aire—Direct Fired Heaters. Ameri- 
can Foundry & Furnace Co., Blooming- 
ton, Ti 
Balancing Equipment. Gisholt 
Machine Co., Madison, Wis. 
trols. Soreng Div., Con- 
— Co. of America, Schiller Park, 


E. C. Cord—V-Belts. Goodyear Tire & 
Rubber Co., Inc., Akron, Ohio. 

EC&M—Controls. Electric Controller & 
Mfg. Co., Cleveland, O 

EFM—Burners, Furnaces, and Stokers. 
Electric Furnace-Man, Inc., Emmaus, 
Pa. 

EKCCO—Blowers. E. K. Campbell Co., 
Kansas City, Mo. 

EM—Motors. Electric Machinery Mfg. 
Co., Minneapolis, Minn. 

EMC—Electric Motors. Howard Indus- 
tries, Inc., Racine, Wis. 

E-Z—Soot Remover. Norman Chemical 
Co., St. Paul, Minn. 

E-Z—Power Hack Saws. Merchandising 
and Mfg. Associates, Inc., Lancaster, 
P 


a. 

E-Z Arc—Arc Welders. Will-Weld Mfg. 
Co., Omaha, Nebr. 

E-Z Dux—Duct Connections. St. 
Rubber Co., Marysville, Mich. 
E-Z-Hung—Eaves Trough and Gutters. 
Riggin Metal Products, Inc., Lansing, 

Mich. 

E-Z-On—Damper Clips and Tips, Damp- 
er Regulators. M. A. Gerett Corp., 
Milwaukee, Wis. 

EZ Wash—aAir Filters. Continental Air 
Filters, Inc., Louisville, Ky. 

Eagle Super “66”—Furnace Insulation. 
Eagle-Picher Co., Cincinnati, Ohio. 
Eagle Supertemp—Duct Insulation. 
Eagle-Picher Co., Cincinnati, Ohio. 
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Easternoil—Oil Burners. Eastern Oil & 
Equipment Co., Portland, Me. 
Easyarc—Welding Rod. Air Reduction 
Sales Co.. New York, N. Y. 
Easy-Flo—Solder. Handy & Harman, 
New Yori, N. Y 
Easy-Mold—Non-Metallic Duct. Round 
Tube and Cores Co., Chicago, Ill. 
Easy-Slip—Gutters. La "Crosse Steel Roof- 
-. & Corrugating Co. La Crosse, 


Fico Diffusers Air-Factors, Inc., Mon- 
rovia, Calif. 
Echo—Ceiling Ventilators. Elgo Shutter 
& Mfg. Co., Detroit, Mich. 
Echo—Fuel Oil Tank Gages. A. B. Carl- 
: +¥ Co., Inc., Aurora, Ill. Co 
eli s e—Refrigerating mpressors. 
oie Co., Waynesboro, Pa. 
Econo-O-Fab—Duct i 


Connections. 
oe Corp., New Hyde Park, LI, 


il Burners, Green Colo- 

Co., Des Moines, Iowa. 
Burners. Mid-Continent 
Metal Products Co., Chicago, IIL. 

Economizer—Heat Recoverers. aeeereed 
Boiler Co.. New Market, N 


Machine and Foundry, Buff: iZ 
Economy—lIncinerators. Fo hE 
Stove Co., Quincy, IIl. 
Furnaces. International 
Heater Co., Utica, N. Y. 
Adjustable Buffing Hoods. 
ae & Blum Mfg. Co., Cincinnati, 
oO. 
Economy—Ventilators. Arex Company, 
em ad mal joi 
y—Squering Shears. e Equip- 
ment Co., Inc., | lil. 
Economy—W ater Heaters. Continental 
Water Heater Co., Los Angeles, Calif. 
Edge-Master—Sheet Metal Working Ma- 
chines. Engel Sheet Metal Equipment, 
FF ras St. Louis, Mo 


igeveal-—Filters. Technical Filter Co., 
cago, Ill 


Effico— 5 ae Hirschman-Pohle Co., 
LeRoy, N. Y 

Effico Louver—Ventilators. ee 
Pohle Co., Inc., LeRoy, 

Eiermana—Roofers’ Tonle ‘Efcco Prod- 

Tropical Paint Co., 


nial Furnace 


ucts Co., Syracuse, N.Y. 

Paint. 

Cleveland, Ohio. 

Elastite—Roof Cement. Philip Carey 
Mfg. Co., Cincinnati, O. 

Elasto-Rib—V ibration Isolating Pads. 

a Co., Inc., Long Island City, 


Elcon—Stationary Louvers. Elgo Shut- 
ter & Mfg. Co., Detroit, Mich. 

Electric City—Gutter Formin. Ma- 
chines. Robertson Machine and Foun- 
dry, Buffalo, N. Y. 

Electric Janitor—Draft Damper Motors, 
Hand Fired Control Systems. Minneap- 
olis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

Electrimatic—Solenoid Valves. Jas. P. 
Marsh Corp., Skokie, Ill. 

Electro-Cell—Filters. American Air Filter 
Co., Inc., Louisville, Ky. 

Electroflo—Solenoid Valves. Hays Mfg. 
Co., Erie, Pa. 

Electro-Flux-Stik—Soldering Flux. Lake 
Chemical Co., Chicago, Ill. 

Electro Hot—Water Heaters. Red Spot 
Electric Co., Tacoma, Wash. 

Electrolaire—Air Conditioning Furnaces. 
ee Burner Mfg. Co., Rutherford, 


Electro-Matic—Filters. American Air 
Filter Co., Inc., Louisville, Ky. 

Electromaze—Electrical Air Cleaners. 
Air-Maze Corp., Cleveland, Ohio. 


Electro-Mist—Dust Collectors. American 
Air Filter Co., Inc., Louisville, Ky. 
Electronaire—Filters. Skuttle Mfg. Co. 

Milford, Mich. 
Electro-PL—Filters. American Air Fil- 
ter Co., Louisville, Ky. 
Electro-Sheet—Roofing. American Brass 
a Waterbury, Conn. 
ectro-Staynew—Electrical Air Cleaners. 
«Dellinger Corp., Rochester, N. Y. 
lire—-Soleas lenoid Valves. Sciaky 
Bros., Inc., Chicago, III. 
Electro-Wind—Ventilators. Allen Cooler 
& Ventilator Inc., Rochester, Mich. 
Electrunite—Tubing. Steel & Tubes Div., 
Republic Steel ay ~ Cleveland, Ohio. 
Elgin—Louvers and cong ” © Shut- 
ter & Mfg. Co., Detroit, M 
ri Empire Metal ©. Syra- 


N. Y 
Mallets. Greene, Tweed & Co., 
SIS se com m 
ractories. . Green Fire 
Brick Co., Mexico, Mo 
Enamelclad— 


Epco—Perforated Metals. Erdle Perfo- 
rating Co., Rochester, N. 
ms urnaces. Excelsior Steel Furnace 
Co., Chicago, Ill. 


Era Exl-Air—Furnaces. Excelsior Steel 
Furnace Co., Chicago, Ill. 
Eroduct—lInsulation. Ehret Magnesia 
Mfg. Co., Valley Forge, Pa. 
Esco—Refractories, — ipe Damp- 
ers, F Parts. Encigroth & 
Co, Newark, N. 
Esso—Furnaces, Oil Burners. Gilbert & 
Hr eng Mfg. Co. West Springheld, 
ass. 
Eternit—Non-Metallic Sheets, Ruberoid 
Co., New York, N. Y. 
Eternium—Paint. Barrett Div., Allied 
Chemical & Dye Corp., New York, 
Y 


EutecRods—Solder, Welding Rods. Bu- 
“~ Welding Alloys Corp., Flushing, 
Y 


Eutec Torch—Torches. Eutectic Welding 
Alloys Corp., Flushing, ‘=. 
Eutector—Flux. Eutectic Welding Al- 
loys Corp., Flushing, N. Y. 
EutecTrodes—Welding Rod. Eutectic 
Welding Alloys Corp., Flushing, N.Y. 
Eveco—Barometric Draft Controls. Em- 
pire Ventilation Equipment Co., Long 
Island City, N. Y. 
Even-Temp—Furnaces. Northwest Metal 
Products, Inc., Seattle, Wash. 
Everdur—Plates, Sheets, Copper Wire, 
Welding Rod. American eo Co 
Waterbury, Conn. 
Everedy—Oil Burners. Mt. Hawley Mfg. 
Co., Peoria, Ill. 
Everglas—Water Heaters. 
Heater Co., Cleveland, O. 
Everjet—Roofing Paint. Barrett Div., 
Allied Chemical & Dye Corp., New 
York, N. Y. 
Ever-last—Air Filters. Master Products 
Co., Chicago, Ill. 
Everlasting—Fastenings. H. M. Harper 
Co., Morton Grove, III. 
Exhaustalyzer—CO; Analyzers. Chas. 
Engelhard, Inc., East Newark, N. J. 
Exhaustmaster—Roof Ventilators. E. Van 
Noorden Co., Boston, Mass. 
Exidust—Dust Collectors. Allen Billmyre 
Div., Lamson Corp., Syracuse, N. Y. 
Ex-L-ite—Tin Plate Steel Sheets. Republic 
Steel Corp., Cleveland, Ohio. 
Expand-R-Strap—Insulation Fastenings. 
a J. Gerrard & Co., Melrose Park, 
Il 


” 


Hotstream 


1lld 





lip—Fireplace Draft Dampers. 
ett-Ireland, Inc., Norwich, N. Y 


F 


F & E—Underfeed Stokers. 
Emrich Co., Baltimore, Md. 

F Electric—Fan Roof Ventilators. Hirsch- 
man-Pohle Co,, Inc., LeRoy, N. Y 

Fabricote—W aterproofing. Wasco Prod- 
ucts, Inc., Cambridge, Mass. 

Fabri-Flex—Vibration Isolating Bases 
and Pads. Vibration Mountings, Iac., 
Corona, N. Y. 

Fabrikated—Faces, Grilles, Registers. 
padepanseet Register Co., Cleveland, 

io. 

Fairweather—Blewer-Washer Units. Fur- 
blo Co., Hermansville, Mich. 

Falco—Sheets. Fairmont Aluminum Co., 
Fairmont, W. Va. 

Fan-Air—Gas Burners. Mettler Co., Inc. 
Los Angeles, Calif. 

Fan-Air—Baseboard Diffusers. Premier 
Furnace Co., Dowagiac, Mich. 

Far-Air—Evaporative Coolers, 
Farr Co., Los Angeles, Calif. 

Farco—Soldering Flux. Farrelloy Co., 
Inc., Philadelphia, Pa. 

Fargail—Soldering Flux. Farrelloy Co., 
Philadelphia, Pa. 

Farsol—Soldering Flux. 
Inc., Philadelphia, Pa. 

FauceHot—W ater Heaters. Bastian-Mor- 
ley Co., Inc., La Porte, Ind. 

Featherfin—Coils. L. J. Wing Mfg. Co., 
Linden, N. J. 

Federal—Fuel Oil Filters. A. R. Wood 
Mfg. Co., Luverne, Minn. 
Federal—Oil Filters. Tool 

Inc., Detroit, Mich. 

Federal—Refractories, United 
Stoneware Co., New York, N.Y. 

Feltex—Roofing Felt. Philip Carey Co., 
Cincinnati, Ohio. 

Felt-Grip—Vibration Isolating Bases and 
Pads. Vibration Mountings, Inc., 
Corona, N. Y. 

Fenestra—W indows. Detroit Steel Prod- 
ucts Co., Detroit, Mich. 

Fenn’s Rotary—Roof Ventilators. Wa- 
verly Heating Supply Co.,. Boston, 

Ss. 

Ferro—Soldering Flux. Linde Air Prod- 
ucts Co., New York, N. Y. 

Ferrobord—Steel Roofing. Truscon Steel 
Div., Republic Steel Corp., Youngs- 
town, O. 

Ferro-Therm—Reflective Insulation. 
American Flange & Mfg. Co., Inc., 
New York, N. Y. 

Ferroweld—Welding Rod. Lincoln Elec- 
tric Co., Cleveland, O 

Fibercote—Roofing Paint. Midland Paint 
& Varnish Co., Cleveland, Ohio. 

Fiberglas—Insulation, Non-Metallic Duct. 
Owens-Corning Fiberglas Corp., Tole- 
do, Ohio. 

Fiberkote—Roofing Cement. 


Flynn & 


Filters. 


Farrelloy Co., 


Industries, 


States 


National 

Mfg. Corp., Tonawanda, N. Y. 

Fiberlite—Insulation. Insulite Div., Min- 
nesota and Ontario Paper Co., Minne- 
apolis, Minn. 

Fiberock—Asbestos Paper, Roofing Felt. 


Philip Carey Mfg. 
Ohio. 

Fiber Seal—Paint. Midland Paint & Var- 
nish Co., Cleveland, O. 

Fiber Self Seal—Air Filters. Research 
Products Corp., Madison, Wis. 

Fibre Coating—Roofing Paint. Philip 
Carey Mfg. Co., Cincinnati, Ohio. 

Fibronized—Plastic Tubing. Irvington 


Co., Cincinnati, 
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Varnish & Insulator Co., Irvington, 
N. J. 

Fil-O-Matic—Fuel Oil Tank Gages. Kres- 
no-Stamm Mfg. Co., Palisades Park, 


N. J. 

Filter Coat—Filter Coating Oil. Re- 
search Products Corp., Madison, Wis. 

Filter Power—Dust Recovery Bags. 
Master-Craft Supply Co., Inc., Haver- 
straw, N. Y. 

Fil-thru—Oil Tank Gauge. Applied Me- 
chanics Co., Boston, Mass. 

il ils. Betz Div., Bohn Alu- 
minum and Brass Corp., Hammond, 


Ind. 

Filtr-Aire—Electrostatic Filters. Peden 
Equipment Co., Houston, Tex. 

ore Drico Industrial Corp., 
Passaic, N. J. 

Fin-Flex—Directional Flow Registers. 
Auer Register Co.; Cleveland, Ohio, 
Finger-Strap—Insulation Fastenings. 
ot gest Co., A. J., Melrose Park, 


Fire” Ball—Gas Burners: Johnson Gas 

al pliance Co., Cedar Rapids, lowa. 
—Combustion Chambers. Sid 
ee Inc., Valley Stream, N. Y. 

Firecrete—Refractories. Johns-Manville, 

_— York, N. Y. 
ers—Eddy Stoker Corp., 
"Wheeling, Ill. 

Fire-Hearth—Refractories. Insul-Ltye 
Corp., Div. of Plibrico Co., River 
Rouge, Mich. 

Fireite—Cement. Johns-Manvilie, New 
York, N. Y. 

Fireline—Refractories, Insul-Lyte Corp., 
Div, of Plibrico Co., River Rouge, 
Mich. 

Firelite—Refractories. Insul-Lyte Corp., 
Div. of Plibrico Co. River Rouge, 
Mich. 

Fire-Snuf—Plastic Panels. Resolite Corp., 
Zelienople, Pa. 

re ent Zeh Co., Inc., Pas- 
saic, N. J. 

Fire Valve—Roof Ventilator and Fire 
Valve. Swartwout Co., Cleveland, O. 
Fireye—Controls. Combustion Control 
Div., Electronics Corp. of America, 

Cambridge, Mass. 

Firma—Ventilators, Hirschman-Pohle Co., 
Inc., LeRoy, N. Y. 

Firomatic—Fuel Oil Filters, Vent Caps, 
Oil Burner Fittings, Tank Gauges. 
Morse-Smith-Morse Co., Watertown, 


Mass. 

Fit-Al—Saw Blades. Independent Blade 
Co., East Haven, Conn. 

Fitrite—Gutter Accessories, Chimney Cap 
Frames, Skylight Lifts, ‘Tools. David 
Levow, - Rival Strap Corp., New 
York, N 

Finit—Roof ‘Cement. National Mfg. 
Corp., Tonawanda, N. Y. 

Fixt-Aire—Registers and Grilles. Hart 
& Cooley Mfg. Co., Holland, Mich. 

Flame-Otrol—Controls. Wheelco In- 
struments Div., Barber-Colman Co., 
Rockford, Ill. 

Flatjet-—W ater Nozzles. Spraying Systems 
Co., Bellwood, III. 

Flatpak—Prefabricated Ducts and Fit- 
tings. Viking Mfg. Corp., Cleveland, 

io. 

Flat-Topp—Paint. Philip Carey Mfg. 
Co., Cincinnati, O. 

Fleet Line—Electric Motors. Brown- 
Brockmeyer Co., Inc., Dayton, O. 
Fleetweld—Welding Rod. Lincoln Elec- 

tric Co., Cleveland, Ohio. 

Flexarc—Arc Welders. Westinghouse 
Electric & Mfg. Co., Pittsburgh, Pa. 

Flexcell—Bases and Pads. Celotex Corp., 
Chicago, Ill. 

Flexflyte—Flexible Duct. Flexible Tub- 
ing Corp., Guilford, Conn. 


Flexiblac—Paint. 
Boston, Mass. 
Flexi-Blade—Registers. Air-Factors, Inc., 
Monrovia, Calif. 

i-Duct—Duct Connections. 
Wilson, Inc., Chicago, Il. 

Flexon—Flexible Metal Hose and Fit- 
tings. Flexonics Corp., Maywood, II. 

Flexstone—Roofing Felt. Johns-Manville, 
New York, N.Y. 

eas Paint. Philip Carey 
Mf Cincinnati, Ohio. 

Pine Fab Deatt Indicating Gages. F. 
nw, Dwyer Mfg. Co., Michigan City, 
Ind. 

FloatingAir—Air Conditioning Units. 
Friedrich Refrigerators, Inc., San An- 
tonio, Tex. 

Flo-Co—Furnaces and Gas and Oil Burn- 
ers. Floral City Heater Div., United 
States Air Conditioning Corp., Mon- 
roe, Mich. 

Flo-Master—Louvers and Shutters. Acme 
Equipment Co. of Oklahoma, Inc. 
Muskogee, Okla. 

FloRite—Air Velocity Meters. Bacharach 
Industrial Instrument Co., Pittsburgh, 
Pa 


Florite Desiccant—Dehumidifier. Floridin 
Co., Tallahassee, Fla. 

Flosol—Soldering Flux. American Chem- 
Ry Paint Co., Ambler, Pa. 

low-Cold—Cooling Towers. Acme In- 
area Inc., Jackson, Mich. 

Flowing Heat—Furnaces. Sam Daniels 
Mfg. Co., Inc., Hardwick, Vt. 

Flow-Mizer—Condensers. Acme Indus- 
tries, Inc., Jackson, Mich. 

Fiow-Temp—Air Conditioning Units. 
Acme Industries, Inc., Jackson, Mich. 

Flualyzer—Portable CO, Analyzer. Chas. 
Englehard, Inc., East Newark, N. J. 

Flux-’N-Solder—Solder. Johnson Mfg. 
Co., Inc., Mount Vernon, Ia. 

Fluxrite—Flux. National Lead Co., New 
York, N. Y 

Flux-Stik—Soldering Flux. Lake Chem- 
ical Co., Chicago, Ill. 

Foamglas—lInsulation. Pittsburgh Plate 
Glass Co., and “Pittsburgh Corning 
Corp., Pittsburgh, Pa. 

Forbes Amvent—vVentilators. Western 
Engineering & Mfg. Co., Venice, 
Calif. 

Forbes Econovent—Ventilators. Western 
Engineering & Mfg. Co., Venice, Calif. 

Forbes Syphonaire—Ventilators. West- 
= eens & Mfg. Co., Venice, 

lif. 


Samuel Cabot, Inc., 


Grant 


Formex 77—Caulking Compound. Trava- 
co Laboratories, East Boston, Mass. 
Formula 67—Sheet Metal Paint. Babbitt 
Chemical Specialties Co., New Bedford, 

Mass. 

Forsaire—Furnaces. Williams 
Co., Buena Park, Calif. 

Foundation Ctg.—Waterproofing. Philip 
Carey Mfg. Co., Cincinnati, O. 

4-Way-Flow—Registers. United States 
Register Co., Battle Creek, Mich. 

Fracto-Crete—Castable Refractories. Ram- 
tite Co., Chicago, III. 

Fraser—Furnaces. Basford Mfg. Co., San 
Francisco, Calif. 

FreeExhaust—Roof Ventilators. Burt 
Mfg. Co., Akron, Ohio 

Free Flow—Roof Ventilators. Burt Mfg. 
Co., Akron, Ohio 

Freeman—Gas and Oil Burners, Furnaces, 
Air Conditioning Units, Incinerators, 
Stokers. Illinois Iron & Bolt Co., Car- 
pentersville, Ill. 

Freeport—Oil Burners. Arrow Foundry 
Co., Freeport, Ill. 

Freightmaster—Warehouse Trucks. Yale 
& Towne Mfg. Co., Philadelphia, Pa. 


Furnace 
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Freon—Refrigerants. E. I. du Pont de 
Nemours & Co., Inc., Wilmington, 


Fridg-A-Fire—Air Conditioning Units. 
Automatic Corp., St. Louis, Mo. 
Frost-Tite—Copper Tube Fittings. Rem- 
co, Inc., Zelienople, Pa. 
Fuelatrol—Oil Burners, Furnaces and 
Stokers. Premium Coal & Oil Co., 
Cincinnati, Ohio. 
Fuel Door—Gas Burner. Handley-Brown 
Heater Co., Jackson, Mich. 
Fuel-O-Meter—Fuel Oil Gages. Sid 
Harvey, Inc., Valley Stream, N. Y. 
Fuel-Saver—Draft Regulator. Walker 
Mfg. & Sales Corp., St. Joseph, Mo. 
Fueltone—Oil Tank Solvent. Ampion 
Corp., Long Island City, N. Y. 
Fuel-tron—Fuel Oil Tank Solvents. Ra- 
diator Specialty Co., Charlotte, N. C. 
Fulflo—Oi! Filters. Commercial Filters 
Corp., Melrose, Mass. 
Fulljet—Water Nozzles. 
tems Co., Bellwood, 
Fulscope—Control. Systems. Taylor In- 
strument Companies, Rochester, N.Y. 
Furnacestat—Controls.. Minneapolis-Hon- 
eywell Regulator Co., Minneapolis, 
Mina. 
Fuseair—Diffusers. Aladdin 
Corp., Oakland, Calif. 
Fyr-Fly—Oi! © Burners. Corps., 
Inc., Newark, N. J. 
Fyre-Mortar—Insulating Cement. Quig- 
ley Co., Inc., New, York, N. Y. 
Fyrite—CO, Analyzers. Bacharach In- 
dustrial Instrument Co., Pittsburgh, Pa. 


Spraying Sys- 
1. 


Heating 


Breeze 


G 


G-46—Paint Spray Guns. 
Brush Co., Newark, N.J. 

GAT—Paint Spray. Guns. 
Brush Co., Newark, N.J. 

G. B. C.—Blowers. General Blower Co., 
Inc., Philadelphia, Pa. 

G/C—Controls. General Controls. Co., 
Glendale, Calif. 

G-E—Air Conditioning Units, Oil Burn- 
ers, Heating and Cooling Coils, Com- 
pressors, Furmaces. General Electric 
Co., Bloomfield, N. J. 

G-E—Controls, Soldering Coppers, Mo- 
tors, Transformers, Welders. General 
Electric Co,, Apparatus Sales Div, 
Schenectady, N. ¥Y. 

G-E—Germicidal ee Paheneae Elec- 
tric Co., Cleveland, O 

GRC—Rivets. Gries ee ld Co., 
New Rochelle, N. Y. 

GS—Anemometers, Thermometers, Hy- 
grometers, Psychrometers, CO; An- 
alyzers. General Scientific Equipment 
Co., Philadelphia, Pa. 

Galbestos—Roofing. H. H. Robertson 
Co., Pittsburgh, Pa. 

Galongage—Oi! Tank Gauge. Applied 
Mechanics Co., Boston, Mass. 

Galva-Flux—Soldering Flux. 
Chemical Co., Chicago, IIl. 

Galvaprep—Rust Preventive Chemicals. 
Neilson Chemical Co., Detroit, Mich. 

Galv-Kote—Zinc Paint. Geo. H. Ohmer 
Co., Dayton, Ohio. 

Gar Wood—Furnaces. 
Detroit, Mich. 

Gary-Aire—Cooling Coils. M. Brucker, 
Inc., Chicago, Ill. 

Gas-A-Fire—Gas Conversion Burners, Gas 
Furnaces, Automatic Corporation, St. 
Louis, Mo. 

Gasapack—Controls. A-P Controls Div., 
Controls Co. of America, Milwaukee, 
Wis. 


Eclipse Air 


Eclipse Air 


London 


Enico Products, 
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Gasaver—Furuaces, Gas Burners. The 
Williamson Co., Cincinnati, Ohio. 
Gas Economy—Furnaces. International 

Heater Co., Utica, N. Y. 

Gas Mizer—Furnaces. Floral City Heat- 
er Co., Monroe, Mich. 

Gas-O-Matic—Gas Burners & Furnaces. 
Williams Div., Eureka-Williams Corp., 
Bloomington, Ill. 

Gasweld—Soldering Torches, Arc and 
Spot Welders. Liquid Carbonic Corp., 
Industrial Gas Div., Chicago, Ill. 

GearMotoR—Electric Motors. Philadel- 
hia Gear Works, Inc., Philadelphia, 


a. 

Gehl—Stokers. Eddy Corp., 
Wheeling, Ill. 

Gem—Gas Conversion Burners, Cooling 
Coils, Condensing Units, Furnaces, Air 
Conditioning Units. Columbia Burner 
Co., Toledo, O. 

7 Sigg tage General Machio- 
ery Co., Spokane, Wash. 

Gemco—Insulation Fastenings. Goodloe 
E. Moore, Inc., Danville, Ill. 

re—Hygrometers, Psychrometers, 
Thermometers. G. M. Mfg. Go. New 
York, N. Y. 

General—Water Heaters. Republic Prod- 
ucts Co., Philadelphia, Pa. 

General Giant—Furnace Vacuum Clean- 
ers. Meyer & Sons, Inc., Skokie, Hl. 

Genetron—Refrigerants. General Chemi- 
cal Div., Allied Chemical & Dye Corp., 
New York, N.Y, 

Genie-Air—Roof Ventilators. 
Inc., Los Angeles, Calif. 

il Burners. General Oil Heat- 
ing Corp., West New York, N. J. 

Germicidal—Sterilizing Lamp. General 
Electric Co., Cleveland, Ohio. 

Giant—Oil Burners. Breeze Corps., Inc., 
Newark, N. J. 

Gibraltar—Furnaces. Ma-Girl Foundry 
& Furnace Co., Bloomington, Ik 

Gilbarco—Furnaces, Oil & Gas Burners. 
Gilbert & Barker Mfg. Co., West 
Springfield, Mass. 

Gere Combestiog Chambers. R; Rehm, 
St. Albans, N. Y 

Gilco—Water Heaters. J. L.. Gillen Co. 
Dowagiac, Mich, 

Gil Governoret—Gas Pressure Regulating 
Valves. Gas & Qil Industry, Labora- 
tories, Inc., Irvington, N. J. 

Gilmer—V-Belts. New York Belting & 
Packing Co., Passaic, N. J. 

Gilmer Flexmounts—Vibration Isolating 
Bases and Pads. New York Belting & 
Packing Co., Passaic, N. J. 

Gil Nohum—Valves. Gas & Oil ogee 
try. Laboratories, Inc., Irvington, N. 
Gilsalume—Paint. United Gilsonite Lab- 

oratories, Scranton, Pa. 

Gilt Edge—Furnace. Schwab Furnace 
Co., Milwaukee, Wis. 

Gladiator—Water Heaters. Continental 
Water Heater Co., Los Angeles, Calif. 

Glasfab—Roofing Felt. Lexsuco, Inc., 
Cleveland, Ohio. 

Glasfloss—Air Filters. a Plate 
Glass Co., Pittsburgh, Pa. 

Glass- Mat—Vapor Barriers. McLaurin- 
Angier Co., Needham Heights, Mass. 

Glasteel—Water Heaters. Continental 
Water Heater Co., Los Angeles, Calif. 

Glazola—Caulking Compounds. Nebel 
Mfg. Co., Cleveland, Ohio. 

Glo-Cone—Gas Burners. Geisel Mfg., 
Inc., Elyria, Ohio. 

Glo-Fyr—Oil Burners. 
Inc., Newark, N. J. 

Glo-Ring—Gas Burners. Lennox Indus- 
tries Inc., Marshalltown, Iowa. 

Glowan—Gas Burners. J. O. Martin Co., 
Inc., San Francisco, Calif. 

Glycolator—Air Sterilizers. Iron City 
Chemical & Construction Corp., Glyco- 


Stoker 


Flex-Air, 


Breeze Corps., 


lator Sales & Service Div., Pittsburgh, 


Pa. 

Glycosol—Air Sterilizers. Iron City 
Chemical & Construction Corp., Glyco- 
lator Sales & Service Div., Pittsburgh, 


Pa. 

Gnome—Oil Burners. 
Inc., Newark, N. J. 
Go-Eze—Damper Regulators. Severson 
Mfg. & Supply Co., Milwaukee, Wis. 
Gohi—Conductor Pipe, Gutters, Fittings 
and Accessories, Sheet Metal Roofing. 
Newport Stee! Corp., Newport, Ky. 

Id Louvers and Shutters, Io- 
sulation. piatoms Gypsum Co., Buf- 
falo, N. Y 
Gold 'Bond-Gimco—Rock Wool Prod- 
ucts, Insulating Cement. National 
Gypsum Co., Buffalo, N. 
Gordon—Furnaces, Gas Burner Pilot 
Controls, Gas Unit Heaters. Roberts- 
Gordon. Appliance Co., Buffalo, N.Y. 
Gordon-Aire—Furnaces. Roberts-Gordon 
Appliance Co., Buffalo, N. Y. 
Gordon Spreader-F as and Gas- 
Roberts- 
Corp., Buffalo, 


Gradutrol—Pneumatic Controls. .Minne- 
apolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 

G Rapids—Furnace Cleaner. Doyle 
vecuos Cleaner Co. Grand Rapids, 

ich 

Granodine—Coating Process. American 
Chemical Paint Co., Ambler, Pa. 

Greasgo—Metal Cleaners, Polishers and 
Finishers. Ampion Corp., Long Is- 
land City, N.Y. 

Greastop—Filters. Air-Maze Corp., Cleve- 
land, Ohio. 

Greyhound Portable—Spot Welders. 
ee Corp., New. Hyde Park, 


Grillometer—Direct Reading Air Veloc- 
ity Meter. Detroit Air Conditioning 
Service Co., Inc., Nashville, Mich. 

Gun-Heat—Gas Burners. Barber Mfg. 
Co., Cleveland, O. 

Gun Mix—Refractories. 
Div. S$. Obermayer Co., Chicago, Ill. 

Gun-Ram—Refractories. Ramtite Co., 
Div. S. Obermayer Co., Chicago, Il. 

Gutter-Guard—Gutter Accessories. Ac- 
curate Sheet Metal & Mfg. Works, 
Chicago, Ill. 


Breeze Corps. 


Oil Burners and Furnaces, 
Gaegen Appliance 
N. Y 


Ramtite Co., 


H&C—Damper Clips, Dampers, and 
Registers and Grilles. Hart & Cooley 
g. Co., Holland, Mich. 
H&K~-Perforated Metals. Harrington & 
ae Perforating Co. Inc., Chicago, 


H-M—Gas Pressure Regulating Valves. 
Thermac Co,, Los Angeles, Calif. 
Hair Glass—Filters. H. J. Somers, Inc., 
Detroit, Mich. 

Halco—Furnaces. _ Hall-Neal 
Co., Indianapolis, Ind. 
—Furnaces. Heating Special- 
ties Inc., Baltimore, Md. 
tkraft—Paint. Hilo Varnish Corp. 
Everett, Mass. 
Hammer-Sets—Expansion Bolts. Rawl- 
plug Co., Inc., New York, N. Y. 
Hammock—Throwaway Filters. Lennox 
Furnace Co., Marshalltown, Ia. 
Lead Roofing Sheets. Na- 
tional Lead Co., New York, N. Y. 
Handnib—Punches. Heinrich Tools, Inc., 
Racine, Wis. 
Handomatic—Welding Rod. Eutectic 
Welding Alloys Corp., Flushing, N. Y. 
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Handy—Duct, Duct Accessories, Furnace 
Pipe and Fittings. F. Meyer & Bro. Co., 
Peoria, Ill 

Handy- Flux—Soldering Flux. 
Harman, New York, N. Y. 

Hardlead—Lead Roofing. National Lead 
Co., New York, N. Y. 

Hardy—Button Presses and Squeezer 
Tongs. Interstate Drop Forge Co., Mil- 
waukee, Wis. 

Health-Air—Filters and Germicidal 
Lamps. Master Appliance Mfg. Co., 
Racine, Wis. 

Hearth ne Quigley 
Co., Inc., New York, N 

Hea t-Aid—Refractories. 5, rlite Prod- 
ucts Co., Cleveland, Ohio 

Heat Chaser—Air Conditioning Units. 
Harvey-Hill, Inc., St. Louis, Mo. 

Heatcote—Paint. Debevoise Co., Brook- 
lyn, N. Y. 

Heat Holder—Baffles. Sid Harvey, Inc., 
Valley Stream, N. Y. 

-Lock—Smoke Pipe Dampers. Na- 
se. oa A, earremeer: Co., Inc., 
reeport, N 

Heat Pak —Oii , ee Water Heaters. 
Aldrich Co., Wyoming, IIl. 

Heatpanel—Furnaces. iated Prod- 

ucts, Beverly Hills, Calif. 
tanpiin—iieieee Paint. Speco, Inc., 
Cleveland, Ohio. 

Heat-Rite—Gravity —_ Auer Reg- 
ister Co., Cleveland, O 

Heat SeiInsustion Cement Ehret 
—— ey Forge, Pa. 

Heat wedce BoM Furnaces. Lennox 
Industries, Inc., Marshalltown, Ia. 

Heatwave—Floor and Wall Furnaces. 
Southwest Mfg. Co., Aurora, Mo. 

Heatwell—Gas Burners. — Air 
Control, Inc., Omaha, Neb 

He-DeWe—Fuel Unit Beilows. “a san 
Harvey, Inc., Valley Stream, N. 

Heet-Master—Kettles. Aeroil Products 
Co., Inc., South Hackensack, N. J. 

Hellite—Refractories. Johns-Maaville, 
New' York, N. Y 

Helwig—Button Presses and Squeezer 
bere Ay — Drop Forge Co., Mil- 
wau 

wae eee ‘Screws, Nails. Hillwood 
Mfg. Co., Cleveland, Ohio. 

Furnaces, Bettcher Mf Corp., 
Herbster Furnace Div., Cleveland, © 

Heresite—Pipe and Fittings. reat 
Co., Minneapolis, Minn. 

Herkimer—Cleaning Compounds, Water 
Conditioning Compounds. City Chem- 
ical Corp., New York, N. 

Hesmdoms-Givlighe Univecsity Fan 
& Blower Co., Berkeley, Calif. 

Hestalites—Skylights. Universi 
Blower Co., Berkeley, Calif. 

Hevy- Duty—Combustion Chambers: -In- 
~— & Refractories Co., Webster, 


Hex Mesh—Sieylight Wire Glass. Blue 
Ridge Glass Corp., Kingsport, Tenn. 
Hex Mesh Aklo—Skylight Wire Glass. 
Blue Ridge Glass rp., Kingsport, 
Tenn. 
Hi-Cor—Solder. Alpha 
Jersey City, N. J. 
Hicycle—Electric Tools. Chicago Pneu- 
matic Tool Co., New York, N. Y. 
Hi-Degree—Paint.. gas ee Co., 
Inc., Brooklyn, N. Y 

Serial ocese idle. "Ce Tube Fittings. Impe- 
rial Brass Co., Chicago, Ill. 

Hi-Duty—Combustion Chambers. Mono- 
gram Products Co., Philadelphia, Pa. 

Hi-Ex—Fans and Roof Ventilators. Penn 
Ventilator Co., Philadelphia, Pa. 

High-Duty—Humidifier Valves, Maid-O’- 
Mist, Inc., Chicago, Ill. 

High-Ten-No. 500—Flux. Industrial Serv- 
ice Laboratories, Milwaukee, Wis. 


Handy & 


Fan & 


Metals, Inc., 
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Hilshear—Rod Cutting Machines. "9 
Ould (USA) Ltd., Mt. Vernon, 
Hi-Man—Alloy Plates. Inland Steel co. 
Chicago, Ill, 
-Rate—Gas Water Heaters. General 
‘Water Heater Corp., lif. 
Electric Dimpler. York Elec- 
tric Tool Co., York, Pa. 
Hi-Speed—Nibblers, Slitters, Shears. Lib- 
i a. Co., bo gee Bay, Wis. 
= elding and 
Dockson .. Detroit, 


Corp 
Hi SteekPlates, Inland’ Steel Co., Chi- 
man—Water Heaters. Clayton & 
Lambert Mfg. Co., Louisville, Ky. 
Hold Heat—Soldering Coppers. Turner 
Brass Works, Sycamore, Ill 
oldowns—Duct 


Metal Fastenings. Fabri- 
cated Products Co., West Newton, Pa. 
Attachmen i 


& Decker Mfg. Co., Towson, Md. 
ay Glen—Water Heaters. Hollywood 
ater Heater Co., Los Angeles, Calif. 
Holtite—Screws. Continental 


Screw Co., 
New Bedford, Mass. 

Homco—Furnaces. Siebring Mfg. Co., 
George, Ia. 

Home—Oil Burners. Sid Harvey, Inc., 
Valley Stream, N. Y. 

Homeaire—Air Conditioning Units. 
York-Shipley, Inc., York, Pa. 

Home Weathermaker—Air Conditioning 
Units. Carrier > ae Syracuse, N. Y. 

Horneblende—Roo Cement, Water- 
pore roofing. Noe American Mogul 

roducts Co., Cleveland, O. 

Hornlume—Roofing Paint. A. C. Horn 
Co., Long Island City, N. Y. 

Horn-O-Tone—Paint. A. C. Horn Co., 
Inc., Long Island City, N. Y. 

Hostess—Gas Water Heaters, Luxra Co., 
Atchison, Kans. 

Hot Blast—Furnace Cement. Philip 
Carey Mfg. Co., Cincinnati, Ohio. 
Hot-Flo—Gas Water Heaters. Hoyt 
Heater Co. of No. Calif. land, 
Calif. 

Hot Spot—Electric Welders. Acme Elec. 
tric Welder Co., Los Angeles, Calif. 

‘Water 
Water Heater Co., Los Angeles, Calif. 

Howell—Oil Burners. Kol-Master Corp., 
Oregon, Ill. : 

Huber—Overfeed Stokers. Fiyan & Em- 

rich Co., Baltimore, Md. 


Humiciean—Cleaning Compound. Caro- , 


ee & Extract Co., Charlotte, 
Humid-Air—Evaporative Humidifiers. 
ga Tool & Die Co. Milwesheo, 


Humidex—Water Conditioning 
pounds for Humidifiers, Skuttle Mfg. 
Co., Milford, Mich. 

Humidigraph—Hygrometers. Bristol Co., 
Waterbury, .Conn. 

Humidiguide—Humidistats. Taylor In- 
strument Companies, Rochester, N. Y. 

Humidimatic—Furnace Humidifiers. 
Skuttle Mfg. Co., Milford, Mich. 

Humidomist—Nozzles. Supreme Elec. 
Products Corp., Rochester, N. Y. 

ee vee Johnson Serv- 
ice Co., Milwaukee, W 

Hum-I-Dri—Dehumidifeers. 
Cleveland, O. 

Humid-u-stat—Humidistat. Minneapolis- 
Honeywell Regulator Co., Minneapolis, 
Minn. 

Humistat—Humidistats. American In- 
strument Co., Inc., Silver Spring, Md. 


Speco, Inc., 


dale, Calif 
H 


ters. Continental 


Humphrey—Furnaces, Unit Heaters. Gen- 
eral Gas Light Co., Kalamazoo, Mich. 
Husky—Presses and Dies. Fallsington 
Mfg. Co., Fallington, Pa. 
Husky-Lite—Combination Machines. Ma- 
plewood Machinery Co., Chicago, Ill 
Hydralt—W aterproo Flintkote Co., 
ete me > P Regula 
to as Pressure ting 
Valves. a Controls Co., Glew 


-Action—Controls. White-Rodg- 
Hydrodde—Waterproofing. L 
aterproofing. 7 
born Set dats _ “ts N. a 
Hydronon— Waterproofing, ret Div., 
Allied Chemical & Dye Corp., New 
York, N. Y 
Hydro-Whirl—Dust Collectors. Peters- 


Be. Inc., Detroit, Mich. 


Humidity Recosders. 
ries Instrument Div., Bendix Aviation 
Corp., Baltimore, Md. 
H Ventilators. Davidson Hyduty 
Fan Co., yo Mass. 


Roof Paints. idiaed 1 Paint & 


Co., Cleveland, Ohio. 
H Furnace oo Quigley 


ytempite— 
Co., Inc., New York, N 


LP.F.—Non-Metallic Duct. 
Plastic Fabricators, Iac., 


Industrial 
Norwood, 


Mass. 
IVCO—Ventilators. — Ventilator Co., 


Inc., recy “me a. 

Ideal—Furnace hes. Worcester Brush 
& Scraper Co., Div. Mason Worcester 
Brush Co., Worcester, Mass. 

Ideal—Nozzie extractor. Boston Machine 
Works Co., Lynn, Mass. 

Ideal—Furnace Pipe and Fittings. Riggin 
Metal Products, Inc., Kankakee, Ill. 
Ideal—Roofing Nails. Tennessee Coal 
and Iron Div., U. S. Steel Corp., Fair- 

field, Ala 

Ideal-Aire—Furnaces. American Ideal- 
Aire Corp., Garden City, N.Y. 

Idealarc—Arc Welders. Lincoln Electric 
Co., Cleveland, O. 

Idler—*Recirculating Pumps. G & S Mfg. 
Co., Phoenix, Ariz. 

Iigette—Kitchen Exhaust Fans. Ilg Elec- 
‘tric Ventilating Co., Chicago, Ill. 

Illbronze—Aluminum Paste and Powder. 
Illinois Bronze Powder Co., Inc., Chi-" 
cago, Ill 

Immersatherm—Domestic Hot Water 
Control. Mercoid wer 34 Chicago, Ill. 

Imperial—Evaporative lers. Interna- 
tional Metal Products Co., Phoenix, 
Ariz. 

poets Diffusers. Vectaire 
-», 3 Inc., North Tonawanda, 


impecial—Pillow Blocks. Anti-Friction 
eee Co., Los Angeles, Calif. 
Imperial—Registers. Vectaire Mfg. Co., 
Melrose, Mass. 

Imperial Speedmaster—Gas Water Heat- 
ers. Handley-Brown Heater Co., Jack- 
son, Mich. 

Incinor—Incinerators. Bowser, Inc., Ia- 
cineration Div., Cairo, Ill. 

Inco—Paints, Sound Deadener. Inter- 
Coastal Paint Co., East St. Louis, Ill. 

Inco—Ventilators. Iona Ventilator Co., 
Inc., Philadelphia, Pa. 

Inconel—Alloy Plates, Sheets, Tubing, 
Electrodes. International Nickel Co., 
Inc., New York, N. Y. 
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Indoor-Outdoor—Thermostats. 
Rodgers Co., St. Louis, Mo. 
Industrial Air—Fans, Louvers & Venti- 
lators. Harvey P. Bertram Co., Cin- 
cinnati, Ohio. 
Inertarc—Arc Welders. 
Co., Cleveland, O. 
Ingalls—Furnace Brushes. Worcester 
Brush & Scraper Co., Div. Mason 
Worcester Brush Co., Worcester, Mass. 
Ingels—Elbow Machines. Maplewood 
achinery Co., Chicago, Ill. 
In-Quik—Combustion Chambers. Insula- 
tion & Refractories Co., Webster, 
ee 
INS—Brazing Torches. 
Co., Cleveland, O. 
Insa-Late—Insulating Cement. Sauereisen 
Cements Co., Pittsburgh, Pa. 
Instant-Glo—Combustion Chambers. Bos- 
ton Machine Works Co., Lynn, Mass. 
Insulsag—Insulation and Insulating Ce- 
—_ Quigley Co., Inc. New York, 
N.Y 


Insulbrix—Refractories. Quigley Co, 
Inc., New York, N. Y. 

Insulfil—Insulation. Refractory & Insu- 
lation Corp., New York, N. Y. 

Insulkote—Waterproofing. Johns-Man- 
ville, New York. rT. 

Insul-Pin—Insulation Fastenings, Weld- 
ers. Graham Mfg. Corp., Royal Oak, 
Mich. 

Integral Twin Rail—Vibration Isolating 
Bases and Pads. Korfund Co., Long Is- 
land City, N.Y. 

Interlox—Hose and Fittings. Internation- 
al Metal Hose Co., Bellevue, O. 

Intermatic—Time Switches, Electric Mo- 
tors. International Register Co., Chi- 
cago, Iil. 

International—Oil Tank Gauge. Applied 
Mechanics Co., Boston, Mass. 

Intru-lok—Copper Tube Fittings. Parker 
fa mene , Cleveland, O. 

Inversaire—Furnaces. Berger Furnace 
Corp., Belle Vernon, Pa. 

Paint. “Pittsburgh Plate Glass 
Co., Pittsburgh, Pa 

Ironweld—Cast Iron Welding Flux. Sight 

Feed Generator Co., West Alexandria, 


Ohio. : 
Irpo—Rust-Proofing. Wolfe-Kote Co., 
heboygan, Wis. 
Island City—Registers. Rock Island Reg- 
ister Co., Rogk Island, Il. 
MB Mfg. 


White- 


Lincoln Electric 


Lincoln Electric 


Vibration Pads. 
Co., Div. of Textron American, Inc., 
New Haven, Conn. 
Isotron—Refrigerants. Pennsylvania Salt 
Mfg. Co., Philadelphia, Pa. 


J 


J) & C—Blower-Filter Units and Fur- 
maces. Jackson & Church Co., Saginaw, 


Mich. 

-JE—Solenoid Valves. Jackes-Evans Mfg. 
Co., St. Louis, Mo. 

J. & H.—Electric Motors. Jack & Heintz, 
Inc. Cleveland, Ohio 

J-M—lInsulation, Roofing, Curtain Wall 
Panels. Johns-Manville, New York. 

JalZinc—Metal Sheets. zeene & Laughlin 
Steel Corp., Pittsbur, Pa. 

Janette—Blower Wheels and Housings. 
Jan-Air, Inc., Richmond, Ill. 

Jet-8—Gas Burners. Banner Burner Co., 
Youngstown, O 

Jetglas—Gas Unit Heaters. Day & Night 
Mfg. Co., Monrovia, Calif. 

Jethard—Welding Rod. Lincoln Electric 
Co., Cleveland, O. 

Jet-Heat—Gas Conversion Burners. 
Barber Mfg. Co., Cleveland, O. 
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Jet-line—Combustion Chambers. 
Wilson, Inc., Chicago, Ill. 
Jetolator—Roof Ventilators, Vent » 
Accurate Sheet Metal & Mfg. Works, 

Chicago, IIl. 

Jetweld—Welding Rod. Lincoln Electric 
Co., Cleveland, O. 

Jiffy—Roof Flashing. Simplex Mfg. Co., 
Fond du Lac, Wis 

Jiffy—Duct Damper Regulators. Duro- 
joa Corp., New Hyde Park, L. I, 

 # 


Grant 


jilfy-Life—Elevating om for Trucks, 
Mid West Body & Mfg. Co., Paris, Ill. 

Jointite—Insulation. Mundet Cork Corp., 
North Bergen, N. J. 

umbo—Oil Burners. 
Inc., Newark, N. J. 

June-Aire—Furnaces. American Found- 
ry & Furnace Co., Bloomington, II, 

Junior—Flexible Duct Connections. 
Duro-Dyne Corp., New Hyde Park, 
L. L, N. Y. 

JusRite—Ducts, Dampers, Duct Connec- 
tors, Duct Tape, Furnace Pipe and 
Fittings. Corbman Bros., Inc., Phil- 
adelphia, Pa. 

JusRite L-Bo—Furnace Pipe and Fittings. 
Corbman Bros., Inc., Philadelphia, Pa. 


Breeze Corps., 


KD-2—Refractories. A. P. Green Fire 
Brick Co., Mexico, Mo. 
K&M—lInsulation. Keasbey & Mattison 
Co., Ambler, Pa. 
KO—Hoists. Stephens-Adamson Mfg. 
Co., Aurora, Ill. 
KRW—Press Brake. K. R. Wilson, Inc., 
Arcade, N. Y. 
KX-99—Refractories. A. 
Brick Co., Mexico, Mo. 
— 7 re oof Strainers. Haven- 
Grand Rapids, Mich. 
Kapco Asphalt Board. Keystone Asphalt 
ucts Co., Chicago, Ill. 
Kathabar—Dehumidifiers. Janitrol Heat- 
ing and Air Conditioning Div., Sur- 
as. Combustion Corp., Pat aly oO. 
Kaukit—Caulking Com ora 
born Sons, Inc., New York, N. Y. 
Kay-Vee—Aluminum Awnings. Kool- 
hee Metal puss Corp. of Ameri- 
Kel i Isolators. Hobsite 
sen tt Co., Harrison, N. J. 
Ken—Solvents, Baffles, “Fuel Oil Tank 
Gauges. Robert Barclay, Inc., Chicago. 
Kernerator—Incinerators. Kerner Incin- 
erator Div., Morse-Boulger Destructor 
Co., New York, N. Y. 
Flashings. Revere Gover and 
Brass, Inc., New York, N. 
Keystone—Water Heaters. a a 
ley Co., Inc., LaPorte, Ind. 
Kimsul—Insulation. Kimberly-Clark 
Corp., Neenah, Wis. 

King anges Gauge. Oil Equip- 
ment Mfg. Co., New Haven, Conn. 
King-Kool--Fans. Belco Industries, Inc., 

St. Louis, Mo. 
Kirksite—Zinc Sheets. Morris P. Kirk & 
Son, Inc., Los Angeles, Calif. 
Flux, Solder. Morris P. Kirk 
& Son, Los Angeles, Calif. 
Kitchen-Aire—Ventilating Hoods, Kitch- 
en Fans. Stewart Industries, Inc., 
Indianapolis, Ind. 
Kitch-N-Ventor—Fans. Universal Blower 
Co., Birmingham, Mich. 
Kleen-Aire—Furnaces. Steel City Fur- 
nace Co., Springdale, Pa. 
Kleenflo—Filters. Air-Maze Corp. Cleve- 
land, Ohio. 
Kleenit—Oil Burner Tank Solvent, Soot 


P. Green Fire 


Remover. Red Wing Oil Burner Co., 
Inc., Medford, Mass. 

Kleenmaster—Furnace Vacuum Cleaners. 
Molloy Sales Corp., Chicago, Il. 

Klenk’s—Snips. W. H. Compton Shear 
Co., Newark, N. J. 

Kling Felt—Gaskets. Products Research 
Co., Los Angeles, Calif. 

Klixon—Controls, Thermostats. Spencer 
Thermostat Div., Metals & Controls 
Corp., Attleboro, Mass. 

Klondike—Welders. Ralph Fern, Scran- 
ton, Pa. 

Klosd—Motors. Sterling Electric Mo- 
tors, Inc., Los Angeles, Calif. 

K-Louver—Sun Reflecting Louvers. Kaw- 
neer Co., Niles, Mich. 

Knock-Out—Arc Welders, Torches, Buf- 
fers, Grinders, Polishers and Sanders. 
K. O. Lee Co., Aberdeen, S. D. 

Kno-Draft—High Velocity Air Dif- 
fusers, Slot Type Registers and Sound 
and Volume Control Mixing Units. 
Connor Engineering Corp., Danbury, 
Conn. 

Kolbkast—Combustion Chambers. Kolb 
Refractories Co., Philadelphia, Pa. 

Kolbkast—Combustion Chambers. A. R. 
Webber Co., Inc. New Haven, Conn. 

Koistoker—Stokers. Anchor Stove & 
Range Co., New Albany, Ind. 

Kompo-Kork—Vibration Isolating Pads. 
Korfund Co., Inc., Long Island City, 


Kooles Aico—Aic Conditioning Units. 
United States Air Conditioning Corp., 
Philadelphia, Pa. 

Kooler-Kote—Sheet Metal Paint. Petro- 
leum Chemicals, Inc., Fresno, Calif. 
Koolmaster—Fans. Air Equipment Co., 

inc., Chicago, Ill. 

Kool-Pak—Air Conditioning Units. Mid- 
west Automatic Control Co. Des 
Moines, Iowa. 

un Reflecting Screens and 
Louvers. Reflectal Corp., Subsidiary 
nes tae A Corp., Chicago, Ill. 
l-Temp—Air Conditioning Units. 
aewidwet Automatic Control Co., Des 
Moines, Iowa. 

Koppax—Paint. Koppers Co., Inc., Pitts- 
burgh, Pa. 

ro-C.P.-15—Roof Cement. Philip 

ey Mfg. Co., Cincinnati, Ohio. 

Korner King—Portable Power Saw. RCS 
Tool Corp., Bloomington, III. 

Koroseal PVC—Plastic Sheets and Tub- 
ing. B. F. Goodrich Industrial Prod- 
ucts Co., Plastics Products Div., Mari- 
etta, O. 

Kres-Kno Perco-Flash—Water Heaters. 
Kresno-Stamm Co., New York, N. Y. 

Krome-Kote—Metal Cleaners. Wolfe- 
Kote Co., Sheboygan, Wis. 

Kruzite—Refractories. A. P. Green Fire 
Brick Co., Mexico, Mo. 

Kurlicue—Aluminum Nails. Independent 
Nail & Packing Co., Bridgewater, 
Mass. 

Kwikflo Flux—Soldering Flux London 
Chemical Co., Melrose Park, Ill. 

Kwik-Melter—Roofers’ Kettles. Little- 
ford Bros., Inc., Cincinnati, Ohio. 

ee ae per Tube Fittings. Im- 
perial Brass Mfg. Co., Chicago, III. 

Kwik-Way—Damper 


Regulators. Hart 
& Cooley Mfg. Co., 


Holland, Mich. 


L 


LA—Motors. Louis Allis Co., 
kee, Wis. 

LJ-i—Brazing Torches. Lincoln Electric 
Co., Cleveland, O 


Milwau- 
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L-M—Tubing. 
Louis, Mo. 
L & N—Thermometers. Leeds & North- 

rup Co., Philadelphia, Pa. 

L-U—Gravity Roof Ventilators. Hirsch- 
man-Pohle Co., Inc., LeRoy, N. Y. 

La-Co—Soldering Flux. Lake Chemical 
Co., Chicago, Ill. 

Lac-O-Nu—Metal Cleaner. NuSteel Co., 
Chicago, Ill. 

Lacq—Lacquers. Glidden 
Cleveland, Ohio. 

Lactile—Roofing Felt. Philip Carey Mfg. 
Co., Cincinnati, Ohio. 

Lagz—Insulation Adhesive. West Chester 
Chemical Co., West Chester, Pa. 

Lamneck—Ducts and Duct Accessories, 
Furnace Pipe and Fittings. Clayton & 
Lambert Mfg. Co., Louisville Div., 
Louisville, Ky. 

Lancol—Stainless Steel Soldering Flux. 
— Langsenkamp Co., Indianapolis, 
nd. 

Lascopipe—Plastic Tubing. Lynch As- 
bestos Co., Los Angeles, Calif. 

Lastile—Roofing Feit. Philip Carey Mfg. 
Co., Cincinnati, Ohio. 

L-Blow—Exhausters, Ventilators. Trade- 
Wind Motorfans, Inc., Rivera, Calif. 

Leader—W ater Heaters, Day & Night 
Mfg. Co., Monrovia, Calif. 

Lead-Head—Nails. W. H. Maze Co., 
Peru, I'l. 

Lead-Seal—Roofing Nails. The Deniston 
Co., Chicago, Ill. 

Leadtex—Lead-Coated Sheets. Revere 
Copper & Brass Inc., New York, N. Y. 

Leastoker—Stokers. H. Leslie Leas Co., 
Monona, Iowa. 

Lectrodryer—Dehumidifier. Pittsburgh 
Lectrodryer Co., Pittsburgh, Pa, 

Leigh—Shutters, Awnings, Canopies, 
Ventilators. Air Control Products, Inc., 
Coopersville, Mich. 

Levelometer—Oil Tank Gauges. Liq- 
uidometer Corp., Long Island City, 
N. Y. 

Leytool—Hack Saw. Halbee Products 
Co., Parma, Mich. 

Liberty—Furnaces. Dowagiac Steel Fur- 
nace Co., Dowagiac, Mich. 

Liberty—Caulking Compound, Roof Ce- 
ment, Paint, Waterproofing. Caster 
Paint Co., Liberty, Ind. 

Liberty—Ventilators. Penn 
Co., Philadelphia, Pa. 

Lifeline “A"—M otors. Westinghouse 
Electric. Corp., Pittsburgh, Pa. 

Lifetime—Reofing, Gutters and Gutter 
Accessories. Reynolds Metal Co., 
Louisville, Ky. 

Lift Gate—Elevating Tail Gate for 
Trucks. Anthony Co., Streator, Ill. 
Lift King—Warehouse Trucks. Yale & 
Towne Mfg. Co., Philadelphia, Pa. 
Light Duty—V-Belts. B. F. Goodrich 

Industrial Products Co., Akron, Ohio. 

Lightening Hole—Punches. Merchan- 
dising and Manufacturing Associates, 
Inc., Lancaster, Pa. 

Lightweld—Welding Rod. Lincoln Elec- 
tric Co., Cleveland, O 

Lincoln—Air Conditioning Units. Fors- 
ton Co., Houston, Tex. 

Lincolnmweld—Arc Welders. The Lin- 
coln Electric Co., Cleveland, Ohio. 

Lincwelder—Arc Welders. Lincoln Elec- 
tric Co., Cleveland, Ohio. 

Line-O-Flo—Diffusers. Barber-Colman 
Co., Rockford, IIl. 

Liquid Wrench—Rust Preventive Chemi- 
cals. Radiator Specialty Co., Charlotte, 
N.C. 

Lite-Cast—Combustion Chambers. Mono- 
gram Products Co., Philadelphia, Pa. 

Lite Master—Skylights. Vent-O-Lite Co., 
Chicago, Ill. 


Lewin-Mathes Co., St. 


Company, 


Ventilator 
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Lithoform—Coating Chemical for Gal- 
vanized, Zinc or Cadmium surfaces. 
American Chemical Paint Co., Ambler, 
P. 


a. 

Little Blacksmith—Punches and Slitting 
Machines. J. F. Kidder Mfg. Co., 
Inc., Burlington, Vt. 

Little Gem—Gas Burner. Columbia Burn- 
er Co., Toledo, Ohio. 

Liv-Air—Furnaces. Livingston, Inc., Mar- 
shall, Mich. 

Lloyd’s—Soldering Flux. Johnson Mfg. 
Co., Inc., Mount Vernon, Iowa. 

Load King—Hand and Electric Hoists. 
Yale & Towne Mfg. Co., Philadelphia, 


Pa. 
Lo-Blast—Gas Burners. Mid Continent 
Metal Products Co., Chicago, IIl. 
Lo-Boy—Stokers. Whiting Corp., Har- 
vey, Ill. 
Lockaire—Building Insulation. Plastergon 
Wall Board Co., Buffalo, N. Y. 
Lock-Joint—Furnace Pipe and Fittings, 
Duct and Duct Accessories. Inland 
Steel Products Co., Milwaukee, Wis. 
Lock-Seam—Blow Pipe Fittings. Chi- 
cago Metal Mfg. Co., Chicago, Ill. 
Lodestar—Hoists. Chisholm-Moore Hoist 
Div., Columbus McKinnon Chain 
Corp., Tonawanda, N. Y. 
Lo-Hed—Electric Hoists. American En- 
gineering Co., Philadlephia, Pa. 
Lo-K—Building and Duct Insulation. 
Lockport Mills, Inc., Lockport, N. Y. 
Lone Star—Refractories. A. P. Green 
Fire Brick Co., Mexico, Mo. 
Longhorn—Water Heaters. 
Heater Co., Cleveland, Ohio 
Loop-the-Loop—Snow Guards. Danzer 
Metal Works Co., Hagerstown, Md. 
Lo-Pilot—Water Heaters. Allen Mfg. 
Co., Inc., Nashville, Tenn. 
Lo-Set—Stokers. Canton Stoker Corp., 
Canton, Ohio. 
Lovejoy-Ideal—V-belts. Lovejoy Flexi- 
ble Coupling Co., Chicago, Il. 
Lo-Vent—Root Ventilators. American 
Warming & Ventilating Co., Toledo, 


Hotstream 


oO. 

Lown—Slip Roll Forming Machines. San 
Angelo Foundry & Machinery Co., San 
Angelo, Tex. 

Low Type—Roof Ventilators. Burt Mfg. 
Co., Akron, Ohio 

Luco—Acid Brushes, Flux, Solder. Thos. 
F. Lukens Metal Co., Philadelphia, Pa. 


Lumaskin—Building Insulation. Mc- 
Laurin-Angier Co., Needham Heights, 


ass. 

Lume-Tex—Aluminum Paint. Truscon 
Laboratories, Detroit, Mich. 

Lumishade—Awnings, Canopies. Mapes 
Industries, Inc., Lincoln, Nebr. 

Lusterlite—Insulation. Insulite Div. 
Minnesota and Ontario Paper Co., 
Minneapolis, Minn. 

Lustralumin—Aluminum Paint. Blue 
Ridge Tale Co., Inc., Henty, Va. 

Luxaire—Blower-Filter, Units Burners, 
Furnaces, Furnace Pipe and Fittings, 
Incinerators. The C. A. Olsen Mfg. 
Co., Elyria, Ohio. 

Lyfanite—Rust Preventive Chemicals. 
Neilson Chemical Co., Detroit, Mich. 

Lyonore—Sheets. Lyon-Conklin & Co., 
Inc., Baltimore, Md. 

Lyston—Soldering Flux. Farrelloy Co., 
Inc., Philadelphia, Pa. 

Lytestone—Soldering Flux, Tinning 
Baths. Farrelloy Co., Inc., Philadelphia, 
Pa. 


M. E.—Motors. Marathon Electric Mfg. 
Corp;, Wausau, Wis. 


- Marvinol—Protective 


MGO Combination—Gas-Oil Burners. 
Mettler Co., Inc., The, Los Angeles, 
Calif. 

M-H—Controls. Minneapolis-Honeywell 
Regulator Co., Minneapolis, Minn. 

M&M—Valves. McDonnell & Miller, 
Inc., Chicago, Ill. 

M-R—Wire Glass. H. H. Robertson Co., 
Pittsburgh, Pa. 

M & T—Arc Welders. Metal & Thermit 
Corp., New York, N. Y. 

M/W—Filters. American Air Filter Co., 
Inc., Louisville, Ky. 

MW-50—Insulating Cement. Philip Car- 
ey Mfg. Co., Cincinnati, O. 

MW-One—Insulating Cement. 
Carey Mfg. Co., Cincinnati, O. 

Macheta—Fans, Fan Blades, Ventilators. 
Aerovent Fan Co., Piqua, Ohio. 

Magic Dial—Control Systems. Midwest 
Automatic Control Co., Des Moines, 
Iowa. 

Magic-Vulc—Waterproofing. Magic 
Chemical Co., Brockton, Mass. 

Magnehelic—Draft Indicating Gages. F. 
W. Dwyer Mfg. Co., Michigan City, 


Ind. 

Magnetic—Water Conditioners. Evis 
Mfg. Co., San Francisco, Calif. 
inliner—Fan Blades. Alan E. Burden 
Co., Los Angeles, Calif. 

Majestic—Flashing, Skylights, Ventila- 
tors. Fingles Co., Baltimore, Md. 

Majestic—Through Wall Flashings. C. 
G. Hussey & Co., Pittsburgh, Pa. 

Mamco—Electric Motors. Master Appli- 
ance Mfg. Co., Racine, Wis. 

Manganend—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 

Marco—Propeller Fans. Marvin Mfg. 
Co., Los Angeles, Calif. 

Matcolite—Skylights and Roof Ventile- 
tors Marco Co., East Orange, N. J. 

Marietta—Enamels and Lacquers. Ameri- 
can-Marietta Co., Chicago, Ill. 

Mark Time—Time Switches. M. 
Rhodes, Inc., Hartford, Conn. 

Marsalis Chubby—Floor Furnace. Ameri- 
can Metal Products Co., Forth Worth, 
Texas. 

Martin—Furnaces, Incinerators. King 
Stove and Range Co., Sheffield, Ala. 

Marvair—Cooling Coils and Condensing 
Units. Muncie Gear Works, Inc., 
Muncie, Ind. 

Marvel—Water Heaters. Bastian-Morley 
Co., Ine., La Porte, Ind. 

Coated Metal 
Sheets. Naugatuck Chemical, Div. of 
United. States Rubber Co., Naugatuck, 
Conn. 
Mary-Mac—Storage Water Heaters. Mc- 
Daniel Mfg. Co., Inc., Dallas, Texas. 
Masco—Duct, Duct Accessories and Fur- 
nace Pipe and Fittings. Maxwell Steel 
Co., Fort Worth, Tex. 

Massachusetts—Air Conditioning Units, 
Blowers, Blower Wheels, Fans. Bishop 
& Babcock Mfg. Co., Cleveland, Ohio. 

Master—Circles, Hangers and Fittings. 
Royal-Apex Mfg. Co., Inc., Brooklyn, 
N. Y. 


Philip 


Master—Evaporative Coolers. Essick Mfg. 
Co., Los Angeles, Calif. 

Master Blowertrol—Thermostatic Hy- 
draulic Control. White Mfg. Co., St. 
Paul, Minn. 

Master Vac—Furnace Vacuum Cleaners. 
Premier Co., St. Paul, Minn. 

Mastic Board—Insulation. Keystone As- 
phalt Products Co., Chicago, Hl. 

Maxaw—Electric Saws. John Oster Mfg. 
Co., Milwaukee, Wis. 

Mayari R—Nickel-Chromium Sheets and 
Plates. Bethlehem Steel Co., Bethle- 
hem, Pa. 

McKee—Gas Burners. Eclipse Fuel En- 
gineering Co., Rockford, IIl. 


American Artisan, January 1957 





Mecco—Doors and Shutters, Skylights, 
Ventilators. Moeschel-Edwards Co., 
Inc., Cincinnati, Ohio. 

Meco—Flux, Torches. Modern Engineer- 
ing Co., St. Louis, Mo. 

Meco Jiffy—Soldering Torches. Modern 
Engineering Co., St. Louis, Mo. 

Mel ontrols. Barksdale Valves, 
Los Angeles, Calif, 

Merion—Water Heaters. John Wood 
Co., Conshohocken, Pa. 

Metalace—Crimping Machine. Metal 
Lace and Stitch, Inc. New York, N. Y. 

Metalbestos—Chimney Caps, Pipe and 
Fittings. William Wallace Co., Bel- 
mont, Calif. 

Metal Bond—Waterproofing. Wilbur & 
Williams Co., Brighton, Mass. 

Metaleaf—Aluminum Paint. . Pittsburgh 
Plate Glass Co., Pittsburgh, Pa. 

Metal-Fab—Flexible Duct Connections. 

ars -Dyne Corp., New Hyde Park, L. 

Metallite Paints. Glidden Co., 
land, Ohio 

Metal Master—Snips and Shears. J. Wiss 
& Sons Co., Newark, N. J. 

Metalprep—Rust Preventive Chemicals. 
Neilson Chemical Co., Detroit, Mich. 


Cleve- 


Metalset—Caulking Compounds. Smooth- 
on Mfg. Co., Jersey City, N. J. 

Metal Zipper—Arc Welders. Mid-States 
Welder Mfg. Co., Chicago, IIl. 

Metco—Metal Protective Coatings. Solfo 
Paint Mfg. Co., 
N. J 


Metco Div., Trenton, 

Meteor—Hoists. Chisholm-Moore Hoist 
Div., Columbus McKinnon Chain 
Corp., Tonawanda, N. Y. 

Met-L-Flex—Vibration Isolating Bases 
and Pads. Robinson Aviation, Inc., Te- 
terboro, N. J. 

MetroDeck—Steel Roofing. Goldsmith 
Metal Lath Co., Cincinnati, Ohio. 

Metropac—Oil Burners and Gas Fur- 
naces, Metromatic Mfg. Co., Medford, 
Mass. 

Metrépolitan—Bascboard Diffusers, Reg- 
isters. Vectaire Mfg. Co., Inc., North 
Tonawanda, N. Y. 


Mex-Ko.—Refractories. A. P. Green Fire 


Brick Co., Mexico, Mo. 
Meyco—Furnaces. Meyer Furnace Co., 


Peoria, Ill. 
Miam-Carey—Fans. Philip Carey Mfg. 
Philip Carey 


Co., Cincinnati, O. 
Mica-kote—Roofing Felt. 

Mfg. Co., Cincinnati, Ohio. 
Microflex—V ibration Isolating Bases and 

Pads. L. O. F Glass Fibers Co., To- 

ledo, O. 

Micro-Klean—Fuel Oi! Filters. Cuno 
Engineering Corp., Meriden, Conn. 
Microlite—Sound Absorbers, Duct and 
Furnace Insulation. L. O. F Glass 

Fibers Co., Toledo, O 

Microlock—Bearings. Shafer Bearing 
Div., Chain Belt Co., Downers Grove, 
lil. 


Micromet—Condenser Cleaning and 
Water Conditioning Compounds. Cal- 
gon, Inc., Pittsburgh, Pa. 

Micro-Mix—Oil Burners. Lennox Indus- 
tries Inc., Marshalltown, Iowa. 

Micro Motor—Motors. Redmond Dis- 
tributors, Inc., Owosso, Mich. 

Micronaire—Filters. Raytheon Mfg. Co., 
Commercial Equipment Div., Wal- 
tham, Mass. 

MicroRold—Stainless Sheets. Washing- 
ton Steel Corp., Washington, Pa. 

Microtex—lInsulation. L-O-F Glass 
Fibers Co., Toledo, O. 

Microtherm—Thermostats. Barber-Col- 
man Co., Rockford, Ill. 

Micro-Weld—Welders. Micro Products 
Co., Chicago, Ill. 
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Midget—Humidifier Valves. 
Mist, Inc., Chicago, Ill. 
Midget King—Hoist. Yale & Towne 
Mfg. Co., Philadelphia, Pa. 
Mighty Midget—Furnaces. 
Steel Furnace Co,, Dowagiac, Mich. 
Mighty Midget—Drills. Stanley Elec. 
Tool Div., The Stanley Works, New 
Britain, Conn. 
Milburn—Brazing Torches. 
Co., Livingston, N. J. 
Milcor—Channels, Dampers, Roof Deck- 
ing, Draft Diverters, Access Doors, 
Duct Accessories, Metal Duct, Roof 
Flashings, Gutters and Gutter Acces- 
sories, Louvers, Mouldings, Pipe and 
Fittings, Ridge Roll, Roof Trim. In- 
land Steel Products Co., Milwaukee, 
Wis. 
Milwaukee—Presses and Dies. Doelger 
& Kirsten, Inc., Milwaukee, Wis. 
Milwaukee Thermoflo—Furnaces. Mil- 
waukee Thermal Furnace Co., Milwau- 
kee, Wis. 
Mindicator—Thermometers. Dickson Co., 
Chicago, Ill. 
Minicor "is" alee 
Chicago, I 
Minit Kote—Metal Cleaner. Klem Chem- 
icals, Inc., Detroit, Mich. 
Mipatan—Electric Hammers, Gibson In- 
ustries, Muskegon, Mich. 
le Breeze—Evaporative Cooler 
Units. Arizona Maintenance Co., Tuc- 
son, Ariz. 
Mirawal—Metal Sheets. Baltimore Por- 
celain Steel Corp., Baltimore, Md. 
ed—Perforated Metal. Colonial 
Alloys Co., Philadelphia, Pa. 
Micror—Vent Caps, Dampers, Draft Di- 
verters, Furnace Pipe and Fittings. 
Mirror Patented Stove Pipe Co., Hart- 
ford, Conn. 
Mix-Mor—Combustion Heads. 
Fuel Conservation Co., Inc., 


Maid-O’- 


Dowagiac 


Black Mfg. 


Dickson  Co., 


National 
Freeport, 


N. Y. 

Mizzou—Refractories. A. P. Green Fire 
Brick Co., Mexico, Mo. 

Modern—Incinerators. Modern Controls 
Corp., Centerline, Mich. 

ModernAire—F Fans, Evaporative Air Con- 
ditioning Units. National Gas Equip- 
ment Co., Inc., Denison, Texas. 

Modu-aire—Air Conditioning Units. 
United States Air Conditioning Corp., 
Philadelphia, Pa. 

Modufl mtrol Systems, Minneapo- 
lis-Honeywell Regulator Co., Minneap- 
olis, Minn. 

Modulite—Skylights. Chemold Co. 
Santa Monica, Calif. 

Modutrol—Duct Damper Motors. Min- 
neapolis-Honeywell Regulator Co., 
Minneapolis, Minn. 

Modu-Wave—Welders. Sciaky Bros. 
Inc., Chicago, IH. 

Mogul—Rust Preventive Chemicals, Wa- 
ter Conditioning Compounds, Soot Re- 
movers, Tank Solvents. North Amer- 
ican — Products Co., Cleveland, O. 

Mogul Kwik-Kleen—Cleaning Com- 
pound. North American Mogul Prod- 
ucts Co., Cleveland, O. 

Moistop—Vapo por Barriers. American 
Sisalkraft Corp., Attleboro, Mass. 
Moisture Magnet—Dehumidifiers. Rem- 
ington Air Cond. Div., Remington 
Corp., Auburn, N. Y. 
Monar—Welding Rod. Corp., 

Philadelphia, Pa. 

Moncrief—Blower-Filter Units, Furnaces, 
Burners, Duct, Grilles, Unit Heaters, 
Pipe and Fittings, Air Conditioning 
Units, Incinerators. Henry Furnace Co., 
Medina, Ohio. 

Monel—Sheets, Plate and Tubing, Elec- 
oe a STS Nickel Co., New 
Yor 


Arcos 


Monend—Welding Rod. Arcos 
Philadelphia, Pa. 
Monite—Humidifier Plates. Cleveland 
Humidifier Co., Cleveland, O. 
Monmouth—Humidifiers. Cleveland Hu- 
midifier Co., Cleveland, Ohio. 
Mono-Block—Furnace Insulation. Bald- 
win Hill Co., Trenton, N. J. 
Monogram—Furnaces. Quincy Stove Mfg. 
Co., Quincy, Ill. 
Monolinc—Refractories. Quigley Co., 
Inc., New York, N. Y. 
Mono Motor—Electric Motoss. Redmond 
Distributors, Inc., Owosso, Mich. 
Monoport—Gas Burners. Modern Con- 
trols Corp., Centerline, Mich. 
Monovent—Roof Ventilators. Burt Mfg. 
Co., Akron, Ohio, 
Morflex—Flexible Couplings. 
Chain Co., Ithaca, N. Y. 
Morlex—Rust Preventives. Carbide and 
Carbon Chemicals Co., Div. Union Car- 
bide and Carbon Corp., New York, 
N. Y. 
Morse Cyclone—Blow Pipe Collectors. 
Goergen-Mackwirth Co., Inc., Buffalo, 


Corp., 


Morse 


|: ie 

Mor-Sun—Oil Burners, Furnaces, Air 
Conditioning Units, Morrison Steel 
Products, Inc., Buffalo, N. Y. 

Mortex—Metal Protective Coatings. J. 
W. Mortell Co., Kankakee, Il. 

Mortite—Caulking and Glazing Com- 
pounds. J. W. Mortell Co., Kankakee, 
Il 


Motorized Draft-O-Stat—Controls. Hot- 
stream Heater Co., Cleveland, Ohio. 

Motorstoker—Stokers and Furnaces. Her- 
shey Motorstokor, Inc., Manheim, Pa. 

Mototurb—Ventilators. Uno Ventilator 
Co., Malden, Mass. 

Moyno—Pumps. Robbins & Myers, Inc., 
Springfield, Ohio. 

M-Pel-Air—Fans, Ventilators, Fan 
Blades. Brookside Products. Co., Inc. 
McCordsville, Ind. 

Muckle-Vents—Roof Ventilators. Muckle 
Mfg. Co., Owatonna, Minn, 

Muelleraire—Furnace Pipe and Fittin 
Small Pipe Heating Systems, Mueller 
Climatrol, Milwaukee, Wis. 

Multiblade—W eldin Fume Exhausters. 
a Blower +» Morton Grove, 


Multiclone—Blow Pipe Collectors. West- 
ric’ Preciatatinn Corp., Los Angeles, 


Multi-duty—Pulleys. Gates Rubber Co., 
Denver, Colo. 

Multi- -Duty—Filters. American Air Fil- 
ter Co., Inc., Louisville, Ky. 

Mulkti- -Duty—Belts. B. F. Goodrich In- 
dustrial Products Co., Akron, O. 
Multi-Max—Punch ae Diamond 

Machine Tool Co., Pico, Calif. 
Multi-Notcher—Notchin Machine. Fall- 
sington Mfg. Co., Fallsington, Pa. 
Multi-Pul—Hoists, Multiple Corp., Day- 
ton, O. 

Multitherm—Air Conditioning Units. 
Clarage Fan Co., Kalamazoo, Mich. 
Multivane—Blowers. Westinghouse Elec- 
tric Corp., Sturtevant Div., Hyde Park, 

Boston, Mass. 
Multi-Vent—Air Diffuser. Pyle-National 
Co., Multi-Vent Div., Chicago, II. 
Murex—Welding Rod. Metal & Thermit 
Corp., New York, N.Y. 
Myka-Disk—Baffles. Insulation & Re 
fractories Co., Webster, N. Y. 


NCG—Soldering and St omg Fo 
Refrigerant Leak elding 
Rods. National Cylinder Gas Co. 
Chicago, III. 
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N-E Hite—Fuel Oil Pumping Systems. 
Robert Barclay, Inc., Chicago, Ill. 
Nairoil—Oil Burners, Combustion Cham- 
bers. National Airoil Burner Co., 

Philadelphia, Pa. 

Nalco—Flux. National Lead Co., New 
York, N. Y. 

NarroWall—Wall Furnaces. Holly Mfg. 
Co., Pasadena, Calif. 

National—Biower-Filter Units, Furnaces, 
Direct Fired Air Heaters. MaGirl 
Foundry & Furnace Co., Bloomington, 
Ill. 

National—Horizontal Furnaces. Stain- 
less & Steel Products Co., St. Paul, 
Mina. 

National—W ater Heaters. Mustee Heater 
Co., Cleveland, Ohio. 

National Champion—Furnaces and Fur- 
mace Type Dryers. National Heater 
Co., Inc., St. Paul, Minn. 

Natur-Temp—Building Insulation. Barn- 
hardt Mtg. Co., Charlotte, N. C. 

Naturzone—Building and Duct Insula- 
tion. Wilson & Co., Inc., Chicago, Ill. 

Nebelastic—Roof Cement, Nebel Mfg. 
Co., Cleveland, Ohio. 

Nebel-Kote—Paint. Nebel Mfg. Co. 
Cleveland, Ohio. 

Nelson—Air Conditioning Units, Base- 
board Diffusers, Furnaces, Stokers. 
Heating Assurance, Inc. Spokane, 

ash. 

Nelweld—Welders. Nelson Stud Weld- 
ing Div., Gregory Industries, Inc., 
Lorain, Ohio. 

Nev-A-Rust—Paints. Glidden Co., Cleve- 
land, Ohio. 

Never-Stain—Aluminum Nails, Roof 
Flashings, Aluminum Wire, Ridge 
Roll, Roofing. Nichols Wire & Alu- 
minum Co., Davenport, Iowa, 

New e—Oil Burners. Breeze 
Corps., Inc., Newark, N. J. 

New Detroit—Draft Gauges. Detroit Air 
Conditioning Service Co., Inc., Nash- 
ville, Mich. 

Nibco—Copper Tube Fittings. Northern 
Indiana ea Co., Elkhart, Ind. 

Nib-Shear—Power Nibber-Shear. H.A. 
Mfg. Co., York, Pa. 

Nickelend—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 

Nickeloid—Sheets. American Nickeloid 
Co., Peru, Ill. 

Nickend—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 

Nicuar—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 

Nicuend—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 

Nifer—Metal Sheets. General Plate Div., 
Metals & Controls, Attleboro, Mass. 
Nite Air—Night Air Cooling Fans. Lau 

Blower Co., Dayton, Ohio. 

Nitectic—Welding Rod. Eutectic Weld- 
ing Alloys Corp., Flushing, N. Y. 

Noah’s Pitch—Waterproofng. Philip 
Carey Mfg. Co., Cincinnati, Ohio. 

No-Bounce—Mallets. Tahlen Hammer 
Co., Seattle, Wash. 

NoDrip—Rust Preventive Chemicals, 
Metal Protective Coatings, Insulation. 
J. W. Mortell Co., Kankakee, Ill. 

No-Dust—Grinders. Hammond Machin- 
ery Builders, Inc., Kalamazoo, Mich, 

No-Fastner—Preformed Metal Sheathing 
Panels. Washington Steel Corp., 
Washington, Pa. 

Non-Clogging—Spray Nozzles. Link Belt 
Co., Chicago, Ill. 

Non-Con-Dux—Cement, Paper, Paste. 
Grant Wilson, Inc., Chicago, IIl. 

Non-Syphoning—Steel Roofing. Inland 
Steel Products Co., Milwaukee, Wis. 

No-Ox-Id—Rust Preventive Chemicals. 
Dearborn Chemical Co., Chicago, IIl. 
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Norblo—Blowers. Northern Blower Co., 
Cleveland, Ohio. 

Northco—Ventilating Systems. A. R. 
Wood Mfg. Co., Luverne, Minn. 

Northern Aire—Air Conditionin 
Great Northern Mfg. Corp., 
Ill. 

Norwalker—Duct and Duct Fittings, Fur- 
maces. Norwalk Air Conditioning 
Corp., South Norwalk, Conn. 

Norwesco—Ducts, Duct Accessories, 
Flashings, Gutters, Conductor, Fur- 
nace Pipe and Fittings, Ridge Rolls, 
Roof Trim. Northwest Metal Prod- 
ucts, Inc., Seattle, Wash. 

Nor’wester—Blowers. Grand Rapids 
Die & Tool Co., Grand Rapids, Mich. 

eo Flux. Midland Paint 
& Varnish Co., Cleveland, Ohio. 

No-Streak—Registers. Rock Island Regis- 
ter Co., Rock Island, Ill. 

No Tar In—Roofing Paint. Rutland Fire 
Clay Co., Rutland, Vt. 

Novoid—Bases, Insulation. National Cork 
Co., Englewood, N. J. 

Nox Soot—Soot Remover. Saginaw Salt 
Products Co., Saginaw, Mich. 

Nu-Air—Fan Blades, Fans, Louvres, Ven- 
tilators. Meier Electric & Machine Co., 
Indianapolis, Ind. 

Nu-Ai or Adsorbers. Charles E. 
Manning Co., Pittsburgh, Pa. 

Nu-Alpina—Gravity Roof Ventilators. 
Inland Steel Products Co., Milwaukee, 
Wis. 

Nu Arce—Arc Welders. Electric Arc, Inc., 
Newark, N. J. 

Nu Braze—Flux. American Silver Co., 
Inc., Flushing, N.Y. 

Nudeck—Roof Cement. United Gilsonite 
Laboratories, Scranton, Pa. 

Nu Galv—Metal Protecting Paint. South- 
= States Iron Roofing Co., Savannah, 

a. 

Nu-Notch—Ventilators. Knowles Mush- 
room Ventilator Co., Upper Montclair, 
N 


Units. 
icago, 


. Fe 
Nupla—Mallets. New Plastic Corp., Hol- 
lywood, Calif. 
Nu-Trojan—Combustion Chambers. A. R. 
Webber Co., Inc., New Haven, Conn. 
NuVac—Furnace Vacuum Cleaners. Em- 
pire Chemical Products Co., Newark, 


N. J. 
Nuweld—Skylight Wire Glass. Blue 
Ridge Glass Corp., Kingsport, Tenn. 
Nu-Wood—Rigid Insulation. Wood Con- 
version Co., St. Paul, Minn. 


Oo 


OEM—Combustion Chambers, Baffles. 
Oil Equipment Mfg. Corp., New Hav- 
en, Conn. 

OK—Grinders. Hammond Machinery 
Builders, Inc., Kalamazoo, Mich. 

O.X.—Punches. Duro-Dyne Corp., New 
Hyde Park, L.I., N. Y. 

Oasis—Dehumidifiers. Ebco Mfg. Co., 
Columbus, Ohio 

Octagon Power—Roof Ventilators. Octa- 
gon Ventilator Co., Chicago, IIl. 

Octogon Siphon—Roof Ventilators, Octa- 
gon Ventilator Co., Chicago, Ill. 

Octopus—Attenuators. Anemostat Corp. 
of America, New York, N. Y. 

Octopus—Exhausters. Chelsea Fan & 
Blower Co., Inc., Plainfield, N. J. 

Ohioan—W ater Heaters. Hotstream Heat- 
er Co., Cleveland, O. 

Oil-A-Fire—Burners, Furnaces. Automat- 
ic Corp., St. Louis, Mo. 

Oil-Aire-Flo—Oil Furnaces. Lennox In- 
dustries Inc., Marshalltown, Iowa. 


Oil Economy—Furnaces. 
Heater Co., Utica, N. Y. 

Oilifter—Oil Burner Fuel Pumps. A-P 
Controls Div., Controls Co. of Amer- 
ica, Milwaukee, Wis. 

Oil-n-Aire—Oil Burners. Breeze Corps., 
Inc., Newark, N. J. 

Oil-O-Matic—Oil Burners, Furnaces. 
Williams Div., Eureka-Williams Corp., 
Bloomington, IIl. 

Oilsaver—Furnaces. The Williamson Co., 
Cincinnati, O. 

Oil-Treet—Fuel Oil Solvents. Saginaw 
Salt Products Co., Saginaw, Mich. 
Ol’Faithful—Humidifiers. Maid-O’-Mist, 

Inc., Chicago, Ill. 

Oneida Royal—Furnaces. Oneida Heater 
Co., Inc., Oneida, N. Y. 

One-Minute—Furnaces. Worsham Co., 
Inc., St. Louis, Mo. 

Out-O-Wall—Registers. Rock Island Reg- 
ister Co., Rock Island, Ill. 

Oxweld—Welding Apparatus. Linde Air 
Products Co., New York, N. Y. 

Ozark—Refractories. A. P. Green Fire 
Brick Co., Mexico, Mo. 

Ozite—Insulation. American Hair & Felt 
Co., Chicago, Iil. 


International 


P/E Veneer—Preformed Metal Sheathing 
Panels. Erie Enameling Co., Erie, Pa. 

PBA Unit—Utility Room Furnace. Do- 
wagiac Steel Furnace Co., Dowagiac, 
Mich. 

P & H—Welding Rods, Electrodes, 
Hoists, Arc Welders. Harnischfeger 
Corp., Milwaukee, Wis. 

P.LV.—Variable Speed Transmissions. 
Link-Belt Co., Chicago, IIl. 

P-K—Nails, Screws. Parker-Kalon Div., 
General American Transportation 
Corp., Clifton, N. J. 

P.K.—Duct Damper Regulators. Duro- 
pes Corp., New Hyde Park, L. IL. 


: we 

PL-210—Flux. Paul-Lewis Laboratories, 
Inc., Milwaukee, Wis. 

PP—Gutter Accessories. Profit Products 
Co., Chicago, Ill. 

PRC—Adhesive Tape for Ducts, Bond- 
ing Adhesives and Waterproofing. 
Products Research Co., Los Angeles, 
Calif. 

Pabco Coolite—Sheet Metal Paint. 
Pabco Products Inc., San Francisco, 
Calif. 

Pacer—Furnaces. Northwest Foundry & 
Furnace Co., Portland, Ore. 

Pacific—Furnaces. W. W. Rosebraugh 
Co., Salem, Ore. 

Pacific—Water Heaters. United States 
Radiator Corp., Detroit, Mich. 

Packaged Weather—Store Coolers. Gen- 
eral Electric Co., Bloomfield, N. J. 

Paint-bond—Bonderized Sheets. United 
States Steel Corp., Pittsburgh, Pa. 

Paintgrip—Metal Sheets. Armco Steel 
Corp., Middletown, Ohio. 

Pak-Ice—Machines, Vilter Mfg. Co., Mil- 
waukee, Wis. 

Palco Wool—Saferized—Insulation. Pa- 
cific Lumber Co., San Francisco, Calif. 

Palmaire—Evaporative Air Conditioning 
Units. Palmer Mfg. Co., Phoenix, Ariz. 

Palm Beach—Controls. National Modula- 
tion Co., St. Paul, Minn. 

Palmetto—Gaskets. Greene, 
Co., North Wales, Pa. 

Panelaire—Wall Furnaces. Payne Co., 
Monrovia, Calif. 

Panelbloc—Direct Fired Heaters. Ther- 
mobloc Div., Prat-Daniel Corp., South 
Norwalk, Conn. 


Tweed & 
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Panelray—Furnaces. Day & Night Mfg. 
Co., Monrovia, Calif. . 
Papico—W ater Heaters. Continental 
Water Heater Co., Los Angeles, Calif. 
Paragon Booster—Water Heaters. Con- 
tinental Water Heater Co., Los Ange- 
les, Calif. ty 
t—Evaporative Air Condition- 
ers. Essick Mfg. Co., Los Angeles, 
Calif. 
Paramount—Flashing. Flemm Lead Co., 
Inc., Long Island City, N. Y. 
Paramount—Hollow Metal Windows. 
Willis Steel Corp., Galesburg, Ill. 
t-Master—Evaporative Coolers. 
Essick Mfg. Co., Los Angeles, Calif. 
Parco—Skylight Lifts. Park City Cornice 
Works, Inc., Bridgeport, Conn. 
Parkway—Furnaces. Heil Co. Milwau- 
kee, Wis. 

Parx LPG—Water Heaters. 
Heater Co., Detroit, Mich. 
Peerless—Adhesives and Caulking Com- 
pounds. Magic Chemical Co., Brock- 

ton, Mass. 

Peerless—Stokers. Eddy Stoker Corp., 
Wheeling, Ill. 

Pee Vee Plastic Sheets. Atlas Min- 
eral Products Co., Mertztown, Pa. 

Pemco—Stainless Firebox Fittings, Baf- 
fles. Oil Equipment Mfg. Co., New 
Haven, Conn. 

Penetrol—Paint. Flood Co., Hudson, 
Ohio. 


Penfield—W ater 


EverHot 


Heater. John Wood 
Co., Conshohocken, Pa. 

Penflex—Flexible Metal Hose and Fit- 
tings. Pennsylvania Flexible Metal- 
lic Tubing Co., Philadelphia, Pa. 

Roof Ventilators. Pennsyl- 
vania Wire Glass Co., Philadelphia, 
Pa. 

il Burners. Penn Boiler & 
Burner Mfg. Corp., Lancaster, Pa. 

Penn-Aire—Furnaces. Union Mfg. Co., 
Inc., Boyertown, Pa. 

Penna—Furnaces. Pennsylvania Furnace 
& Iron Co., Warren, Pa. 

Penn Drake—Rust Preventive Chemicals, 
Fuel Oil Solvents. Pennsylvania Refin- 
ing Co., Ohio Div., Cleveland, O. 

Penn Power—Fans. Penn Ventilator Co., 
Philadelphia, Pa. 

PennSalt—Rust Preventive Chemicals 
and Cleaners. Pennsylvania Salt Mfg. 
Co., Philadelphia, Pa. 

Pentco—Punches & Snips. 
Co., Philadelphia, Pa. 

Perco-Flash—-Water Heaters. Kresno- 
Stamm Mfg. Co., Palisades Park, N. J. 

— Waterproofing. Philip Carey 
Mfg. Co., Cincinnati, Ohio. 

Perfectaire—Air Conditioning Units, De- 
humidifiers, Furnaces, Louvers, Shut- 
ters, Oil Heaters, Heat Recoverers. 
Air Conditioning Engineering Co., 
Cambridge, Mass. 

Perfection—Building Insulation. Riverton 
Lime & Stone Co., Div. of Chadbourn 
Gotham, Inc., Riverton, Va. 

Perfecto—Combustion Chambers. A. P. 
Green Fire Brick Co., Mexico, Mo. 

Perfusaire—Differs, Registers. Auer 
Register Co., Cleveland, O. 

Perim-A-Base—Diffusers, Small Pipe 
Heating Systems. Berger Furnace 
Corp., Belle Vernon, Pa. 

Perima-flo—Meta! Duct and Fittings, Fur- 
nace Pipe and Fittings. Lennox Indus- 
tries Inc., Marshalltown, Ia. 

Permadine—Coating Chemical for Steel 
or Iron Surfaces. American Chemical 
Paint Co., Ambler, Pa. 

Perim-O-Therm—Baseboard Diffusers, 
Registers. Flangeklamp Corp., Buffalo, 
N. Y. 


Penn Tool 
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Perma-Fan—Refrigerating Condensers. 
Drayer-Hanson, Div. of National-U.S. 
Radiator Corp., Los Angeles, Calif. 

Permaglas—Water Heaters. A. O. Smith 
Corp., Permaglas Div., Kankakee, Ill. 

Perma-Ply—Roofing Felt. Owens-Corning 
Fiberglas Corp., Toledo, O. 

Evaporative Coolers. 
Corp., Norwalk, Calif. 

Pet—Electric Buffers, Grinders, Polish- 
ers and Sanders, Electric Drills. Port- 
able Electric Tools, Inc., Chicago, Ill. 

Pet-Re-Nol—Fuel Oil Tank Solvents. 
Norman Chemical Co., St. Paul, Mina. 

Pexto—Metal Workers Machines and 
Tools, Roofers Tools. Peck, Stow & 
Wilcox Co., Southington, Conn. 

Philplug—Caulking Compounds. New 
England Carbide Tool Co., Inc., Med- 


ford, Mass. 
Air-Factors, Inc., 


Pernot 


Phoenix—Registers. 
Monrovia, Calif. 
Phosco—Welding Rod. United Wire & 
Supply Corp., Providence, R. I. 
Phoson—Welding Rod. United Wire & 
Supply Corp., Providence, R. I. 
Phosteem—Rust Preventive Chemicals. 
Neilson Chemical Co., Detroit, Mich. 
Piatt—Controls. Montgomery Products 
Co. Lansing, Mich. 
Pickle Polish—Stainless Cleaner. Amer- 
ican Chemical Paint Co., Ambler, Pa. 
Pilotstat—Gas Pilot Controls. Minne 
apolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 
mtrols. Crown Controls Co., 
_Inc., New Bremen, Ohio. 
Pittsburgh—Sus led Furnaces, Gas 
Fired Unit Heaters. Automatic Gas 
Equipment Co., Pittsburgh, Pa. 
Planetor—Self-Feedi Bit. Price & 
Rutzebeck, Hayward, Calif. 
Planeweld—Welding Rod. Lincoln Elec- 
tric Co., Cleveland, Ohio. 
Plas-Dux—Caulking Compound. Babbitt 
Chemical Specialties Co. New Bed- 
ford, Mass. 
Plasti-Calk—Caulking Compounds. 
— : tlin Co. of America, Detroit, 
ich. 
Plastic Elastigum—Cement. Barrett Div., 
Allied Chemical & Dye Corp. New 
Plastic: tavales ef: 

i crete—Refractories. i 
Co., Inc.. New York, N. Y. Quigiey 
Plastic PB—Cement Barret Div., Allied 

—— - cal & Dye Corp., New York, 


PlastiKon—Rubber Putty. B. F. Good- 

pa Industrial Products Co. Akron, 
io. 

Plastiktrim—Plastic Mouldings, Trim. 
R. D. Werner Co., New York, N. Y. 

Plastilock—Bonding Adhesives. B. F. 
Goodrich Industrial Products Co., 
Akron, O. 

Plastispray—Waterproofing. Liquid Plas- 
tics Corp., Long Island City, N. Y. 

Plastite—Roof Cement. Coopers Creek 
eae Corp., West Conshohocken, 


Plastoid—Caulking Segereks, Furnace 
ucts 


Cement. Plastic P Co., De- 
troit, Mich. 

Playford—Stokers. Rosedale Foundry & 
Machine Co., Pittsburgh, Pa. 

Plexiform—Blowers. Bayley Blower Co., 
Milwaukee, Wis. 

Plica—Metal Hose and Fittings. Flexaust 
Co., New York, N. Y. 

Pliotron—Cleanable Air Filters. Good- 
year Tire & Rubber Co., Inc., Akron, 
Oo 


Polar-Pak—Air Conditioning Units. 
Coleman Co., Inc., Wichita, Kans. 
Polyclad—W aterproofing. Carboline Co., 

St. Louis, Mo. 


li—Metal Protective Coatings. 
Allied Porcenell, Inc., Waukegan, II. 
Porto-Shear—Electric Shears. Black & 
Decker Mfg. Co., Towson, Md. 
Portovent—Flexible Duct. Flexaust Co., 
New York, N.Y. 
Poweraire—Furnaces. Jackson & Church 
Co., Saginaw, Mich. 
Powerbilt—Exhausters. Power Engineer- 
ing Co., Chicago, III. 
Power-Flame—Gas Burners. Siemon Mfg. 
Co., Grandview, Mo. 
Power-Flo—Blowers, Blower Wheels, 
Exhausters. Brookside Products Co., 
Inc., McCordsville, Ind. 
Power-Flow—De Bothezat Fans Div., 
American Machine & Metals, Inc., East 
Moline, IIl. 
as Burners. Jackson & 
Church Co., Saginaw, Mich. 
Powermix—Gas Conversion 
Hutchinson Burner 
Hutchinson, Kans. 
Poweroil—Oil Burners. Jackson & 
Church Co., Saginaw, Mich. 
Power-Pac—Fans. Uno Ventilator Co., 
Malden, Mass. 
Power-Poise—Electric Motors. Brown- 
Brockmeyer Co., Inc., Dayton, O. 
Power mmercial-Industrial Fur- 
maces. Jackson & Church Co., Sagi- 
naw, Mich. 

Powerstat—Gas Pressure Regulating 
Valves. Mercoid Corp., Chicago, Ill. 
Power Vane—Drills. Chica Pneumatic 

Tool Co., New York, N. Y. 
Powrmatic—Furnaces. Water Heaters, 
Oil Burners. Kresno-Stamm Mfg. Co., 
Palisades Park, N. J. 
Precipitron—Electrical Air Cleaners. 
Westinghouse Elec. Corp., Sturtevant 
Div., Hyde Park, Boston, Mass. 
ier-—Welding Rod. American Steel 
& Wire Div., U. S. Steel Corp., Cleve- 
land, Ohio. 
Premier Automatik—Stoker-Fired Air 
Conditioning Furnaces. Premier Fur- 
nace Co., wagiac, Mich. 
urnaces. Premier Fur- 
nace Co., Dowagiac, Mich. 
Premier Master—Furnaces. Premier Fur- 
nace Co., Dowagiac, Mich. 
Pre-Notch—Ducts, Furnace Pipe and Fit- 
tings. Gray Metal Producers, Inc., 
Rochester, N. Y. 
Pre-Pak—Furnaces. Republic Products 


Burners. 


& Mfg. Co., 


Rust Preventive Chemical. 
Neilson Chemical Co., Detroit, Mich. 
Preprite—Rust Preventive Chemicals. 
Neilson Chemical Co., Detroit, Mich. 
Rust Preventive Chemicals. 
Neilson Chemical Co., Detroit, Mich. 
Presstico—Roof Cement, Caulking Com- 
pounds, Paint. Presstite-Keystone En- 
gineering Products Co., Div. of Amer- 
ican-Marietta Co., St. Louis, Mo. 
Presteel—Metal Stampings. Worcester 
Pressed Steel Co., Worcester, Mass. 
Prest-O-Lite—Soldering Torches, Weld- 
ing Equipment. Linde Air Products Co.., 
New York, N. Y. 
Prest-O-Weld—Oxy-Acetylene Me 
Equipment, Torches. Linde Air Prod- 
ucts Co., New York, N. Y. 
Prime-Kote—Roofing Paint. Philip Carey 
Mfg. Co., Cincinnati, Ohio. 
Primco—Hygrometers, Psychrometers, 
Electric Relays, Thermometers and 
Thermostats. Precision Thermometer 
and Instrument Co., Philadelphia, Pa. 
Profilm—Metal Protective Coating. Al- 
lied Porcenell, Inc., Waukegan, III. 
liair—Fans and Ventilators. Rob- 
bins & Myers, Inc., Springfield, Ohio. 
Prop-R-Temp—Heat Pump. Typhoon 
Heat Pump Co., Div. Hupp Corp., 
Tampa, Fla. 
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Protectal—Sheet Metal Paint. Coopers 
Creek Chemical Corp., West Consho- 
hocken, Pa. 

Protecto-glo—C o nt rols. Minneapolis- 
Honeywell Regulator Co., Minneap- 
olis, Minn. 

Protectoline—Rust Preventive Chemicals. 
Magnus Chemical Co., Garwood, N. J 

Protector—Snow Guards. David Levow, 
New York, N. Y. 

Protector—Germicidal Lamps. Merchan- 
dising and Manufacturing Associates, 
Inc., Lancaster, Pa. 

Protectorelay—Oil Burner Relays. Min- 
neapolis-Honeywell Regulator Co., 
Minneapolis, Minn. 

Protektoflex—Duct and Tubing Insula- 
tion. Miracle Adhesives Corp., New 
York, N. Y. 

Psychron—Psychrometers. Friez Instru- 
ment Div., Bendix Aviation Corp., 
Baltimore, Md. 

Pul-Air—Ventilators. Penn 
Co., Philadelphia, Pa. 

Pul-Lift—Hoist, Yale & Towne Mfg. Co., 
Philadelphia, Pa. 

Pullman—Ventilators. 
Co., Philadelphia, Pa. 

Pullmax—Sheet Metal Working Ma- 
chines. American Pullmax Co., Inc., 
Chicago, Ill. 

Pulsatherm—C ontrols. Minneapolis- 
Honeywell Regulator Co., Minneapolis, 
Minn. 

Punch-aire—Aic Conditioning 
Cool-Ette, Inc., Detroit, Mich: 

Punchawl—Tools. Hub Specialty» Co., 
Reading, Mass. 

Punch Pal—Punches. Wilder Mfg. Co., 
Inc., Garmel, Calif, 

Punkah—-Louvers and Shutters, Thermo- 
tank, Inc., Detroit, Mich. 

Pur Air—Odor Absorbers, Filters. Barne- 
bey-Cheney Co., Golumbus, O 

Pure Dure—Water Heaters. Continental 
Water Heater Co., Los. Angeles, Calif. 

Puritron—Air Sterilizers. Ozo Sales 
Corp., New. Haven,. Conn, 

Purox—Oxy-Acetylene Welding Equip- 
ment and nats « rgese Air Products 
Co., New-York, 

Pyralux—Enamels _— Lacquers. E.. I. 
du: Pont de Nemours & Co., Wilming- 
ton, Del, 

Pyratherm—Controls. 
Chicago, Ill. 

Pyrotron—Temperature Recorders. Bailey 
Meter Co.,. Cleveland, Ohio. 


Ventilator 


Penn Ventilator 


Units. 


Mercoid . Corp., 


Q 


Q-Chrome—Insulating Cement. Quigley 
Co., Inc., New York, N. Y. 

Q-Chromastic—Insulating Cement. Quig- 
ley Co., Inc., New York, N. Y. 

Q-Duet—Sound Absorbers. Industrial 
Acoustics Co., Inc., New York, N. Y. 

Q-T Ductliner—Building and Duct In- 
sulation. Celotex Corp., Chicago, Ill. 

Quaker City—Gutters and Gutter Ac- 
cessories, Snow Guards, Conductor 
Pipe and Fittings, Ridge Roll. Berger 
Bros. Co., Philadelphia, Pa. 

Quantrol—Duct Turning Vanes. 
ter & Grille Mfg. Co., Inc., 
N. Y. 

Quick Action—Clamps.,C W R Mfg. Co., 
Morro Bay, Calif. 

Quick-As-Wink—Solenoid Valves, Metal 
Hose, C. B. Hunt & Son, Inc., Salem, 
Ohio. 

Cee Resets Torches. Clayton 
& Lambert Mfg. Co., Louisville Div., 
Louisville, Ky. 


Regis- 
Brooklyn, 
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Quick Heat—Furnaces. American Stove 
Co., St. Louis, Mo. 

Quick Heat—Blowers, Furnaces. Tjern- 
lund Mfg. Co., St. Paul, Minn. 

Quick Heater—Oil Burners, Furnaces, 
Stokers. Quick Furnace & Supply Co., 
Des Moines, Iowa. 

Quick-Set—Roof Cement. Bird & Son, 
Inc., East Walpole, Mass. 

Quick-Set—Dividers and Notchers. Rein- 
er & Campbell Co., Inc., Elizabeth, N. 


Quiet Flame—Oil Burners. Volcano 
ayes Mfg. Inc., New York, N. Y. 
Air Conditioning Units. 
Quiet- Heet Mfg. Corp., Subsidiary of 
Emerson oe & Phonograph Corp., 
Newark, N. J. 
Quiet Zone—Blowers. Palmer Mfg. Co., 
Phoenix, Ariz. 
Quilt—Insulation. 


Samuel Cabot, Inc., 
Boston, Mass. 


RCA-Whirlpool—Dehumidifiers and Air 
Conditioning Units. Sia genes 
IR St, Joseph, Mich 
R & G—Grilles, Register & Grille Mfg. 
Co., Inc., Brooklyn, N 

R & ‘|—Furnace Cement wer Insulation, 
Baffles, Combustion Chambers. Re- 
fractory & Insulation Corp., New 
York, N.Y. 

R & I Moldit Castables—Refractories. 
Refractory & Insulation Corp., New 
York, N. Y. 

R. & M.—Motors, Hoists, Air Condition- 
ing Units.’ Robbins & Meyers, Inc., 
Springfield, Ohio. 

RP—Dust & Grease Filters. Research 
Products Corp., Madison, Wis. 

RPM—Steel Sheets and Roofing. H. H. 
Robertson Co., Pittsburgh, Pa. 

RP Super Handi-Koter—Odor Absorbers. 
Research Products Corp. Madison, 


Wis. 
R-R-M—Hygrometers, 
Thermometers. 
Inc., Cincinnati, Ohio. 
Racine—Stokers. Nelson Bros, & Strom 
Co., Racine, Wis. 
RadianTile—Ducts and Fittings, Cannel- 
ton Sewer Pipe Co., Cannelton, Ind. 


Psychrometers, 
Palmer Thermometers, 


Radiaire—Baseboard Diffusers. York- 
Shipley, Inc., York, Pa. 

Radiaire Base-Heat-—Baseboard Diffusers. 
York-Shipley, Inc., York, Pa. 

Radius Master—Templiates. Rapidesign, 
Inc., Glendale, Calif. 

Radolite—Insulating Cement 
fractories. | Pyrolite 
Cleveland, Ohio. 

Rail Hugger—Hand Hoists. Yale & 
Towne Mfg. Co., Philadelphia, Pa. 

Rainbow—Furnaces. Front Rank Mfg. 
Co., Div. Liberty Foundry Co., St. 
Louis, Mo. 

Ramco—Chimney Caps and Tops, Ven- 
tilators. Royal-Apex Mfg. Co., Inc., 
Brooklyn, N. Y. 

Ramex—Pneumatic Hammers. E. V. 
Nielsen, -Inc., Stamford, Conn. 

Ramfeed—Stokers. Canton Stoker Corp., 
Canton, Ohio. 

Ranarex—CO, Analyzers. 
New York, N. Y. 

Ranchief—Furnaces. Conco Engineering 
Works, Heating and Air Conditioning 
Div., Mendota, Ill. 

Range-Ventor—Fans, Vent Hoods. Uni- 
versal Blower Co., Birmingham, Mich. 

Rawl-Anchors—Bolts. Rawiplug Co., 
Inc., New Rochelle, N. Y. 


and Re- 
Products Co., 


Permutit Co., 


Rawl-Drive—Expansion Bolts. Rawlplug 
Co., Inc., New Rochelle, N. Y. 

Rawl Hammer-Set—Bolts. Rawlplug Co., 
Inc.. New Rochelle, N. Y. 

Rawl-Tapers—Expansion Bolts. Rawl- 

plug Co., Inc., New Rochelle, N. Y. 

Rawl ‘Toggie Bolts—Bolts. Rawlplug 
Co., Inc., New Rochelle, N. Y. 

Raymaster—Refrigerant Leak Detectors. 
George W. Gates & Co., Inc., Frank- 
lin Sq., L. 1, N.Y. 

Reco—Fans, Motors, Buffers, Relays and 
Switches. Reynolds Electric Co., River 
Grove, Ill. 

Recoy—Air Conditioning Units, Cooling 
and Heating Coils, Refrigerating Con- 
densers. Refrigeration Economics Co., 
Inc., Canton, Ohio. 

Red Cap—Spinner Ventilator. 
Ventilator Co., LaGrange, Ind. 

Red Crown—Domestic Water Heaters. 
Hynes & Cox Electric Corp., Water- 
vliet, N. Y. 

Red Devil—Furnace Cement. 
Paint Co., Philadelphia, Pa. 
Reddy-On—Furnace Door Closer. Leisur- 
Maid Mfg. Corp., Grand Rapids, Mich. 
Red End—Hack Saw Blades. Simonds 
Saw & Steel Co., Fitchburg, Mass: 
Redi-Flo—Registers. Detroit Float Co., 
Air Conditioning Products Div., De- 

troit, Mich. 

Redi-Set—Sheet Metal Workers’ |. Tools. 
Whitney Metal Tool Co., Rockford, 
lil. 

Red Metal—Roof Paint. Rutland Fire 
Clay Co., Rutland, Vt 

Red-Reading-Mercury—Hygrometers, Psy- 
chrometers and Thermometers. Palmer 
Thermometers, Inc., Cincinnati, Ohio. 

Red Seal—Sheets. Benjamin Wolff and 
Co., Chicago, Ill. 

Red Streak—Shear Blades. Simonds Saw 
& Steel Co., Fitchburg; Mass. 

Red Tang—Metal Files. Simonds Saw & 
Steel Co., Fitchburg, Mass 

Red*: Top—lInsulation. United States 
Gypsum Co., Chicago, Ill. 

Red Top—Thermostats. H-B Instrument 
_Co., Philadelphia, Pa. 

Red X—Cleaners and Polishers. Turco 
Products, Inc., Los Angeles, Calif. 

Regal—Roofing Cement, Roofing Felt. 
Johns-Manville, New York, N. Y: 

ReGalv—Cold Galvanizing Compounds. 
RotoMetals, San Francisco, Calif. 

Registrite—Plastic Panels’ and Sheets. 
Campco Div., Chicago Molded Prod- 
ucts Corp., Chicago, Hl. 

Rego—Brazing Torches. National Cylin- 
der Gas Co., Chicago, III. 

Reillaloy—Furnace Repair Parts. Pitts- 
burgh Furnace Parts Co., Pittsburgh, 
Pa. 

Reito—Humidifier Valves. Reitman Mfg. 
Co., Oakland, Calif. 

Rely-on—Caulking Compounds. 
strong Co., Chicago, Iil. 

Renu-glas—Air Filters. American Air 
Filter Co., Inc., Louisville, Ky. 

Repco—Furnaces. Republic Products 
Co., Philadelphia, Pa. 

Republic—Induced Draft Blowers, Fur- 
naces, Conversion Gas Burners, In- 
cinerators, & Heat Recoverers. Auto- 
gas Co., Bellwood, Ill. 

Republic-Taylor—Terne Roofing Pilates. 
Republic Steel Corp., Cleveland, Ohio. 

Resiscote—Paint. Reilly Tar & Chem- 
ical Corp., Indianapolis, Ind. 

Rev-flo—Furnaces. Sequoia Mfg. Co., 
San Carlos, Calif, 

Revolving—Ventilator. Accurate Sheet 
Metal & Mfg. Works, Chicago, Ill. 

ey my Ventilators. Burt Mfg. 
Co., Akron, Ohio 


Warner 


Pecora 


Arm- 
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Revolving Ventilators—Vent Caps. Ac- 
curate Sheet Metal & Mfg. Works, 
Chicago, Ill. 

Rex—Bearings, Fans, Fan Blades, Blow- 
et-Filter Units, Blowers, Blower 
Wheels. Air Controls Inc., Cleveland, 
Ohio. 

Rex—Bearings and Nozzles. Chain Belt 
Co., Milwaukee, Wis. 

Rex—Water Heaters. Cleveland Heater 
Co., Cleveland, Ohio. 

Rex—Roof Flashing. Simplex Mfg. Co., 
Fond du Lac, Wis. 

Rex-Airate—Fans, Blowers, Ventilators. 
Air Controls, Inc., Cleveland, Ohio. 
Rex-Air-Pak—Blower Units. Air Con- 

trols, Inc., Cleveland, Ohio. 

Arc Welders, Welding Rods. 
Sight Feed Generator Co., West Alex- 
andria, Ohio. 

Corp., 


Rexco—Refractories. 

Walled Lake, Mich. 

Rex-Flex—Flexible Duct, Flexible Metal 
Hose and Fittings. Flexonics Corp., 
Maywood, Ill 

Rexide—Metal Protecting Paint. A. C. 
Horn Co., Inc., Long Island City, N. Y. 

Rex Junior—Welders. Rex Welder Co., 
Kansas City, Mo. 

Rexoil—Oil Burners and Furnaces, Reif- 
Rexoil, Inc., Buffalo, N. Y,. 

Rex-Tube—Flexible Duct, 
Corp., Maywood, Ill: 

Rex-Weld—Flexible Duct. 
Corp., Maywood, Ill. 

Rex-Weld Unimetal—Flexible 
Flexonics Corp., Maywood, III. 

Rexwelders—Spot Welders, Rex Welder 
Co., Kansas City., Mo, 

Rezistal—Stainless Steels. Crucible Stee! 
Co. of America, Pittsburgh, Pa. 

Rheotrol—Horizontal Oil Burners, Breese 
Burner, Inc., ‘Chicago, -Ill. 

Rhinamel—Enamels. Tropical Paint Co., 
Cleveland; Ohio. 

Rhino—Compounds, Paint, Pecora, Paint 
Co., Philadelphia, Pa. 

Rhodes Universal—Sheet Metal Work- 
ing, Machines. U.S, Tool & Die, Incy 
Sharpsburg, |Pa. 

Rice—Furnace Brushes. Worcester Brush 
&' Scraper Co., Div..Mason Worcester 
Brush Co., Worcester, Mass. 

Richducts—Non-Metallic Duct. |The 
Richkraft Co., Chicago, IL, 

Richflex—Building Insulation. The Rich- 
kraft Co., Chicago, Ill. 

Rid-All—Odor Adsorbers, Abbeon Sup- 
ply Co., Jamaica, N.Y. 

Rid All—incinerators. Schwab. Furnace 
Co.,, Milwaukee, Wis. 

Ridge—Ventilators. Penn Ventilator Co., 
Philadelphia, Pa. 

Ridgevent—Roof Ventilators. 
Ventilator Co., Chicago, III. 

Ridgolator—Ridge Roof 
Klaver Mfg. Co. Dubuque, Iowa. 

Riflex Flexible Hose and Fittings. 
United bg Pa Co., Inc., Long 
Island City, N 

Rigid- PVC Plastic Tubing. Easton Plas- 
tics Products Co., Inc., Easton, Pa. 

Rigid-Tex—Metal Sheets. Rigidized 
Metals Corp., Buffalo, N.Y. 

Rip-o-Lin—Enamels, Glidden Co., Cleve- 
land, Ohio. 

Rippl—Paint. Hilo Varnish Corp., Ever- 
ett, Mass. 

Ripple Fin—Coils. McQuay, Inc., Min- 
neapolis, Minn. 

Rival—Conductor Straps. David Levow, 
New York, N.Y 

River Breere—Exhausters and Fans. 
Kloppenborg Aluminum Fdry.; Daven- 
port, Iowa. 

Riviera—Gas Water Heaters. American 
Appliance Mfg. Corp., Santa Monica, 
Calif. 


RexRoto 


Flexonics 
Flexonics 


Hose. 


Octagon 


Ventilator, 


American ARTISAN, January 1957 


Rivnut—Blind Fasteners. B. F. Good- 
rich Industrial Products Co., Akron, 
Miracle 


Ohio. 

R-Mir-Dek—Paint. Adhesives 
Corp., New York, N.Y 

Robinson—Presses. New Albany Ma- 
chine Mfg. Co., New Albany, Ind. 

Robot—Thermostats. Méiller-Harris In 
strument Co., Milwaukee. Wis. 

Rock Cork—Insulation. Johns-Maanville, 
New York, N.Y. 

Roesch—Clamps. C W R Mfg. Co., Mor- 
ro Bay, Calif. 

Roll-O-Mat—Filters. American Air Filter 
Co., Inc., Louisville, Ky. 

Roof Flange—Flashing. Eagle-Picher Co., 
Cincinnati, Ohio. 

Roofkoter—Paint. Tropical Paint Co., 
Cleveland, Ohio. 

Rotary—Ventilators. 
Cleveland, Ohio. 

Roto—Insulating Cement and Combus- 
tion Chambers, Rex-Roto Corp., De- 
troit, Mich. 

Roto-Clone—Dust. Collectors. American 
Air Filter Co., Inc., Louisville, Ky. 
Rotoflame—Oil Burners. Oil Equipment 
Laboratories, Inc., Elizabeth, N. J. 
Rotojet—Nozzles. Binks Mfg. Co., Chi- 

cago, Ill. 

Rotomet—Flux. RotoMetals, San Fran- 
cisco, Calif. 

Rotometric—Solder. 
Francisco, Calif. 

Royal—Furnaces. Hart. & Crouse Corp., 
Oneida, N. Y. 

Royal—Furnaces. Chattanooga Royal Co., 
Chattanooga, Tenn. 

Royal—Ventilators. Penn Ventilator Co., 
Philadelphia, Pa. 

Royal—Water Heaters. 
Co.,; Inc., LaPorte, Ind. 

Royal Blue—Acid and Furnace Brushes. 
Schaefer Brush Mfg. Co., Milwaukee, 

is. 

Royal Clipper—Metal Cutter. Merchan- 
dising and Manufacturing Associates, 
Inc., Lancaster, Pa. 

Rubah—Paints,, Waterproofing. Alfred 
Hague & Co., Inc., Brooklyn, N.Y. 
Rubber - in - Shear—Viabration Isolating 
4 gem Korfund Co., Long Island City, 


Swartwout Co. 


RotoMetals, San 


Bastian-Morley 


Rubyfuid-—Solder, Soldering Flux, Ruby 
Chemical Co., Columbus, Ohio. 

Rusco—Air Conditioner Window Panels, 
Windows. F.. CG, Russell “Co., Cleve- 
land, Ohio. 

Rust Bloc No. 20—Coating. Turco Prod- 
ucts, Inc., Washington, D. C 

Rustrem—Aluminum Paint. Speco, Inc., 
Cleveland, Ohio. 

Rust Sol—Metal Cleaner. Kiem Chemi- 
cals, Inc., Dearborn, Mich. 

Rysdon—Ventilators. Sioux Steel -Co., 
Sioux Falls, S. D. 


Ss 


SC—Bearings. Dodge Mfg. Corp., Mish- 
awaka, Ind. 

SCM—Bearings, Dodge Mfg. 
Mishawaka, Ind. 

S.D.T. Freeze Proof—Coils. John J. 
Nesbitt, Inc., Philadelphia, Pa. 

S-E—Gravity Roof Ventilators. Hirsch- 
man-Pohle Co., Inc., LeRoy, N. Y. 

SGP—Gas Conversion Burners. Security 
Mfg. Co., Kansas City, Mo. 

S. I. S—Cement. Barrett Div., Allied 
Po & Dye Corp., New York, N. 


Corp., 


S-L__Bas Folders, Nibblers, Slitting Ma- 
chines. St. Louis Tool Co., St. Louis, 
Mo. 


S.R.P. 75—Sheet Metal Paint. L. Sonne 
born Sons, Inc., New York, N. Y. 

S.R.P. 87—Sheet Metal Paint. L. Sonne- 
born Sons, Inc., New York, N. Y. 

ST-type—Gas Burner Pilots. John Zink 
Co., Tulsa, Okla. 

SaberSaw—Saw Attachment. Thor Power 
Tool Co., Chicago, Il. 

Saf-Aire—Furnaces. Stewart-Warner 
Corp., U. S. Machine Div., Indianap- 
olis, Ind. 

Safe-Hi—Ladder Shoes. Rose Mfg. Co., 
Denver, Colo. 

Safe-T-Matic—Masonry Nail Driver. 
Safety Nail Driver Corp., Clifton, N.J. 

Safety §S Warehouse Trucks. 


ilhouette— 
Yale & Towne Mfg. Co., Philadelphia, 


Pa, 

St. Louis—Stoker. Ormsby-Osterman Co., 
St. Louis, Mo. 

Sairset—Refractories. A. P. Green Fire 
Brick Co., Mexico, Mo. 

Sal-Mo—Cement, Insulation, Flexible 
Duct Connections, Asbestos Paper, 
Paste, Non-Metallic Sheets. Sall Moun- 
tain Div., Nicolet Industries, Inc., 
Hamilton, Ohio. 

t—Roofing . Felt. Johns-Man- 
ville, New York, N.Y. 

Samco—Cement. Standard Asbestos Mfg. 
Co., ‘Chicago, Ill. 

Samco—Floor. Furnaces. Samuel Stamp- 
ing & Enameling Co,,. Chattanooga, 
Tenn. 

Samco—lIncinerators. .Syrall Mfg. Co., 
Syracuse, N. Y. 

Sampson—Furnace Brushes. Worcester 
Brush & Scraper Co. Div. Mason 
Worcester Brush Co,, Worcester, 
Mass. 

Sand-Banum—W ater Conditionets. Amer- 
ican Sand-Banum Co., Inc., Freeport, 

Y 


N. Y. 

Santolene—Fuel Oil Solvent. Monsanto 
Chemical Co., St. Louis, Mo. 

Saran--Cleanable Air Filters. Time 
Tested Products Co., Houston, Tex. 

Satanite—Refractories. A, P. Green Fire 
Brick Co., Mexico, Mo. 

Saturol—Fuel Oil Tank Solvents. Oakite 
Products. Inc., New York, N.Y, 

Sav-A-Tank—Rust Preventive. Sudbury 
Laboratory, South Sudbury, Mass. 

Sav-Haf—Oil Burners. Breeze Corp. 
Inc., Newark, N. J. 

Saw Gun—Portable Hack Saw. Mid- 
States Welder Mfg. Co., Chicago, Ill, 
Sax—Oil’ ‘Burners, Aldrich Co., “Wyo- 

ming, IIl. 

Schild-Bilt—Attic Fans. Fresh’ Air Cir- 
culator Co.; Houston, Tex. 

Schmidt—Soldering and Brazing Torches. 
Minn-Kota Foundry & Mfg. Co., Far- 
go, N. D. 

Sco-Co—Roof Cement, Caulking Com- 
pounds, Paint, Waterproofing. South- 
port Paint Co., Savannah, Ga. 

Scotsman—Gas Burners, Furnaces. Queen 
Stove Works, Inc., Albert Lea, Minn. 

Screw-Tite—Nails. Independent Nail & 
Packing Co.,; Bridgewater, Mass. 

Scrugun—Automatic Screw Driver. Black 
& Decker Mfg. Co., Towson, Md. 

Sealap—Rvofing —— Johns-Manville, 
New York, N 

Seal sehdeenaediines, Stephens-Adam- 
son Mfg. Co., Aurora, Ill. 

Sealtight—Roof Cement, Caulking Com- 
pounds, Roofing Felt. W. R. Meadows, 
Inc., Elgin, Til. 

Seal-Tite—Registers. Char-Gale Mfg. 
Co., Minneapolis, Minn. 

Seasonmaker—Air Conditioning Units, 
Evaporative Coolers. McQuay, Inc., 
Minneapolis, Minn. 

Seasonmaster—Air Conditioning Units. 
McQuay, Inc., Minneapolis, Minn. 
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Security—Paint, Vapor Barriers, Caulk- 
ing Compounds and Felt Roofing. Na- 
tional Mfg. Corp., Tonawanda, N. Y. 

Security—Furnaces, Water Heaters. Rasch 
Mfg. Corp., Kansas City, Mo. 

Seilon—Plastic Panels, Non-Metallic 
Sheets. Seiberling Rubber Co., Plastics 
Div., Newcomerstown, O. 

Selectair—Air yee S Units. S. T. 
Johnson Co., Oakland, Calif. 

Select-O-Speed—Variable Speed Trans- 
missions. Lovejoy Flexible Coupling 
Co., Chicago, Ill. 

Selectric—Storage Water Heaters. Bas- 
tian-Morley Co., Inc., LaPorte, Ind. 
Selfweld—Welding Rod. Lincoln Electric 

Co., Cleveland, O. 

Sells—Bearings. Royersford Foundry & 
Machine Co., Royersford, Pa. 

Semco—Sheet Metal Working Machines. 
a ang Machine Co., Inc., Elizabeth, 


N. J. 

Sems——Sheet Metal Screws. Shakeproof 
Div., Illinois Tool Works, Elgin, Ill. 
Sensatherm—Thermostats. Mercoid Corp., 
Chicago, Ill. 
Sensitrol—Electric Relays. Weston 

Electrical Instrument Corp., Subsidiary 

of Daystrom, Inc., Newark, N. J. 
Sentinel—Water Heaters. General Wa- 

ter Heater Corp., Burbank, Calif. 
Barometric Dam Tank 
Gauges. Krueger Sentry Gauge Co., 
Green Bay, Wis. 
Master—Truck Bodies. McCabe 
Powers Auto a St. Louis, Mo. 
Service-Twins—T Bodies. McCabe 
Powers Auto Body Co., St. Louis, Mo. 
Awnings. Cramer Mfg. Co., 

Canton, O 


Shafer—Bearings. Chain Belt Co., Mil- 
waukee, Wis. 

Shaft-King—Variable Speed Transmis- 
sions, American Pulley Co., Philadel- 
phia, Pa. 

Shallo-Well—Floor Furnace. Oran Co., 
Columbus, Ohio. 

Shear-Flex—Vibration Isolating Bases 
and Pads. b- aa Mountings, Inc., 
Corona, N. Y 

Shelby—Tubing. National Tube Div., U. 
S. Steel Corp., Pittsburgh, Pa. 

il Burners. Metromatic Mfg. 
Co., Medford, Mass. 

Shield-Arc—Welding Rod, Welders. Lin- 
coln Electric Co., Cleveland, Ohio. 

Shipley—Air . ~ 7 “es Units. York- 
Shipley, Inc., York, Pa 

Shock Absorbing—Pillow Blocks. Tri- 
angle Mfg. Co., Oshkosh, Wis. 

Electric Buffers, Grinders, 
Polishers and Sanders, Electric Drills. 
— Electric Tools, Inc., Chicago, 


= Furnaces. John Zink Co., Tulsa, 

a. 

Shower-Proof—Paint. Calbar Paint & 
Varnish Co., Philadelphia, Pa. 

Shur-Flo—Draft Boosters. Walker Mfg. 
and Sales Corp., St. Joseph, Mo. 

Shur Grip—File and Solder Iron Handles. 
Duro Byoe Corp., New Hyde Park, 

Shurproof—Burner and Control Tester. 
Scully Signal Co., Melrose, Mass. 

Shut-O-Vent—Louvers and Shutters. Reed 
Unit-Fans, Inc., New Orleans, La. 

Sierra Air—Evaporative Coolers. Inter- 
national Sales Co., San Francisco, Calif. 

Sievert—Soldering Furnaces and Torches. 
J. A. Sanders, Fulton, N. Y. 

Sil-Bond—Silver Solder. United Wire & 
Supply Corp., Providence, R. I. 

Silent—Blowers. Air Conditioning Equip- 
ment Co., Minneapolis, Minn. 

Silent Duct—Flexible Duct Connections. 
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Elgen Mfg. Corp., Long Island City, 
N. Y 


Silent-glow—Oil Burners. Caloroil Burn- 
ers Corp., Hartford, Conn. 

Silent Korth—Oil Burners. Eckhart Mfg. 
Co., Inc., Union, N. J. 

Silentride—V Belts. Zatko Metal Prod- 
ucts Co., Euclid, O. 

Silentvane—Blowers. Westinghouse Elec- 
tric Corp., Sturtevant Div., Boston, 


Mass. 

Sil-Flux—Flux. United Wire & Supply 
Corp., Providence, R. I. 

Sil-Fos—Solder. Handy & Harman, New 
York, N. Y. 

Silicon Bronze—Bolts. Chase Brass & 
Copper Co., Inc., Waterbury, Conn. 
Siloo—Fuel Oil Tank Solvent. Petroleum 
io sods Corp., New York, N. Y. 

—_ L. B. Allen Co., 

oy Chicago, I 

guinea eeden Rakdee. L. B. Allen Co., 
Inc., Chicago, Iil. 

Silver Steel—Band Saw and Hack Saw 
Blades. E. C. Atkins & Co., Indian- 
apolis, Ind. 

Sil Weld—Solder. aes ee Al- 
loys Corp., Flushing, N. 

Simplex—Vise. meal ll Mfg. 
Co., Urbana, O. 

Sim-trol—Barometric Dampers. Simplex 
is. © Co., Fond du Lac, Wis. 

Sioux—D rills, Grinders, Metal Spray 
Guns, Sanders. Albertson & Co., Inc., 
_ Sioux City, Iowa. 

pee Washers. American 

. Detroit, Mich. 
ve Insulation. Amer- 
ican “ies Sah Corp., Attleboro, Mass. 
Blast—Roof Ventilators. Robbins & 
yers, Inc., Springfield, O. 
entilators. Acme 
uipment Co. of Oklahoma, Inc., Mus- 
kogee, Okla. 
oe The PAM Co., Port- 


re. 
is R Felt. Johns-Manville, 
New York, N. Y. 
. Dodge Mfg. Corp., 


oe 





Slim Jim—Air Conditioning Units. Air 
Products, St. Louis, Mo. 
‘Motors. Sterling Electric Mo- 
tors, Inc., Los Angeles, Calif. 
ilding Insulation. U. S. Pipe 
& Foundry Birmin, oe Ala. 
—Fuel Oil Tank Solvent. Metro- 
ag itan noes Co., Inc., Long Island 
ty, N 
smiths Chest Benders. R. E. Smith, 
Waukegan, Iil. 
ite—Insulation. Insulite Div., 
Minnesota and Ontario Paper Co., Min- 
neapolis, Minn. 

Snap Action—Humidifier Valves. Mc- 
Donnell & Miller, Inc., Chicago, Ill. 
Snaplok—Furnace Pipe. "Reeves Steel & 

Mfg. Co., Dover, Ohio. 
Snap-On—Gutter Guards. Lockhart Mfg. 

Corp., Detroit, Mich. 
Snap-Rite—Ducts, Pipe and Fittings. 

— Metal Products, Inc., Rochester, 


Snaptite—Gutter Fittings. Berger Mfg. 
rot Republic Steel Corp., Canton, 


C.L.B. Co., Houston, 


a ae Coolers. Palmer 
Mfg. Corp., Phoenix, Ariz. 

Sno-fluf—Evaporative Cooler Mats. Pal- 
mer Excelsior, Inc., Phoenix, Ariz. 

Solder. L. B. Allen Co., Inc., 

Chicago, Ill. 

Sod-R-Braze—Soldering Torches. WNa- 
tional Cylinder Gas Co., Chicago, IIl. 

Softite—Steel Sheets. Wheeling Steel 
Corp., Wheeling, W. Va. 


Soipit Filters 


Softweld—Welding Rod. Lincoln Elec- 
tric Co., Cleveland, O 
Sola-Flame—Oil Burners. East Coast 

Co., Boston, Mass. 

Solder Paint—Solder. Fluxolder Products 
Co., Detroit, Mich. 

Solderprep—Flux for Steel. 
Chemical Co., Detroit, Mich. 

Solex—Heat Insulating Windows. Pitts- 
burgh Plate Glass , Pittsburgh, Pa. 

Sol-Flux—Soldering Flux. Klem Chemi- 
cal Works, Dearborn, Mich. 

Solvex—Cleaning Compound. Chemical 
Solvent Co., Birmingham, Ala. 

Sonite—Caulking — ag Smooth- 
on Mfg: Co., Jersey City, N. J. 

Sonoairduct—Non-metallic Ducts. Sonoco 
Products Co., Construction Products 
Div., Hartsville, S. C. 

Sonoai -XP—Non-metallic Ducts. So- 
noco Products Co., ion Prod- 
ucts Div., Hartsville, S. C. 

Sonolastic—Asphalt Paint. L. Sonneborn 
Sons, Inc., New York, N. Y. 

Soot a Way—Soot Remover. Amber-Rose 
Industries, Chicago, Ill. 

Soot Destroyer—Soot Removers. Sid Har- 
vey, Inc., Valley Stream, N.Y. 

Soot Master—Furnace Vacuum Cleaners. 
Master-Craft Supply Co., Inc., Haver- 
straw, A 

ide—Soot Remover. Metro ~ oy 
i Co., Ine., Long Island City, 


Neilson 


Soroco—Chimney Caps one Tops. South- 
— Roofing Co., 


.. Southbridge, 


Southaire—Furnace Pipe and Fittings, 
Stokers, Furnaces. E. E. Souther Iron 
Co., St. Louis, Lo - n 

ver—Suspend urnaces. Payne 
Co., Monrovia, Calif. 
Electrodes. sag ge Prod- 
ucts Co., Inc., Jersey City, N. J. 

Special—Furnaces. The Williamson Co., 
Cincinnati, O. 

Special X—Flux. Industrial Service Lab- 
oratories, Milwaukee, Wis. 

Idering Flux. Pfanstiehl Chem- 

ical Co., Waukegan, Ill. 
Clamps—Sheet Metal Fastenings. 
— Products, Inc., Cleveland, 


aa Clipe—Spring Steel Fastenings. 

| ea gee roducts, Inc., Cleveland, 
io 

Drills—Drills. Speedway Mfg. 

Co., Div. of Thor Power Tool Co., 


Chicago, IIl. 

i tinders. Speedway 
Mfg. Co., Div. of Thor Power Tool 
Co., Chicago, Ill. 

Speed Grips—Sheet Metal Fastenings. 
| neues Products, Inc., Cleveland, 

oO 

Speedheater—Gas Unit Heaters. West- 
inghouse Electric Corp. Sturtevant 
Div., Hyde Park, Boston, Mass. 

Speedmaster—Water Heaters. Handley- 
Brown Heater Co., Jackson, Mich. 

Speed Motors—Electric Motors. Speed- 
way Mfg. Co., Div. of Thor Power 
Tool Co., Chicago, Ill. 

SpeedNuts—Pronged Nuts, Sheet Metal 
Fastenings. Tinnerman Products, Inc., 
Cleveland, Ohio. 
ppeedomax—Recorders. Leeds & North- 
rup Co., Philadelphia, Pa. 

Speed Polishers—Polishers. Speedway 
Mfg. Co., Div. of Thor Power Tool 
Co., Chicago, Il. 

Speed Sand Sanders. Speedway Mfg. 
Co., Div. of Thor Power Tool Co., 
Chicago, Ill. 

Speed-Trol—Transmissions, Motors. Ster- 
ling — Motors, Inc., Los Ange- 
les, Calif. 
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Speedy-Cals—Name Plates. North Shore 
Nameplate, Inc., Bayside, L.I., N. Y. 
Spic-Span—Furnace Vacuum Cleaners. 

Premier Co., St. Paul, Minn. 
Spinner—Ventilators. Inland Steel Prod- 
ucts Co., Milwaukee, Wis. 
Spintex—I ns ulation. Johns-Manville, 


New York, N. Y 

Spiratube—Flexible Duct and Non-Me- 
tallic Fittings. Flexible Tubing Corp., 
Guilford, Conn. 

Spirovane—Fans. Western Blower Co., 
Seattle, Wash. 

Split-Aire—Air Conditioning Units. Penn 
Boiler & Burner Mfg. Corp., Lancaster, 


Pa. 

Spongex—Vibration Isolating Pads, Tub- 
ing Insulation, Seals for Registers. B. 
F. Goodrich Co., Sponge Products 
Shelton, Conn. 

Spot-Aire—Air Conditioning Units. 
Drayer-Hanson, Div. of National-U.S. 
Radiator Corp., Los Angeles, Calif. 

Spraco—Spray Guns, Humidifiers, Noz- 
zles, Air Washers. Spray Engineering 
Co., Somerville, Mass. 

Spra-Rite—Nozzles. Binks Mfg. Co., 
Chicago, Ill. 

Spray-Acoustic—Insulation. Sprayo-Flake 
Co., Chicago, Ill 

Spray-Cote—Insulation. 
Company, Chicago, Ill. 

Sprayit—Paint Guns. Thomas Industries 
Inc., Electric Sprayit Div., Sheboygan, 
Wis. 

Spray Pak—Paint. Chase Products, Inc., 
Broadview, Ill. 

Spray-Seal—Insulation. Sprayo-Flake Co., 
Chicago, I 

Spraywelder—Metal Spray Guns. Wall 
Colmonoy Corp., Detroit, Mich. 

Spray Wheel—Air Washers, Evaporative 
Coolers. Mountain States Equipment 
Co., Denver, Colo. 

Spread Heat—Gas Conversion Burners. 
Barber Mfg. Co., Cleveland, O 

Spring-Flex—Vibration Isolating Bases 

Pads. Vibration Mountings, Inc., 
Corona, N. Y. 

Springin—Toggle Bolts. ~ Expansion 
Bolt Co., New York, N 

Spunsteel— Pulleys. Spun Steel Corpora- 
tion, Canton, Ohio. 

Spur "Geared—Hand Hoists. Yale & 
Towne Mfg. Co., Philadelphia, Pa. 

Squarehed—Aluminum Nails, Independ- 
—_ aoa & Packing Co., Bridgewater, 


Sprayo-F lake 


Seiten Ridge Roll, Roofing. Southern 
States Iron Roofing Co., Atlanta, Ga. 

Stable-Arc—Welding Rod. Lincoln Elec- 
tric Co., Cleveland, Ohio. 

Stainlend—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 

Stainless 20—Stainless Clad Sheets. Lu- 
kens Steel Co., Coatesville, Pa. 

Staintrode—Welding Rod. Eutectic 
Welding Alloys Corp., Flushing, N.Y. 

Stainweld—Welding Rod. Lincoln Elec- 
tric Co., Cleveland, 

Stak Heat-Reclaimer—Heat Recoverer. 
Heat Reclaimer Mfg. Div., Dolin Metal 
Sales Corp., Brooklyn, N. Y. 

Stamco—Metal Duct, Furnace Pipe, Fit- 
tings. Cincinnati Stamping & Furnace 
Co., Cincinnati, Ohio. 

Standard—Roof Ventilators. 
Co., Akron, Ohio. 

Standard—Snow Guards. 
Lewisburg, Pa. 

Standard—Furnace. Farris Furnace Co., 
Springfield, Ill. 

Standard—Furnaces. Home Furnace Co., 
Holland, Mich. 

Standard—Furnaces. Williamson Heater 
Co., Cincinnati, Ohio. 

Standard I.F.B—Combustion Chambers. 


Burt Mfg. 


Cromley’s, 
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A. P. Green Fire Brick Co., Mexico, 


Mo. 

Standard Speedmaster—Gas Water Heat- 
ters. Handley-Brown Heater Co., Jack- 
son, Mich. 

Standard Stationary—Ventilators. Allen 
Ventilator Div., Production Planning 
Co., Rochester, Mich. 

Standforated—Grilles. Standard Stamp- 
ing & Perforating Co., Chicago, Ill. 

Star—Hack Saw Blades. Clemson Bros., 
Inc., Middletown, N. Y. 

Star—Oil Burners. Mechanical Products 
Co., Seattle, Wash. 

Stark—Furnaces. Hess-Snyder Co., Mas- 
sillon, Ohio. 

Sta-Steel—Soldering Flux. London Chem- 
ical Co., Melrose Park, Ill. 

Statick—V entilators. Hirschman-Pohle 
Co., Inc., LeRoy, N. Y. 

Staxausters—Ventilators. Allen Venti- 
lator Div., Production Planning Co., 
Rochester, Mich. 

Staynew—Air Filters. 
Rochester, N. Y. 

Steel Cable—V-Belts. Goodyear Tire & 
Rubber Co., Inc., Akron, Ohio. 

Steelco—Gutter Guards. Steele Mfg. Co., 
Ashland, Ky. 

Steelfab—Squaring Shears & Presses 
Highland Engineering Co., Santa Mon- 
ica, Calif. 

Steelfin—Heating Coils. New York 
Blower Co., Chicago, Ill. 

Steeltectic—Welding Rod. Eutectic Weld- 
ing Alloys Corp., Flushing, N. Y. 

Steelweld—Sheet Metal Working Ma- 
chinery. Cleveland Crane & Engineer- 
ing Co., Wickliffe, Ohio. 

Steep-Slope—Fireplace Draft Dampers. 
Bennett-Ireland, Inc., Norwich, N. Y. 

Sterling Beader—Beading Machines. 
Robertson Machine and Foundry, Buf- 
falo, N. Y. 

Brakes, Benders. Ward Ma- 
chinery Co., Chicago, Ill. 

Stic-Tite—Cement. Refractory & Insula- 
tion Corp., New York, N. Y. 

Stok-A-Timer—Stoker Controls. Mer- 
coid Corp., Chicago, II. 

Stokerator—Domestic Stokers. Northern 
Steel & Stoker Corp., Peoria, Ill. 

Stoker-Disk—Baffles. Insulation & Re 
fractories Co., Webster, N. Y. 

Stokerelay—Relays. Minneapolis-Honey- 
well Regulator Co., Minneapolis, Minn. 

Stokoi—Stokers. Eddy Stoker Corp. 
Wheeling, Ill. 

Stonewell—Asbestos-Cement Board. Rub- 
eroid Co., New York, N. Y. 

Stop-It—Waterproofing. Tamms Indus- 
tries Inc., Chicago, Ill. 

Storm-Pruf—Oil Burner Vent Caps. Bear- 
lee Products Co., Green Bay, Wis. 
Stormseal—Sheet Metal Roofing. Amer- 
ican Steel & Wire Div., United States 
Steel Corp., Cleveland, Ohio; United 

States Steel Corp., Pittsburgh, Pa. 

Stormtight—Roof Cement and Paint. L. 
Sonneborn Sons, Inc., New York. 

Stowaway—Suspended Furnaces. Lennox 
Industries Inc., Marshalltown, Iowa. 

Strato Cap—Roof Ventilators. Ryniker 
Steel Products Co., Billings, Mont. 

Streamjet—Water Nozzles. Spraying Sys- 
tems Co., Bellwood, III. 

Streamline—Ridge Ventilators. 
Robertson Co., Pittsburgh, Pa, 

Streamline—Copper Tvbing and Fittings, 
Dehydrators, Heat Exchangers, Flux, 
Solder, Welding Rod, Valves. Mueller 
Brass Co., Port Huron, Mich. 

Streamlined—Combustion Chambers. A. 
P. Green Fire Brick Co., Mexico, Mo. 

Streamliner—Directional Flow Registers. 
Auer Register Co., Cleveland, Ohio. 

Strongbarn—Corrugated Steel Roofing. 


Dollinger Corp., 


H. H. 


ore City Steel Co., Granite City, 


Stronghold—Nails. Independent Nail & 
Packing Co., Bridgewater, Mass. 

Structo: Plastic Panels. International 
Molded Plastics, Inc., Cleveland, O. 

Floor Furnace. Holly Mfg. Co., 

Pasadena, Calif. 

Stubby—Furnace Vacuum Cleaners. Em- 
pire Chemical Products Co., Newark, 


x * 
Stud-Pak—lInsulation. United States Min- 
eral Wool Co., Stanhope, N. J. 
StyroFoam—Building Insulation. Dow 
Creek 


Chemical Co., Midland, Mich. 

Styx—Roof Cement. Coopers 
+ errr Corp., West Conshohocken, 

a. 

Sullvyne-Clad—Protective Coated Steel 
Sheets. O'Sullivan Rubber Corp., Win- 
chester, Va. 

ire—Portable Oil Heaters for 
Space Heating. Clayton Mfg. Co., El 
Monte, Calif. 


Sun—Air Conditioning Units. J. V. Pat- 
ten Co., Sycamore, Ill. 


ee ‘Standard Appliance 
a Inglewood, Calif. 

Sun Fuel Master—Conversion Burners, 
Condensing Units, Furnaces. J. V. Pat- 
ten Co., Sycamore, IIl. 

Sun-Glow—Furnaces. Mortemp  Div., 
Mechanical Products Co., Seattle. 

Heating and Air Condition- 
ing Units. Crane Co., Chicago, Ill. 

Super—Furnaces. The Williamson Co., 
Cincinnati, O. 

Super—Hangers and Fittings. Royal- 
Apex Mfg. Co., Inc., Brooklyn, N. Y. 
Super—Heaters. Evans Products Co., De- 

troit, Mich. 

Super—Plastic Furnace Lining. Walsh 
Refractories Corp., St. Louis, Mo. 
Superair—Air Co itioning Furnaces. St. 

Louis Furnace Mfg. Co., St. Louis, Mo. 

Super Cycle—Electric Tools. Chicago 
Pneumatic Tool Co., New York, N. Y. 

Super Dragon—Furnace Vacuum Clean- 
ers. Empire Chemical Products Co., 
Newark, N. J. 

Super Ebontex—Waterproofing. Philip 
Carey Mfg. Co., Cincinnati, O. 

Super Filter Coat—Filter Coating Oil. 
— Products Corp., Madison, 

is 

Superfin—Furnaces and Unit Heaters. 
American Fdry. & Furnace Co., Bloom- 
ington, Ill. 

a ae L. O. F Glass 
Fibers Co., Toledo, O. 

Super Finish Stic-Tite—Insulating Ce- 
ment. Refractory & Insulation Corp., 
New York, N. Y. 

SuperFirma—Gravity Roof Ventilators. 
seoaennen Retie Co., Inc. LeRoy, 


Superflame—Blowers, Gas Burners, and 
Furnaces. Queen Stove Works, Inc., 
Albert Lea, Minn. 

Super-Flo—Fans. John Zink Co., Tulsa, 


Super-F1lo—Refrigerant Dehydrators. 
Remco, Inc., Zelienople, Pa. 

Superflo—Furnaces. The Payne Co., Mon- 
rovia, Calif. 

Superflux—Soldering Flux. Paul-Lewis 
Laboratories, Inc., Milwaukee, Wis. 
Super-Hearth—Refractories. Insul-Lyte 
Corp., Div. of Plibrico Co., River 

Rouge, Mich. 
Superior—Enamels. Blue Ridge Talc 
Co., Inc., Henry, Va. 
Superior—Blowers. American Foundry 
& Furnace Co., Bloomington, IIl. 
Superior—Storage Water Heaters. Bas- 
tian-Morley, Inc., LaPorte, Ind. 





Superior—W ater Heaters. Crane Co., Chi- 
cago, Ill. 

Super-Jet—Soldering Torches. Fusion En- 
gineering, Cleveland, Ohio. 

Supermetic—Compressors. Servel, Inc., 
Evansville, Ind. 

Super-Por-Seal—W aterproofing. Truscos 
Laboratories, Detroit, Mich. 

Super Powerhouse—Insulating Cement. 
Baldwin-Hill Co., Trenton, N. J. 

Super Red Streak—Furnace Cleaners. Na- 
tional Super Service Co., Toledo, 
Ohio. 

Super Saw—Power Saws. RCS Tool 
Corp., Bloomington, III. 

Super-Set—Gas Conversion Burners. 
Downing Steel Products Co., Dayton, 
oO. 

Super Sioux—vVentilators. Sioux Steel 

Co., Sioux Falls, $. D. 

Super 66—Insulation. Eagle-Picher Co., 
Cincinnati, Ohio. 

Super Slugger—Electric Power Hammers. 
Noble & Stanton, Inc., Bedford, Ohio. 

Super Speed—Mouldings and Trim. Ap- 
pleton Supply Co., Inc., Appleton, Wis. 

Super Suction—Furnace Vacuum Clean- 
ers. National Super Service Co., 
Toledo, O. 

Supertemp—lInsulation. Eagle-Picher Co., 
Cincinnati, Ohio. 

SuperTwist—Dust Recovery Bags. Mas- 
ter-Craft Supply Co., Inc., Haverstraw, 
N. Y 


Super X—Sheets. Western Brass Mills 
Div., Olin Mathieson Chemical Corp., 
East Alton, Ill. 

Supreme—Combustion Chambers. Sand- 

erg Mfg. Co., Portland, Ore. 

Supreme—Enamels. Blue Ridge Talc Co., 
Inc., Henry, Va. 

Supreme—Furnaces. Agricola 
Co., Inc., Gadsden, Ala. 

Supreme—Furnaces. McPherson Furnace 
& Supply Co., Portland, Ore. 

Supreme Everdur—Gas Water Heaters. 
General Water Heater Corp., Bur- 
bank, Calif. 

Supreme Steel—Gas Water Heaters. Gen- 
— Water Heater Corp. Burbank, 
Calif. 

Sure Draft—Chimney Tops. H. C. Little 
Burner Co., Inc., San Rafael, Calif. 
Suredrane—Roofing. Reeves Steel & Mfg. 

Co., Dover, O. 

Surefit—Ducts, Fittings, Furnace and 
Smoke Pipe. Henry Furnace Co., 
Medina, Ohio. 

Surety—Roofing Felt. Philip Carey Mfg. 
Co., Cincinnati, Ohio. 

Sureweld—Welding Rod, Welders. Na- 
tional Cylinder Gas Co., Chicago, Ill. 

Sutco—Fractional HP Electric Motors. 
O. A. Sutton Corp., Wichita, Kans. 

Swanee—Galvanized Shingles. Berger 
Mfg. Div., Republic Steel Corp., Can- 
ton, Ohio. 

Swish—Cleaning Compound. Montgom- 
ery Chemical Co., Jenkintown, Pa. 
Sylphon—Thermostats. Fulton Sylphon 
Div., Robertshaw-Fulton Controls Co., 

Knoxville, Tenn. 

Symentrex—Waterproofing. A. C. Horn 
Co., Inc., Long Island City, N. Y. 

Syncrogear—Motors. U. S. Electrical 

Motors, Inc., Los Angeles, Calif. 


T 


TFC—Welding Rod. Tennessee Fabricat- 
ing Co., Memphis, Tenn. 

T-Flo—Dehydrators. Ansul Chemical! Co., 
Refrigeration Div., Marinette, Wis. 

CW Control—Controls. Tork 

Clock Co., Mt. Vernon, N. Y. 

Table-Top—Water Heaters. Handley- 
Brown Heater Co., Jackson, Mich. 


Furnace 
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Table Top—Water Heaters. Continental 
Water Heater Co., Los Angeles, Calif. 

Tag—Controls, Hygrometers, Recorders, 
Psychrometers, Thermometers. Weston 
Electrical Instrument Corp., Newark, 
N. Y 


Tamanite—Metal Conditioner. Tamms In- 
dustries Inc., Chicago, Ill. 
Tamco—Ventilators. Tiffin Art Metal 
Co., Tiffin, Ohio. 
Tam-Putty—Caulking Compound. Tamms 
Industries Inc., Chicago, Hl. 
Tamtex—Paint. Tamms Industries Inc., 
Chicago, Ill. 
Tank-O-Meter—Gauges. Uehling Instru- 
ment Co., Paterson, N. J. 
Taperlock—Fan & Motor Pulleys. Dodge 
Mfg. Corp., Mishawaka, Ind. 
Tapgun—Portable Electric Tapper. Black 
& Decker Mfg. Co., Towson, Md. 
Tarbestos—Roofing Paint. Philip Carey 
Mfg. Co., Cincinnati, Ohio. 
Teejet-—Water Nozzles. Spraying Sys- 
tems Co., Bellwood, Ill. 
Tee Joint—Duct and Duct Accessories. 
Inland Steel Products Co., Milwaukee, 


Wis. 

Teletrol—Controls. Airgard Mfg. Co., 
Chicago, Ill. 

Tel-Tru—Psychrometers, Thermometers, 
Air Testing Instruments. E. Vernon 
Hill & Co., Lake Geneva, Wis. 

Temlock—Insulation. Armstrong Cork 
Co., Lancaster, Pa. 

Tempmaster—Thermostats. Crown Con- 
trols Co., Inc., New Bremen, Ohio. 

Tempo—Brazing Torches. American 
Products Corp., Chicago, III. 

Tempoint—Thermometer. Bachararch In- 
dustrial Instrument Co., Pittsburgh, 


Pa. 

TempRdAir—Diffusers and Registers. 
General Automatic Products Corp., 
Baltimore, Md. 

Temp-R-Izer—Gas_ Burners. Laharco 
Industries Inc., Minneapolis, Minn. 
‘emprobe—Indicating Thermometers. 
ery Engineering Corp., Union, 


rz 
Tempscribe—Portable Temperature Re- 


corder. Bacharach Industrial 
ment Co., Pittsburgh, Pa. 
Tenneseal—Sheet Metal Roofing. Ten- 
nessee Coal & Iron Div., U. S. Steel 
Corp., Fairfield, Ala. 
Tensilend—Welding Rod. Arcos Corp., 
Philadelphia, Pa. 
Tensulate—Insulation, 
ucts & Chemical 
Tenn. 
TePee—Burners, Furnaces. Thermo-Prod- 
ucts, Inc., North Judson, Ind. 
Tergitol—Cleaning Compounds. Carbide 
& Carbon Chemicals Co., Div. Union 
a & Carbon Corp., New York, 


Instru- 


Tennessee Prod- 
Corp., Nashville, 


Tesamoll—Filter Frame Sealing Gaskets. 
United Mineral & Chemical Corp., New 
York, N. Y. 

Texan—Water Heaters. Hotstream Heat- 
er Co., Cleveland, Ohio. 

Texrope—-V-Belts. Allis-Chalmers Mfg. 
Co., Milwaukee, Wis. 

Tharco—Furnace Cement. 
strong Co., Chicago, III. 

Thawzone—Dehydrators. Stewart Indus- 
tries Inc., Clifton, N. J. 

Therma-Cals—Cabinet and Casing Hard- 
ware. North Shore Nameplate Inc., 
Bayside, L. I., N. Y. 

Thermaflex—Flexible Du 
Duct Fittings. Flexible 
Guilford, Conn. 

Thermalite—Paint. Tropical Paint Co., 
Cleveland, Ohio. 

Thermalcad—Electrical Relays. Monitor 
Controller, Rockland, Mass. 


The Arm- 


Non-metallic 
ubing Corp., 


Therm-A-Neered—C 0 ntrols. Westing- 
house Electric Corp., Pittsburgh, Pa. 
ter—Furnaces. Thatcher Fur- 
nace Co., Garwood, N. J. 
Thermidaire—Blowers, Furnaces. E. K. 
Campbell Co., Kansas City, Mo. 
Ther-Mist—Nozzles. TOT Towers, Inc., 
Houston, Tex. 
rmo—Furnaces. American 
Co., St. Louis, Mo. 
Thermoanemometer—Anemometer. Will- 
son Products, Inc., Reading, Pa. 
Vienin tase ok be ee Diffusers. 
Gerwin Industries, Inc., Thermo-Base 
Div., Michigan City, Ind. 
Thermo-Bord—Non-Metallic Sheets. 
Philip Carey Mfg. Co., Cincinnati, O. 
Thermo-D ri p—Humidifier. Automatic 
Humidifier Co., Cedar Falls, Iowa. 
Therm-o-glo—Insulating Cement. WNa- 
tional Fuel Conservation Co., Inc., 
Freeport, N. Y. 
Thermograph—Temperature Recorders. 
Friez Instrument Div., Bendix Avia- 
tion Corp., Baltimore, Md. 
Thermo-Humidigraph—H umidity Re- 
corders. Bristol Co., Waterbury, Conn. 
Thermoil-Granodine—Coating Chemical 
for Steel or Iron Surfaces. American 
Chemical Paint Co., Ambler, Pa. 
Thermo Lo—Brazing Flux. Farrelloy Co., 
Philadelphia, Pa. 
Thermopane—Insulated Glass Window 
Panels. L. O. F Glass Fibers Co., To- 
ledo, O. 
ilot—Controls. General Con- 
trols Co., Glendale, Calif. 
Thermoseal—Windows. F. C. Russell 
Co., Cleveland, Ohio. 
Thermoswitch—Controls. 
Ashland, Mass. 
Thermotex B—Insulating Cement, Water- 
proofing. Philip Carey Mfg. Co., Cin- 
cinnati, Ohio. 
Therm-otrol—Thermometers. Wheelco 
Instruments Div., Barber-Colman Co., 
Rockford, Til. 
Vent—Duct Dampers. 
Vent Co., Bettendorf, Ia. 
Thermowall—Baseboard Diffusers. Ry- 
niker Steel Products Co., Billings, 
Mont. 
Thinline—Air Conditioning Units. Gen- 
eral Electric Co., Major Appliance 
Div., Room Air Conditioner Dept., 
Louisville, Ky. 
Thin-Man—Registers. Register & Grille 
Mfg. Co., Inc., Brooklyn, N. Y. 
Third-Way—Air Conditioning Units. 
Remington Air Conditioning Div., 
Remington Corp., Auburn, N. Y. 
Thorobred—V_ Belts. Dayton Rubber 
Co., Dayton, O. 
Three-Phase—Welders. Sciaky Bros., 
Chicago, Ill. 
370 Special—Paints. Thompson & Co., 
Oakmont, Pa. 

Thulman—Prefabricated Chimneys. Chim- 
ney Sales Corp., Washington, D. C. 
Thunder-Core—Hammer bits. New Eng- 

land Carbide Tool Co., Inc., Med- 
ford, Mass. 
Thunder-Jet—Fans. Belco 
Inc., St. Louis, Mo. 
Thunder-Twist—Carbide Tipped Bits, 
Chuck Wrenches. New England Car- 
bide Tool Co., Inc., Medford, Mass. 
Ti-Co—Sheets and Steel Roofing. Inland 
Steel Co., Chicago, Ill. 
Time-O-Switch—Time 
neapolis-Honeywell 
Minneapolis, Minn. 
Timerelay—Relays. Minneapolis-Honey- 
well Regulator Co., Minneapolis, Minn. 
Ti-Namel—Vitreous Enameling Alloy 
— Sheets. Inland Steel Co., Chicago, 


Furnace 


Fenwal, Inc., 


Damp- 


Industries, 


Switches. Min- 
Regulator Co., 
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Tin-Ezy—Flux. Johnson Mfg. Co., Inc., 
Mount Vernon, Ia 

Tinezy—Solder. Farrelloy Co. Inc., 
Philadelphia, Pa. 

Tinner’s Red—Paint. Pittsburgh Plate 
Glass Co., Pittsburgh, Pa. 

Tinol—Soldering Flux. American Solder 
& Flux Co., Philadelphia, Pa. 

Tin Weld—Solder. Eutectic Welding Al- 
loys Corp., Flushing, N. Y. 

Titekote—Steel Sheets. Reeves Steel & 
Mfg. Co., Dover, O. 

Tite-Lite—Caulking Compound. Trus- 
con Laboratories, Detroit, Mich. 

Titelock—Duct and Duct Accessories, 
Gutter Accessories, Furnace Pipe and 
Fittings. Inland Steel Products Co., 
Milwaukee, Wis. 

Titeseal—Furnace Cement. Radiator Spe- 
cialty Co., Charlotte, N. C 

Toastmaster—Electric Water 
McGraw Electric Co., 
Chicago, Ill. 

Tobin Bronze—Plates and Welding Rod. 
American Brass Co., New York, N. Y. 

Tocoseal—Roof Cement. Tropical Paint 
Co., Cleveland, Ohio. 

Tool Line—Grinders. Brown-Brockmeyer 
Co., Inc., Dayton, O. 

Toolmaster—Sheet Metal Working Ma- 
chines. Fidelity Tool Supply, Inc., 
Camden, N. J. 

Topseal—Sheet Metal Fastenings. Fab- 
ricated Products Co., West Newton, 


Pa. 
Torchweld—Torches. National Cylinder 
Gas Co., Chicago, Ill. 
Toridaire—Furnaces. Fraser and Johns- 
ton Co., San Francisco, Calif. 
Torkmaster—Switches. Tork Clock Co., 
Inc., Mt. Vernon, N. Y 
Tork Clock 


Heaters. 
Clark Div., 


Torkotherm—Thermostats. 
Co., Inc., Mt. Vernon, N. Y 

Tornado—Furnace Vacuum Cleaners. 
Breuer Electric Mfg. Co., Chicago, Ill. 

Torrid Furnaces. Lennox Indus- 
tries, Inc., Marshalltown, Iowa. 

Totalume—Aluminum Paint. Wilbur & 
Williams Co., Brighton, Mass. 

Totrust—Paints, Enamels. Wilbur & 
Williams Co., Brighton, Mass. 

Town & Country—Air Conditioning 
Units, Furnaces. Conco Engineering 
Works, Heating and Air Conditioning 
Div., Mendota, Il! 

Trace—Leak Detectors. Stewart Indus- 
tries Inc., Clifton, N. J. 
Tramrail—Hoists, Monorails. 
Crane & Engineering Co., 

Ohio. 

Transite—Asbestos Duct, Asbestos Sheet. 
Johns-Manville, New York, N. Y. 

Transitop—Non-Metallic Sheets. Johns- 
Manville, New York, N. Y. 

Transparent—CO, Analyzers. F. W. 
Dwyer Mfg. Co., Michigan City, Ind. 

Trapit—Fuel Oil Filters. A-P Controls 
Div., Controls Co. of America, Mil- 
waukee, Wis. 

Trentweld—Steel Tubing. Crucible Steel 
Co. of America, Pittsburgh, Pa. 

Tribloc—Hoists. Ford Chain Block Div., 
American Chain and Cable Co., Inc., 
York, Penn. 

Triclene—Metal Cleaner. E. I. du Pont 
de Nemours & Co., Inc., Wilmington, 
Del 


Cleveland 
Wickliffe, 


Trico—Draft Diverters, Furnaces, Duct 
and Duct Accessories, Furnace Pipe 
and Fittings. Tri-State Heating Supply 
Inc., Fort Wayne, Ind. 

Tri-Flex—Grilles, Registers. Tuttle & 
Bailey Div. of Allied Thermal Corp., 
New Britain, Conn. 

Tri-Flux—Soldering Flux. W olf e -Kote 
Co., Sheboygan, Wis. 


Trilene—Plastic Panels and Sheets. 
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Campco Div., Chicago Molded Prod- 
ucts Corp., Chicago, Ill. 

Tripl-Aire—Registers and Grilles. Hart 
& Cooley Mfg. Co., Holland, Mich. 

Triple A—Paints. Quigley Co., Inc., 
New York, N. Y. 

Triple Jet—Gas-Oil Conversion Burners. 
Hutchinson Burner & Mfg. Co., 
Hutchinson, Kans. 

Triple-Lok—Copper Tube Fittings. 
Parker Appliance Co., Cleveland, Ohio. 

Tripl-Lock—Roofing Nails. The Denis- 
ton Co., Chicago, III. 

Trofferlite—Diffusers. Pyle-National Co., 
Multi-Vent Div., Chicago, Ill. 

Tro-Laire—Wall Furnaces. San Carlos 
Mfg. Co., San Carlos, Calif. 

Trona—Refrigerants. American Potash & 
Chemical Corp., Los Angeles, Calif. 

Tropicalk—Caulking Compounds. Tropi- 
cal Paint Co., Cleveland, Ohio. 

Tropic Breeze—Furnaces. Dalzen Mfg. 
Co., St. Clair, Mich. 

True-Spot—Smoke Testers. Bacharach In- 
dustrial Instrument Co., Pittsburgh, 


a. 

Truflex—V Belts. Gates Rubber Co., Den- 
ver, Colo. 

Truflex—Solder. General Plate Div., 
Metals & Controls Corp., Attleboro, 


Mass. 
Truliradiant—Gas Burners. Sullivan 
Valve & Engineering Co., Butte, Mont. 
Trunkline—Ducts and Duct Fittings. 
Norwalk Air Conditioning Corp., 
South Norwalk, Conn. 
Truscon—Windows. Republic Steel 
Corp., Cleveland, O. 
Trussteel—Damper Clips. U. S. Register 
Co., Battle Creek, Mich. 
Tub-Caulk—Caulking Compounds. Mira- 
cle Adhesives Corp., New York, N. Y. 
Tube-O-Flux—Flux. American Products 
Corp., Chicago, Il. 
Tuff-Bond—Adhesives. Goodloe E. 
Moore, Inc., Danville, Il. 
Tuf-Flex—Hack Saw Blades. Méillers 
Falls Co., Greenfield, Mass. 
Tuff-Weld—Insulation Fastenings. Good- 
loe E. Moore, Inc., Danville, Il. 
Turbine Rotary—Ventilators. Western 
Engineering & Manufacturing Co., 
Los Angeles, Calif. 
Turbo—Air Washers. Bayley Blower 
Company, Milwaukee, Wis. 
Turbo-Base—Ventilators. Uno Ventilator 
Co., Malden, Mass. 
Turbovane—Blowers. Westinghouse 
Electric Corp., Sturtevant Div., Bos- 
ton, Mass. 
Twin-Fyr—Oil Burner. 
Inc., Newark, N. J. 
Two-Drain—Steel Rooft Inland Steel 
Products Co., Milwaukee, W Wis. 
Two-Tank-T—Fuel Filters. Robert Bar- 
clay, Inc., Chicago, Ill. 
Tygon—Metal Protecting Paint. United 
States Stoneware Co., New York, N. Y. 
Tyl-Lyke—Steel Roofing and Siding. 
Continental Steel Corp., Kokomo, Ind. 
Tymotherm—Thermostats. Tork Clock 
Company, Inc., Mount Vernon, N. Y. 


Breeze Corps., 


U.D.D.—Tubing. United Wire & Supply 
Corp., Providence, R, I. 

U-G-L—Furnace Cement. United Gilson- 
ite Laboratories, Scranton, Pa. 

UMCO—Furnaces. Union Mfg. Co., 
Boyertown, Pa. 

U.S.—Oil Conversion Burners and Burn- 
er Parts. Carlin Co., Wethersfield, 
Conn. 


US.-Carlin—Oil Conversion Burners 
and Burner Parts. Carlin Co., Wethers- 
field, Conn. 

USG—Built-Up Roofing and Roof Ce- 
ment and Paint. United States Gypsum 
Co., Chicago, III. 

USRC—Registers, 
United States 
Creek, Mich. 

USS—Steel Products. National Tube Co., 
Pittsburgh, Pa.; Tennessee Coal and 
Iron Div., Fairfield, Ala.; United States 
Steel Corp., Pittsburgh, Pa. 

Ucilon—Sheet Metal Paint. United 
Chromium, Inc., New York, N. Y. 

Ultralite—Duct and Furnace Insulation. 
=e Bacon Mfg. Co., Kansas City, 


Damper Regulators. 
Register Co., Battle 


Ulers. Matic—Insulation Blowing Ma- 
chines. Universal Insulating Machine 
Co., Van Wert, O 

Unichrome—Sheet Metal Paint. United 
Chromium, Inc., New York, N. Y. 

Uniclosed—Motors. U. S. Electrical Mo- 
tors, Inc., Los Angeles, Calif. 

Unicoil—Air Conditioning Units. 
age Fan Co., Kalamazoo, Mich. 

Unicon—Condensers. Kramer 
Co., Trenton, N. 

Uni-Core—Solder. 
Jersey City, N. J. 

Unifil—Insulation. Robinson Insulation 
Co., Great Falls, Mont. 

Unifilter—Fuel Oil Filters. General 
Filters, Inc., Novi, Mich. 

Uni-Flo—Sound and Volume Control 
Mixing Units, Grilles, Registers & Air 
Diffusers. Barber-Colman Co., Rock- 
ford, Ill. 

Uniflow—Purnaces. Williams 
Co., Buena Park, Calif. 

Unimatic—Welding Rod. Eutectic Weld- 
ing Alloys Corp., Flushing, N. Y. 

Uninotch—Sheet Metal Working Ma- 
chines, Punch Products Corp., Niagara 
Falls, N. Y. 

Union—Incinerators. 
Syracuse, N. Y. 

Unipunch—Bench Punches. Punch Prod- 
ucts Corp., Niagara Falls, N. Y. 

Unishear—Portable Electric Shears. Stan. 
ley Electric Tool Div., Stanley Works, 
New Britain, Conn. 

Unisorb—Bases and Pads. Felters Co., 
Boston, Mass. 

Unitaire—Air Conditioning Units, West- 
inghouse Electric Corp., Air Condi- 
tioning Div., Staunton, Va. 

Unitaire—Gas Furnaces. Hammel Ra- 
diator Eng. Co., Los Angeles, Calif. 

Unitherm—Air Conditioning Units. Clar- 
age Fan Co., Kalamazoo, Mich. 

Uni-Tile—Combustion Chambers. Insu- 
ane & Refractories Co., Webster, 


Clar- 


Trenton 


j. 
Alpha Metals, Inc., 
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Syrall Mfg. Co., 


UniTrane—Air Conditioning Units. The 
Trane Co., LaCrosse, Wis. 

Universal—Angle Benders. Hossfeld Mfg. 
Co., Winona, Minn. 

Universal— Waterproofing. Philip Carey 
Mfg. Co., Cincinnati, Ohio. 

Universal—Furnaces. Cory Mfg. Co., 
Greensburg, Pa. 

usAIRco—Air Conditioning Units, Blow- 
ers and Blower-Filter Units, Coils, 
Grilles, and Blower Wheels. United 
States Air Conditioning Corp., Phila- 
delphia, Pa 

U-Set—Snips and Shears. W. H. Comp- 
ton Shear Co., Newark, N. J. 

Utilaire—Furnaces. Berger Furnace Corp., 
Belle Vernon, Pa. 

Util-i-Torch—Soldering Torches. Turner 
Brass Works, Sycamore, I 

Utility—Fan Ventilator. Arex Co., Chi- 
cago, Ill. 
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U Tube—Water Heaters. Handley Brown 
Heater Co., Jackson, Mich. 


Vv 


V.B.—Building Insulation. Barrett Div., 
Allied Chemical & Die Corp., New 
York, N.Y. 

VP-Ex—Roof Ventilators. New York 
Blower Co., Chicago, Ill. 

V & S Drive—Variable Speed Trans- 
missions. Reliance Electric & Engi- 
neering Co., Cleveland, O. 

V & S Jr—Variable Speed Transmis- 
sions. Reliance Electric & Engineer- 
ing Co., Cleveland, O. 

Vacu-Flo—Steel Tubing. H-P Products 
Inc., Louisville, O. 

Valcalox—Damper Regulators. Young 
Regulator Co., Cleveland, Ohio. 

Valdura—Caulking Compounds, Paint. 
American-Marietta Co., Chicago, Ill. 

Valley Forge—Cement. Ehret Magnesia 
Mfg. Co., Valley Forge, Pa. 

Valvent—Ventilators. Swartwout Co., 
Cleveland, Ohio. 


Vanco—Flashing, Skylights and Venti- 


lators. E. Van Noorden Co., Boston, 
M 


ass. 

Van-Cor—Plastic Ducts, Sheets, Tubing. 
Colonial Plastics Mfg. Co., Subsidi: 
Van Dorn Iron Wor 
re) 


Co., Cleveland, 


Vane Rail—Duct Turning Vanes. Duro- 
Dyne Corp., New Hyde Park, L. IL, 
N. Y 


ber neg leaning Compounds. Garman 

.. Inc., St. Louis, Mo. 

Evaporative Humidifiers. 
kuttle Mfg. Co., Milford, Mich. 
Vaporene—Rust Preventive Chemicals, 
Water Conditioning Compound. Met- 
ropolitan Refining Co., Inc., Long Is- 

land City, N. Y. 

Vaporite—Humidifiers. Automatic Hu- 
midifier Co., Cedar Falls, Iowa. 

Vapor-Oil—Burners and Furnaces. Metro 
Metal Mfg. Co., Holt, Mich. 

Va —Vapor Barriers. McLaurin- 

ngier Co., Needham Heights, Mass. 

Vaporstop—Vapor Barriers. American 
Sisalkraft Corp., Attleboro, Mass. 

Varidrive—Motors, Transmissions. U. S. 
Electrical Motors, Inc., Los Angeles, 
Calif. 

Vari-Pitch—Speed Changers. Allis-Chal- 
mers Mfg. Co., Milwaukee, Wis. 
Vaultmaster—Air Conditioning Units. 
Walter Haertel Co. Minneapolis, 

Minn. 

V-Crimp—Roofing. Inland Steel Prod- 
ucts Co., Milwaukee, Wis. 

Veco—CO; Analyzers. Victory Engineer- 
ing Corp., Union, N. J. 

Veelos—V-Belts. Manheim Mfg. & Belt- 
ing Co., Manheim, Pa. 

Velometer—Air Velocity Meters. Illinois 
Testing Laboratories, Inc., Chicago. 
Til. 

Ventalarm Gauge—Fuel Tank Signal 
Gauge. Scully Signal Co., Melrose, 
Mass. 

Ventalarm Signal—Fuel Oil Tank Gages. 
Scully Signal Co., Melrose, Mass. 

Ventbestos—Flexible Duct Connections. 
Venttabrics, Inc., Chicago, Ill. 

Ventdome—Roof Ventilators. Wasco 
Products, Inc., Cambridge, Mass. 

Ventfab—Flexible Duct Connections. 
Ventfabrics, Inc., Chicago, Ill. 

Ventglas—Flexible Duct Connections. 
Ventfabrics, Inc., Chicago, IIl. 

Vent-O-Lite—Skylights. Vent-O-Lite Co., 
Chicago, Ill. 
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Ventura—Fans, Ventilators. American 
Blower Corp., Detroit, Mich. 

Venturette—Roof Ventilators. Uno Ven- 
tilator Co., Malden, Mass. 

Venturi-Flo—Air Diffusers. Barber-Col- 
man Co., Rockford, Ill. 

Venturi-Top—Roof Ventilators, Chimney 
Caps and Tops, Vent Caps. Walker 
Mfg. & Sales Corp., St. Joseph, Mo. 

Ventvinyl—Flexible Duct Connections. 
Ventfabrics, Inc., Chicago, Ill. 

Vermiculite—Insulation. International 
Vermiculite Co., Girard, Ill. 

Vernois—Furnace Repair Parts. Mt. 
Vernon Furnace and Mfg. Co., Mt. 
Vernon, Ill. 

Vernon—Furnaces. Berger Furnace Corp., 
Belle Vernon, Pa. 

Versat-all—Furnaces. Peerless Corp., In- 
dianapolis, Ind. 

Vertex—Caulking Compounds, Water- 
proofing, Paint. J. C. Whitlam Mfg. 
Co., Wadsworth, O. 

Vibra-Cork—Vibration Isolating Bases. 
Korfund Co., Inc., Long Island City, 


N. Y. 

Vibraglass—Vibration Isolating Bases and 
Pads. L. O. F Glass Fibers Co., To- 
ledo, O. 

Vibra Grate—Stokers. American Engi- 
neering Co., Philadelphia, Pa. 

Vibra-stop—Flexible Duct Connections. 
Grant Wilson, Inc., Chicago, Ill. 

Vibrex—Vibration Isolating Equipment. 
General Tire & Rubber Co., Industrial 
Products Div., Wabash, Ind. 

Vibro-Insulators—Vibration _Insulatin 
Pads. B. F. Goodrich Industrial Prod- 
ucts Co., Akron, Ohio. 

Vibro-Isolator—Vibration Isolatin 
Bases. Korfund Co., Inc., Long Island 
City, N. Y. 

Victor—Blower-Filter Units, Furnaces, 
Oil Burners, Stokers. Hall-Neal Fur- 
nace Co., Indianapolis, Ind. 

Victoraire—Cooling Coils, Condensing 
Units, Filters, Air Conditioning Units. 
— Furnace Co., Indianapolis, 
Ind. 

Victorgas—Gas Furnaces. Hall-Neal Fur- 
nace Co., Indianapolis, Ind. 

Victoroil—Oil Furnaces. Hall-Neal Fur- 
nace Co., Indianapolis, Ind. 

Victory—Registers. Register & Grille 
Mfg. Co., Inc., Brooklyn, N. Y. 

Vikimatic—Furnaces, Water Heaters. 
Viking Manufacturing Corp. Cleve- 
land, Ohio. 

Viking—Arc Welders. Mid-States Weld- 
er Mfg. Co., Chicago, IIl. 

Vincul—Rust Remover. Protective Coat- 
ings, Inc., Detroit, Mich. 

Visaflame—Oil Burner Control. Mer- 
coid Corp., Chicago, III. 

Vise-Grip—Clamps. Petersen Mfg. Co., 
Inc., DeWitt, Nebr. 

Visi-Draft—Draft Indicating Gages. F. 
ba Dwyer Mfg. Co., Michigan City, 
nd. 

Vital-Calker—Caulking Guns. Vital 
Products Mfg. Co., Cleveland, O. 

Vitricel—Furnace Cement. Philip Carey 
Mfg. Co., Cincinnati, Ohio. 

Vit-Rock—Water Heaters. Coleman Co., 
Inc., Wichita, Kans. 

Vitro. Flame—Oil Burners. Kresno- 
Stamm Mfg. Co., Palisades Pk., N. J. 

Vitroliner—Prefabricated Chimneys, 
Chimney Linings, Vent and Flue Pipe 
and Fittings. Condensation Engineering 
Corp., Chicago, Ill. 

Volocitrol—Air Control Vanes. Barber- 
Colman Co., Rockford, Il. 

Volunteer—Gas Water Heaters. M. M. 
Hedges Mfg. Co., Inc., Chattanooga, 
Tenn. 

Vornado—Fans, Air Conditioning Units. 
O. A. Sutton Corp., Wichita, Kans. 


Vortex—Oil Burners. Iron Fireman Mfg. 
Co., Cleveland, Ohio. 

Vulcalock—Bonding Adhesives. B. F. 
Goodrich Industrial Products Co., 
Akron, O. 

Vulcan—Stokers. Canton Stoker Corp., 
Canton, Ohio. 

Vulcatex—Caulking and Glazing Com- 
pounds. A. C. Horn Co., Inc., Long 
Island City, N. Y. 

Vulco—V-Belts and Pulleys. Gates Rub- 
ber Co., Denver, Colo. 

Vulcomount—Pulleys. Gates Rubber Co., 
Denver, Colo. 


Ww 


W—Sheets. Wheeling Corrugating Co., 
Wheeling, W. Va. 

WAW—Tools. W. A. Whitney Mfg. Co., 
Rockford, Ill. 

W.O. No. 1—Rust Preventive Chemicals. 
en Products, Inc., Los Angeles, 

lif. 

WR—Controls. White-Rodgers Co., St. 
Louis, Mo. 

Wagoner—Gas Water Heaters. American 
& Southern Corp., Nashville, Tenn. 
Warehouser—Warehouse Trucks. Yale & 
Towne Mfg. Co., Philadelphia, Pa. 
W —Furnaces. Major Metal Prod- 

ucts, Inc., Los Angeles, Calif. 

Wascolite—Roof Ventilators. Wasco 
Products, Inc., Cambridge, Mass. 

Wascolite Sk Skylights. Wasco 
Products, Inc., Cambridge, Mass. 

Water-Air—Gas Water Heaters. Handley- 
Brown Heater Co., Jackson, Mich. 

Waterbase—Furnaces. Farris Furnace 
Co., Springfield, Ill. 

Water-Boy—Humidifier Valves. Maid- 
O’-Mist, Inc., Chicago, Ill. 

Waterbury—Furnaces. Waterman-Water- 
bury Co., Minneapolis, Minn. 

Waterfoil—Waterproofing. A. C. Horn 
Co., Long Island City, N. Y. 

Waterloo Airfoil—Grilles, Louvres, Reg- 
isters. Titus Manufacturing Corpora- 
tion, Waterloo, Iowa. 

Water-RAY-trola—Oil-fired Water Heat- 
oo Oil Burner Co., San Francisco, 

if. 

Waterseal—Cement. Thompson & Co., 
Oakmont, Pa. 

Waterspar—Enamels and Lacquers. Pitts- 
burgh Plate Glass Co., Pittsburgh, Pa. 

Watertender—Humidifier Valves. Skuttle 
Mfg. Co., Milford, Mich. 

Wa-Trol—D uct Damper Regulators. 
Thermal Agency, Houston, Tex. 

Weathercaster—Controls. | Minneapolis- 
Honeywell Regulator Co., Minneapolis, 
Minn. 

Weather-Chrome—Time Switches. Auto- 
matic Devices Co., Inc. Western 
Springs, II. 

Weather-Flo—Controls. Automatic De- 
vices Co., Inc., Western Springs, IIl. 

Weatherlok—Fans. Ventrola Mfg. Co., 
Owosso, Mich. 

Weathermaker—Furnaces and Air Condi- 
tioning Units. Carrier Corp., Syracuse, 

Y 


Weather-Man—Weather Compensating 
Thermostats. Automatic Devices Co., 
Inc., Western Springs, IIl. 

Weathermatic—Air Conditioning Units. 
The Williamson Co., Cincinnati, O. 

Weath-R-Seal Washers—Sheet Metal 
Fastenings. Fabricated Products Co., 
West Newton, Pa. 

Wedgbelt—Belts. American Pulley Co., 
Philadelphia, Pa. 

Wedg-Tite—Pulleys. American Pulley 
Co., Philadelphia, Pa. 
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Weightlifter—Tailgate for Trucks. H. S. 
Watson Co., Emeryville, Calif. 

Weir—Furnaces, Stokers. Meyer Furnace 
Co., Peoria, Ill. 

Weircoloy—Copper Bearing Galvanized 
sheets. Weirton Steel Co., Weirton, 
W. Va. 

Weircote—Lead Sheets. 
Co., Weirton, W. Va. 

Weirite—Tin Plate. Weirton Steel Co., 
Weirton, W. Va. 

Weirzin—Electrolitic Zinc Coated Sheets. 
Weirton Steel Co., Weirton, W. Va. 

Weisco—Skylight Lifts. H. Weiss & 
Co., New York, N. Y. 

Weldanpower—Arc Welders. 
Electric Co., Cleveland, O. 

bag mae ane Sr mage Torches. Modern 

neering Co., St. Louis, Mo. 
Weldoaeln sen” Welders. Westin 
“hows Electric & Mfg. Co., Pittsburgh, 


Wesco—Gas and Oil Burners, Furnaces. 
Northwest Foundry & Furnace Co., 
Portland, Ore. 

Western—Blowers, Direct Fired Heaters, 
Furnaces, Air Conditioning Units. 
Tuck-Aire Furnace Co., San Francisco, 
Calif. 

Western—Water Heaters. W. B. Bastian 
Mfg. Co., Los Angeles, Calif. 

Westernaire—Fans. Western Engineer- 
ing & Mfg. Co., Venice, Calif. 

Western Airout—Roof Ventilators. West- 
= ponering & Mfg. Co., Venice, 

i 

Western Ridge—Roof Ventilators. West- 
= aera & Mfg. Co., Venice, 

lif. 

Western Rotary—Roof Ventilators. West- 
=. a Pvenie & Mfg. Co., Venice, 

i 

Wetoil—Soldering Flux. Farrelloy Co., 
Inc., Philadelphia, Pa 

Wet Wing—Furnace ‘Humidifiers. Ili- 
-_ Iron & Bolt Co., Carpentersville, 

Wevelite—Insulation. Insulite Div., Min- 
nesota and Ontario Paper Co., Minne- 
tee Cum cl Minn. 


Weirton Steel 


Lincoln 


Clamp—Clamping Device. Whip- 
le € Sheet Metal Works, Inc., Lansing, 
ic 

Whippet—Hoists. Ford Chain Block Div. 

American Chain & Cable Co., Inc., 
York, Pa. 
Whirlcone—Spray Nozzles. Water Cool- 
ing Equipment Corp., St. Louis, Mo. 
Whirljet—W ater Nozzles. Spraying Sys- 
tems Co., Bellwood, Ill. 
Quiet—Blower-Filter Units, 

Burners, Cabinets and Casings, Filters, 
Furnaces and Air Conditioning Units. 
Rybolt Heater Co., Ashland, O. 

White Top—Roofing Felt. Johns-Man- 
ville, New York, N. Y. 

Whitney-Jensen—Sheet Metal Working 
Machinery and Tools. Whitney Metal 
Tool Co., Rockford, III. 

Wiechert—Furnaces. St. Clair Foundry 
Corp., Centralia, Ill. 

Wigwam—Chimney Caps and L Seer, Bos- 

ton Machine Works Co., Lynn, Mass. 

Wilson—Arc Welders. Air Reduction 

Sales Co., New York, N. Y. 

Wilson—Furnace Brushes. Worcester 

Brush & Scraper Co., Div. Mason 
Worcester Brush Co., Worcester, 
Mass. 
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Wind Electric—Roof Ventilators. Hirsch- 
man-Pohle Co., Inc., LeRoy, N. Y. 
Windial—Anemometers. Friez  Instru- 

ment Div. Bendix Aviation Corp., 
Baltimore, Md. 
er—Fans. Phil Rich Fan Mfg. 
Co., Houston, Tex. 
Windmaster—Exhausters. Acme Equip- 
ment Co. of Oklahoma, Inc., Musko- 
gee, Okla. 
Wind-O-Cool—Fans. Belco Industries, 
Inc., St. Louis, Mo. 
Wind-O-Vent—Ventilator Units. Reed 
wut Fans, Inc., New Orleans, La. 
Vingioll—Fess, Ventilators. L. J. Wing 
Co., Linden, N. J. 
Wisties-<theatieen, Air Conditioning 
Units, Oil & Gas Burners, Stokers. 
Stewart-Warner Corp., U. S. Machine 
Div., Lebanon, s 
Winter-Chaser—Furnaces, Direct Fired 
Heaters. Campbell Heating Co., Des 
Moines, Iowa. 
Winter King—Furnaces. McPherson Fur- 
nace & Supply Co., Portland, Ore. 
Wise—Furnaces. Sheet Metal Mfg. Co., 
Youngstown, oO. 
Furnaces. Agricola 
Co., Inc., Gadsden, Ala. 
Wolfe—Angle Meter, Center Finders, 
Circle Meter, Divisor, Protractor. Inter- 
state Sales Co., New York, N. Y. 
ondaire— Cox Mfg. Co. 


Portable hand brake. 
a Mfg. Corp., Long Island City, 


Wonderglas—W ater Heaters. American 
aoe Mfg. Corp., Santa Monica, 


Wonderglass—Water Heaters. Hotstream 
Heater Co., Cleveland, O. 

Woolfele—Duct Insulation. Norristown 
Asbestos Div., Nicolet Industries, Inc., 
Norristown, Pa. 
oolmaster—Blowers. Molloy Machine 
Corp., Chicago, IIl. 

Worksaver—Warehouse Trucks. Yale & 
Towne Mfg. Co., Philadelphia, Pa. 

Wormfeed—Stokers. Canton Stoker 
Corp., Canton, Ohio. 

Wyco—Flexible Shaft Machines. Wy- 
zenbeek & Staff, Inc., Chicago, Ill 
Wycoflex—Grinder. Wyzenbeck & Staff 

Inc., Chicago, Ill. 


Furnace 


x 


X.X.—Punches. age Corp., New 
Hyde Park, L. I., N. 
Xcel-Flux—Solderin; 
Products Corp., Chicago, Il. 
Xit—Ventilators. Iona Ventilator Co., 
Inc., Philadelphia, Pa. 
X-Pandoseal—Transparent Waterproof- 
ae X-Pando Corp., Long Island City, 


Flux. American 


Xyron—Welding Rod. a ae ae 
Alloys Corp., Flushings, N 


Y 


Yager’s—Flux and Solder. Alex R. Ben- 
son Co. Inc., Hudson, N. Y. 


Yale—Water Heaters. W. B. 
Mfg. Co., Los Angeles, Calif. 

Yankee—Damper Clips and Tips. Howes- 
Woods Company, Cambridge, Mass. 

Yard King—Warehouse Trucks. Yale & 
Towne Mfg. Co., Philadelphia, Pa. 

YarWay—Nozzles. Yarnall-Waring Co., 
Philadelphia, Pa. 

Yoloy—Plates and Sheets. Youngstown 
Sheet & Tube Co., Youngstown, Ohio. 

York-Heat—Conversion Burners, Fur- 
maces, Water Heaters. York-Shipley, 
Inc., York, Pa. 

Yorkaire—Air Conditioning Units. York 
Corp., Commercial Div., Subsidiary of 
Borg-Warner Corp., York, Pa. 

YouBert—Collectors and Blow Pipe Fit- 
—_ Young & Bertke Co., Cincinnati, 

hio. 


Bastian 


Z 


Z Seal—Beari Shafer Bearing Div., 
Chain Belt Downers Grove, Il. 
Metal Paint. Atlas Pow- 
er Co., North Chicago, IIl. 

Zatko—Fan and Motor Pulleys. Replace- 

Zeph-Air—Gas F fy 
as Furnace tury 
quotes & Ventilating Co., Akron, 

° 


7 Hunter Div., Robbins & 
a Mem 


secs 1c, Mich 
yr—Humidifers. Maid-O’-Mist, Inc., 
Chicago, Ill. 
Zephyr—Saws. DoAll Company, Minne- 


apolis, Minn. es aaa 
ractories. Stand- 


ard Fuel Boginecting Co., Detroit, 
Mich. 


Zerolite—I ns ul ation. Johns-Manville, 


New York, N. Y 
i i and Sheets. New 
ew York, N. Y. 


Zilloy—Zinc 
Jersey Zinc Co., 
tters, Conductor Pipe and 


u 
Fittings, Ridge Roll, Roofing, Sheets, 
Moulding Trim, "Shingles and Tile. 
Matthiessen & Hegeler Zinc Co., 
Salle, Ill. 

Paint. Tropical Paint Co., 
Cleveland, O. 

Zincgrip—Metal Sheets. Armco Steel 
Corp., Middletown, Ohio. 

Ziati isle pees, | Industrial 
Metal Protectives, ayten, O 

Zincop—Flashings. Associated Metal 
Products Corp., La Porte, Ind. 

Zinodine—Corrosion-preventive and 
paint bonding chemical. American 
Chemical Paint Co., Ambler, Pa. 

Zip—Portable Spot Welders. Mid-States 

elder Mfg. Co., Chicago, IIl. 

Zip Air—Air Conditioning Units. Trade- 
Wind Motorfans, Inc., Rivera, Calif. 
~~ Kote—Metal Protective Coating. 

em Chemicals, Inc., Dearborn, Mich. 

Zip-Tin—Flux. Tinit Mfg. Co., Inc., 

ver, Colo. 
Tite—Flux. Tinit Mfg. Co., Inc. 
enver, Colo. 

Zonolite—Insulation. Robinson Insula- 
tion Co., Great Falls, Mont. 
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A & A Register Co., 8327 Clinton Rd., Cleveland 9, Ohio. 

ACEC Electric Corp., 40 E. 49th St., New York 17, N. Y. 

A-J Mfg. Co., 3601 E. 18th St., Kansas City 27, Mo. 

AMIC Mfg. ‘Corp., 21-25 44th Ave., Long Island City 1, N. Y. 

A-P Controls Div., Controls Co. of America, 2450 N. 32nd St., 
Milwaukee 45, Wis. 

Abbeon Supply Co., 179-15 Jamaica Ave., Jamaica 32, N. Y. 

Acadia Synthetic Products Div., Western Felt Wks., 4115 Og- 
den Ave., Chicago, Ill. 

Accutate Sheet Metal & Mfg. Works, 2336-40 Milwaukee Av., 
Chicago 47, Ill. 

Ace Co., 112 W. Washington St., P, O. Box 1212, Ocala, Fla. 

Acer & Whedon, Inc., Commercial St., Medina, N. Y. 

Acet-A-Tips Co.,. 5069 W. Madison St., Chicago 44, IIl. 

Ackermann Mfg. Co., Wheeling, W. Va. 

Acme Asbestos Covering & Flooring Co., 
Chicago 7, Ill. 

Acme Elec. Corp., 81 Water St., Cuba, N 

Acme sei Welder Co., 2618 poland Ave., Los Angeles 
58, Cali 

Acme Equipment Co., Inc., 126 S. Clinton St., Chicago 6, Ill. 

Acme Equipment Co. of Oklahoma, Inc., Muskogee, Okla. 

Acme Furnace Fitting Co., 2124 W, 82nd Pt., SNicasd 20, Ill. 

Acme Heat & Power Inc., 318 Ten Eyck St., Brooklyn 6, N.Y. 

Acme Industries, Inc., Mechanic & Ganson Sts., Jackson, Mich. 

Acme Mfg. Co., 7500 ‘State Rd., Philadelphia 36, Pa. 

Acme Oil Burner Co., Inc., 210 Third Av. S. W., Cedar Rapids, 
lowa 

Acie Roof Jacket Co., 411 Plymouth Ave., Minneapolis; Minn. 

Acme Steel Co., 2840 Archer. Ave., Chicago 8, IIl. 

Acro Mfg. Co.; Controls Div., 2040 E. Main St., Columbus 
16, O. 

Acro Welder Mfg. Co., 1719 W. St. Paul Ave., Milwaukee 3, Wis. 

Adams Co., The, Bridge St., Dubuque, Iowa. 

Adams Furnace Corp., 11847 Vose °St., 
Calif, 

Adams Mfg. Co., 1530 St. Clair Ave., Cleveland 14, O. 

Addison Products Co., Addison, Mich. 

Adelta Mfg. Co., 21st & Ellsworth Sts., Philadelphia 46, Pa. 

Admiral Corp., 3800 W. Cortland St., Chicago 47, Ill. 

Adre Co., The, Hales Corners, Wis. 

Advance Aluminum Castings Corp., 2742 W. 36th Pl., Chicago 
32, Il. 

Advance Furnace Co,, 2300 E. Douglas, Wichita 7, Kans. 

AEMCo Inc., 10 State St., Mankato, Minn. 

Aerofin Corp., 101 Greenway Ave., Syracuse 3, N. Y. 

Aeroil Products Co., Inc., 69 Wesley St., South Hackensack, N. J. 

Aeroquip Corp., 300 S, East Ave., Jackson, Mich. 

Aerotec Corp., The, Greenwich, Conn. 

Aerovent Fan, Co., Inc., Ash and Barton Sts., Piqua, Ohio. 

Aget-Detroit Co., 606 First National Bldg. Ann Arbor, Mich. 

Agricola Furnace Co., Inc., North 12th St., Gadsden, Ala. 

Ahlberg Bearing Co,, 3025 W. 47th St., Chicago 32, Ill. 

Air Conditioning Engineering Co., 44 First St., Cambridge 41, 
Mass. 

A‘r Conditioning Equipment Co., 301 N. 7th St., Minneapolis 3, 

inn. 

Air Conditioning Products, 2340 W. Lafayette, Detroit, Mich. 

Air Contro! Products, Inc., Coopersville, Mich. 

Air Controls, Inc., 2310 E. Superior Av., Cleveland 14, Ohio. 

Air Cooling Engineering Co., Box 744, Evanston, Il. 

Air Devices, Inc., 185 Madison Ave., New York 16, N. Y. 


222 Elizabeth St., 


North Hollywood, 
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Air Distribution Products Co., 
36, Calif. 

Aireactor Corp., 22 E. 40th St., New York 16, N. Y. 

Aireflo Furnace Pipe Co., 750 Rickett Rd., Brighton, Mich. 

Air-Factors, Inc., 1624 S, Raymond Ave., Monrovia, Calif. 

Airfan Engineering Co., 7401 Anaheim-Telegraph Rd., Los 
Angeles 22, Calif. 

Air Filter Corp., 108 N. Water St., Milwaukee 2, Wis. 

Airflame, 648 McAlister Av., Waukegan, Ill. 

Airfloor of California, 8620 Otis St., South Gate, Calif. 

Airgard Mfg. Co., 362 W. Erie St., Chicago 10, Il. 

Airguide Instrument Co., 2210 Wabansia'Ave., Chicago 47, Ill. 

Air-Hect Corp., 4535 W. Washington Blvd), Chicago 24, Ill. 

Airjet Ventilator Co., 133 Industrias, San Clemente, Calif. 

Airmaster Corp., 1801 W. Belle Plaine Ave., Chicago 13, Ill. 

Air-Maze' Corp., 25000 Miles Rd., Cleveland 28, O. 

Ait-Net Appliance Corp., 1340 E. 55th St., Chicago 15, Ill. 

on Engineering Co., 3777 Cahuenga Bivd., North Hollywood, 
Calif. 

Air-Path Products Co., 4620 Doll Ave., Baltimore 15, Md. 

Air Products, 2718 Gravois Ave., St. Louis 18, Mo. 

Air Products, Emmaus, Pa. 

Air ‘Purification Service, Inc., 136 Liberty St., New York, N. Y. 

Air Reduction Sales Co., 150 EB: 42nd St.. New York 17, NY. 

Air &- Refrigeration Corp., 439 Madison Ave., New York 22, 
N. ¥ 


Air-Speed Tool Co., 
Calif 


116 S. LaBrea Ave., Los Angeles 


1502 W. Slauson Av., Los Angeles 47, 


Air Stream Filter Corp., 2100 Washington Av., St. Louis 3, Mo. 

Airtemp Divi, Chrysier Gorp., 1600 Webster St., Dayton 1, 
Ohio. 

Airtherm Mfg. Co., 706 S. Spring Ave., St. Louis 10, Mo. 

Airtron Corp., Holland, O. 

Air-Vacuum Div., F. J. Littell Machine Co., 4555 N. Ravenswood 
Ave., Chicago 40, Il. 

Ajax Building Bracket Co., 

Heights 18, Ohio. 

Ajax Suma Fitting Co., Div., Cincinnati Sheet Metal & Roof- 
ing Co., 216 E. Front St., Cincinnati 2, Ohio. 

Akeley-Steele Co., 225 Galena Blvd., Aurora, Il. 

Alabama Metal Lath Co., P. O. Box 992, Birmingham, Ala. 


Aladdin Heating Corp., 1111 West Ave, 137, San Leandro, 
Calif. 


Aladdin Mfg, Co., 3125 Harrison, Kansas City, Mo. 

Albertson & Co., Inc., Sioux City 3, Iowa. 

Alco Valve Co., 865 Kingsland Av., St. Louis 5, Mo. 

Aldrich Co., Wyoming, Ill. 

dlanaits Brothers Belting Co., 406 N. 3rd St., Philadelphia 23, 

a. 

Allan Air Products Corp., 200 Frank Rd., Hicksville, N. Y. 

Allan Engineering Co., Box 1211, Dallas 1, Texas. 

Allegheny Body Co., Inc., 1633 N. Sixth St., Philadelphia, Pa. 

Allegheny Ludium Steel Corp., 2020 Oliver Bidg., Pittsburgh 
22, Pa. 

Allen, H. D., 3201 Casitas Ave., Los Angeles 39, Calif, 

Allen-Bradley Co., 1335 S. First St., Milwaukee 4, Wis. 

Allen Co., Inc., L. B., 6719 Bryn Mawr Ave., Chicago 31, Ill. 

Allen Cooler & Ventilator Inc., 704 Woodward, Rochester, Mich. 

Allen Industries, Alva, 1001-1015 N. 3rd St., Clinton, Mo. 

Allen Mfg. Co., Inc., Nashville 1, Tenn. 

All-Gas Equipment Co., 3235 N. 31st St., Milwaukee 10, Wis. 

Allied Federal Industries, 14 Mitchell Pl., Newark, N. J. 

Allied Porcenell, Inc., Waukegan, III. 

Allis-Chalmers Mfg. Co., P. O. Box 512, Milwaukee 1, Wis. 


1551 Rydal-Mount Rd., Cleveland 
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Allis Co., Louis, 427 Stewart St., Milwaukee 7, oe 

Allmetal Screw Products Co., Inc., Garden City, N : 

Allmetal Weatherstrip Co., 2241 N. Knox Av., Chicago 39, Ill. 

Alloy Propeller Co., Zelienople, Pa. 

All-State Welding Alloys Co., Inc., 249-55 Ferris Ave., White 
Plains, N. Y. 

Alpha Metals, Inc., 56 Water St., Jersey City, N. J. 

Alpha Tool & Supply Co., P.O: Box 119, Westwood, N. J. 

Alphil Spot Welding Co., 1058 Pacific St., Brooklyn BW Y. 

Alsynite Co. of America, 4654 De Soto St., San Diego 9, Calif. 

Alton Mfg. Co., 1112 Ross Av., Dallas 2, Texas. 

Alumatic Corp. of America, 2081 S. 56th St., Milwaukee 14, Wis. 

Aluminum Co. of America, 1501 Alcoa Bldg., Pittsburgh 19, Pa. 

Aluminum Enterprises, Inc., P. O. Box 5004, Detroit 36, Mich. 

Aluminum Goods Mfg. Co., Manitowoc, Wis. 

Amana Refrigeration, Inc., "Amana, Ia. 

Amber-Rose Industries, 3445 N. Racine Ave., Chicago 13, Hl. 

Amerform Corp., Real Estate Trust Building, Philadelphia 7, Pa. 

American Actuator Corp., 219 E. 44th St., New York 17, N. Y. 

American Agile Corp., P. O. Box 168, Bedford, Ohio 

American Air Filter Co., Inc., 355 Central Av., Louisville, Ky. 

American Appliance Mfg. Corp., 2425 Michigan Ave., Santa 
Monica, Calif. 

American Blower Corp., Detroit 32, Mich. 

American Brass Co., 414 Meadow St., Waterbury 20, Conn. 

American Cabinet Hardware Corp., Rockford, It. 

American Chemical Paint Co., Brookside Av., 

American Cleaning Equipment Corp., 
Chicago 16, Tl. 


Ambler, Pa. 
1600 S. Dearborn St., 


American Coils Co., 360 Thomas St., Newark 5, N. J. 
American Control Co., 405 E. Pine Ave., Cone Calif. 
American Coolair Corp., 3604 Mayflower St, 
Jacksonville 3, Fla. 
American Cooling Tower Co., 2710 McGee St., Kansas City us 
American Cyanamid Co., 30 Rockefeller Plaza, New York 2 
N. Y 


. O. Box 2300, 


American Diffuser Co., 969 E. 140 St., Cleveland 10, O. 

American District Telegraph Co. 155 Sixth Ave., New York, 
N.Y: 

American Electrical Heater Co., 6110 Cass, Detroit, Mich. 


American Engineering Co., Wheatsheaf Lane & Sepviva St., 
Philadelphia 37, Pa. 

American Flange & Mfg. Co., 
York 20, N. Y. 

American Foundry & Furnace Co., 
Bloomington, Til. 

American Furnace Co., 1300 Hampton Av. St. Louis 10, Mo. 

American Gas 'Co,, 969 E. 140th St, Cleveland, O: 

American Hair ® Felt Co., Room 322, Merchandise Mart, 
Chicago $4, fl. 

American Hard Rubber Co., 11 Mercer St.. New York 13, N. Y. 

American’ Ideal-Aire Gorp., P. O. Box 177, Garden City, N.Y. 

American Instrument Co., Inc., 8030 Georgia Ave.; Silver 
Spring, Md. 

American Inselator Corp., New Freedom, Pa. 

American-Marietta Co., 101 E. Ontario ‘St.. Chicago 11, Til. 

American Metal Hose Division, Ametican Brass Co., 698 S. Main 
St.. Waterbury 20,’ Conn. 

— Metal Products, 2911 Compton Ave., Los Angeles 11, 
Cali 

American Mctal Works, Inc., 321 N. Alexander, New Orleans, La. 

American Mohawk Co., Inc,, 580 Hudson St., New York 14, 
N.Y, 

American MonoRail Co., 13133 Athens Ave., Cleveland 7, Ohio. 

American Nickeloid Co., 1505 Second St., Peru, Til. 

American Potash & Chemical Corp., 3100 E, 26th St, Los 
Angéles, Calif. 

American Products Corp., 422 S. Dearborn St., Chicago 5, Ill. 

American Pulley Co., 4200 Wissahickon Av., Philadelphia 29, Pa. 

American Pullmax Co., Inc., 2455 N. Sheffield, Chicago, Ill, 

American Radiator & Standard Sanitary Corp., Air Conditioning 
Div., 40 W. 40th St., New York 18, N. Y. 

American Sand-Banum Co., Inc., 
Bank Bldg., Freeport, N. Y. 

American Screw Co., Willimantic, Conn. 

American Silver Co., Inc., 36-07 Prince St., 

American Sisalkraft Corp., Attleboro, Mass. 

American Solder & Flux Co., 19th & Willard Sts., Philadelphia 
40. Pa. 

American & Southern Corp., P. O. Box 7098, Sidco Dr., Nash- 
ville 10, Tenn. 

American Steel Band Co., P. O. Box 565, Pittsburgh 30, Pa. 

American Steel & Wire Div., U. S. Steel Corp., Rockefeller Bldg., 
Cleveland, Ohio. 

American Warming & Ventilating Co., 
Toledo 4, Ohio. 


Inc., 30 Rockefeller Plaza, New 
10th & Washington Sts., 


Meadow Brook National 


Flushing, N. Y. 


1017 Summit St., 
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American Welding & Mfg. Co., Building Products Div., Warren, 
oO 


Ammerman Co., Inc., 110 N. 2nd St., Minneapolis 1, Minn. 

Ampion Corp., 4-88 Forty-Seventh Av., Long Island City 1, N. Y. 

Ampower Products Co., 10207 S. Ridgeland, Box 464, Oak 
Lawn, Ill. 

Anchor Div. Stratton & Terstegge Co., Inc., P. O. Box 311, New 
Albany, Ind. 

Anchor Metal Co., Inc., 966 Meeker Ave., Brooklyn 22, N.Y. 

Anderson Brass Co., 100 S. Campbell, Detroit, Mich. 

Anderson Metals Corp., Overland “— Kans. 

Anemostat Corp. of ‘America, 10 E. 39th St. New York 16, 
N. Y 


Annis Air Filter Div., Royal Heaters, Inc., 1024 Westminster Ave., 
Alhambra, Calif. 

Ansul Chemical Co., Refrigeration Div., Marinette, Wis. 

Anthony Co., Streator, Ill. 

Anti-Corrosive Metal Products Co., Inc., Castleton-on-Hudson, 
N. 


Anti- Faction Bearings Co., 2020 S. Figueroa St., Los Angeles 
7, Cali 
Apollo Metal Works, 66th Pl. & S. Oak Park Av., Clearing 
Sta., Chicago 38, Ill. 

Appleton Supply Co., Inc., P. O, Box 319, Appleton, Wis. 

Appliances Co., 2032 N. Western, Chicago, Ill. 

Applied Mechanics. Co., 381 Congress St., Boston 10, Mass. 

Aquatrol Laboratories, Inc., Clifton, N. J. 

Arco Co., The, 7301 Bessemer Ave., Cleveland 27, O. 

Arcos Corp.,. 1500 S. 50th St., Philadelphia 43, Pa. 

Arex Co., 612 N. Michigan Ave., Chicago 114, Ill, 

Arizona Maintenance Co., 1920 Miracle Mile, Tucson, Ariz. 

Arklon. Mfg. Co., P. O. Box 3501, Cleveland 18, O. 

Arlington Electric Co.,-5530 Easton Av., St, Louis 12, Mo. 

Armco Steel Corp., 703 Curtis St.,. Middletown, Ohio. 

Armor Electric Co., 1020 Holland)St., Erie, Pa. 

Armstrong Co., 1001 E. 103rd St., Chicago 28, IIl. 

Armstrong Cork Co:, 4404 Concord St., Lancaster, Pa. 

Armstrong Fittings Co., P.O. Box, 1356, Des. Moines, Iowa. 

Armstrong Furnace Co., 851 W. Third) Ave., Columbus 8, O. 

Arro Expansion Bolt Co., N. Boone Ave., Marion,,O, 

Arrow Foundry 'Co., East Album St., Freeport, Hl. 

Arrow-Hart & Hegeman Electric Co., 103 Hawthorne St.,.Hart- 
ford..6, Conn, 

Art Valve Co., 4662 N. Lincoln Ave. Chicago 25, Hl. 

Arvin Industries, Inc., 13th) & Big Four, Columbus,’ Ind. 

Asbestos Asphalt. Insulation, Inc,,.2200 W. Fullerton. Ave., 
Chicago 47, Ill. 

Ashburn) Supply Go., 8648 Warner Dr.,*Culver City, Calif. 

Ashcraft Co., J. P., 5643 Dyer St., Dallas 6, Tex. 

Assagioted Meial Products Corp., 547 Brighton St., La Porte, 
In 

Associated Products; 401: ‘N, Maple Dr, Beverly Hills, Calif. 

Aston Products, Inc.,.22804 Dequindre St., Hazel Park, Mich, 

Atcheson Glass Co., TJ... 920 Maine St. "Buffalo 2, .N. Y. 

Atchison Specialty Mfg. Cos.1620 Pacific Ay., Atchison, Kans. 

Atkins Saw Div., Borg-Warner Corp, 402 S. Illinois St., Indian- 
apolis 9, Ind. 

Atkomatic Valve Co., 545..W..Abbott St., Indianapolis, Ind. 

Atlas Mfg. -Co., Eustis and Robbins; St: Paul14, Minn. 

Atlas Mineral Products Co.; Mertztown, Pa. 

Atlas Powder Co., North Chicago, Ill. 

Atlas Valve Co., 282 South’St., Newark 5, N. J. 

Atmos Corp., 1215 W. Fullerton Ave., Chicago 14, Il. 

Auburn Burner Co., Lock Box 269, Auburn, Ind. 

Auburn Foundry, Inc., Heating Div., Lock Box 471, Auburn, 
Ind. 

Auburn Spark Plug Co., Inc., Auburn, N. Y. 

Auer Register Co., 6600 Clement Ave.,.Cleveland 5, Ohio. 

Au-Temp-Co Corp., 657 Broadway, New York 12, N. Y. 

Auto-Flo Corp., 12085 Dixie St., Detroit 39, Mich. 

Autogas Co., 25th & Congress, Bellwood, Ill. 

Automatic Burner Corp., 1823 Carroll Av., Chicago 12, Ill. 

Automatic .Control Co., 995 University Ave, St. Paul 4, Mion. 

Automatic Corp., 4417 Oleatha Ave., St. Louis 16, Mo. 

Automatic Devices Co., Inc., Weather Controls Div., 714 Hill- 
grove Av., Western Springs, Ill. 

Automatic Gas Equipment Co., 
21, Pa. 

Automatic Humidifier Co., 19th & Main Sts., Cedar Falls, Iowa. 

Automatic Solid Fuels Equipment Co., 500 Board of Trade Bidg., 
Indianapolis 4, Ind. 

Automatic Switch Co., 391 Lakeside Ave., Orange, N. J. 

Automatic Temperature Control Co., Inc., 5212 Pulaski Av., 
Philadelphia 44, Pa. 


Auto-Therm Mfg. Co., 6400 E. Seven Mile, Detroit 34, Mich. 


301, Bruston Av., Pittsburgh 
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Avco Mfg. Corp., Crosley amd Bendix Home Appliances, 1329 
Arlington, Cincinnati 25, O. 
Ayres, Inc., 1017 Rosene St., Houston 1, Tex. 


nets Chemical Specialties Co., 36 Prospect St., New Bed- 

ord, Mass. 

Babcock & Wilcox Co., Refractories Div., 161 E. 42nd St., New 
York 17, N. Y. 

Bacharach Industrial Instrument Co., 7301 Penn Ave., Pittsburgh 


8, Pa. 
Bailey Co., Chas. M., 667 Folsom St., San Francisco 7, Calif. 
Bailey Meter Co., 1050 Ivanhoe Rd., Cleveland 10, Ohio. 
Baker Furnace & Cleaner Mfg. Co., 2810 Midwood Av., Toledo 
6, Ohio. 
Baker Mfg. Co., 501 Galveston St., tg Falls, Tex. 
Bal-Air, Inc., 1210 McGavock St., Nashville, T 
Baldor Electric Co., 4358 Duncan Av., St. teele 10, Mo. 
Baldwin-Hill Co., 597 Breunig Ave., Trenton 2, N. J. 
Baldwin-Ward Mfg. Co., Ottawa, Kans. 
Ballastran Corp., 1701 N. Calhoun St., Ft. Wayne 7, Ind. 
Balloffet Nozzle Co., Inc., 6825 Adams St., Guttenberg, N. J. 
Baltimore Aircoil Co., P. O. Box 105, Baltimore 3, Md. 
iY Porcelain Steel Corp., P. O. Box 928 AA, Baltimore 
3, Mi 
Banner Burner Co., 227-E Indianola Ave., Youngstown 7, Ohio. 
Banner Products Co., 6804 N. 43rd St., Milwaukee 9, Wis. 
Barber-Colman Co., 1101 Rock St., Rockford, Ill. 
Barber Mfg. Co., dos2 E. 134th St., Cleveland 10, O. 
Bar-Brook Mf, . Inc., 6135 Linwood Av., Shreveport, La 
, 1234 Ww. mony a t Chicago, Il 


., Evansport Road, B: 
fg. Co., Inc., Aug. G., 738 8. ndhed 9, Deltweukee 15, 


Barksdale Valves, 5125 — Ave., Los Angeles 58, Calif. 
Barnard Co., Geo. A., 7 4 Prescott St., Worcester, Mass. 
Se toe ee 
mn 


} Co., Inc., 1520 Ave., 
eo ee Hayes Ave., Long 


An ~ Dy 4425 W. 16th St., Sr. = 

Barnhardt Mfg. Co., P. O. Box 2176, Charlotte 1, N 

emery mie Meare Be 33 Dudley St. Providence 1 R. L. 

Barrett Div. <4 Regering & Dye Corp., 40 Rector St., 

New York 6, N. ¥ 
Blower Co., 3100 California St, N. E. Minneapolis, 


ae er mee Mags Be Sg Ry thn Watertown, Mass. 
Beh Baaieseion neering & 4~ A Co., Milldal 

Bartlett Mfg. Co., E. Grand Setroit 2, Mich. 

Basford Co., H. n 2 235 — 15th St., San Francisco, Calif. 

Basford Mfg. Co., 235 15th St., San Francisco 3, Calif. 

Bastian-Blessing Co., “a W. Petersen Av., Chicago 30, Ill. 

aw Mfg. Co., W. B., 2117 Violet St., Los Angeles 21, 
Cali 

Bastian-Morley Co., Inc., 208 Truesdale Ave., La Porte, Ind. 

Bateman Foundry & Machine Co., Mineral Wells Tex. 

Bath Co., Cyril, 32272 Aurora Rd., Solon, O 

Bayley Blower Co., 1817 S. 66th" St., Milwaukee 14, Wis. 

Beach-Russ Co., 30 Church St., New York 7, N. Y. 

Beacon-Morris ‘Corp., 60 Brainerd Rd., Allston, Boston 34, 


.. 105 Mountain Grove St., Bridgeport 5, 


Bearlee Products Co., 1255 S. Monroe Ave., Green Bay, Wis. 

Bear Mfg. Co., Industrial Div., 2030 Fifth Av., Rock Island, Ill. 

Beckett & & Co, Thomas, 2521 Willowbrook Rd., P. O. 7354, 
Dallas 9, Texas. 

Beckett Corp., R. W., 38250 Cleveland Rd., (Route U. S. 20), 
Elyria, Ohio. 

Beckley Perforating Co., 305 North Av., Garwood, N. J. 
Beetle Plastics Corp., Carl N., 145 Globe St., Fall River, Mass. 
Belco Industries, Inc., 3830 Olive St., St. Louis 8, Mo. 

Belden Machine Co., 103 Maltby St., New Haven 13, Conn. 

Bell ae & Supply Co., Three Rivers, Mich. 

Belmetals Mfg. Co., Inc., 1300 Old gre Rd., Belmont, Calif. 

Belmont Smelting & Refining Works, Inc., 330 Belmont Av., 
Brooklyn 7, N. Y. 

Benchmaster Mfg. Co., 1835 W. Rosecrans, Gardena, Calif. 

Bendix-Westinghouse Automotive Air Brake Co., 950 E. Vir- 
ginia St., Evansville, Ind. 

Benjamin Air Rifle Co., 1527 S. 8th St., St. Louis 4, Mo. 

Benner-Nawman, Inc., 3421 Hollis, Oakland, Calif. 

Bennett-Ireland, Inc., 11 Exchange St., Norwich, N. Y. 

Benson Co., Inc., Alex R., 1040 S. Bay Rd., Hudson, N. Y. 
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Berger Bros. Co., 229-237 Arch St., Philadelphia 6, Pa. 

Berger Furnace Corp. 4th & Main St., Belle Vernon, Pa. 

Berger Div. of Republic Steel Corp., 1038 Bleden Ave., N. E., 
B., 5, Ohio. 

an Tool Mfg. Co., Inc. 1573 Niagara, Buffalo, N. Y. 

Bake “oe Mfg. Corp., 212-40 Jamaica Ave., Queens Village 
28, N. 

Berkroy reales Co., 2516 N. Ontario St., Burbank, Calif. 

Berns Air King Corp., 3050 N. Rockwell, Chicago 18, Ill. 

Bernz Co., Otto, 280 Lyell Ave., gm ag “'s 4 

Bertram Co., Harvey P., 1008 W. 9th St., Cincinnati, Ohio. 

Bertram Mfg. Co., 230 E. Ohio St., ” Chicago, Ill. 

Bertsch & Co., Church St., Cambric City, Ind. 

Besser Metal Products Corp., 754 Clement Ave., Charlotte, N. C. 

as > tena Foundry & Machine Co., 225 W. ‘Second St., Beth- 
ehem, Pa. 

Bethlehem Steel Co., 701 E. Third St., Bethlehem, Pa. 

Bettcher Mfg. Corp., Herbster Furnace Div., 877 Addison Rd., 
Cleveland, O. 

Bett-Marr Mfg. Co., Hopkins, Minn. 

Betz Div., Bohn Aluminum and Brass Corp., 445 State St., 
Hammond, Ind. 

Beverly Shear Mfg. Co., The, 3020 W. 11th St., Chicago 43, 


Ill. 
Bica Co., 1170 N. State St., Girard, Ohio. 
Bieler & Sons, Inc., L., 35-42 4ist St., re. Berg City, N. Y. 
Biersach & Niedermeyer Co., 1937 N. H St., Milwaukee 
12, Wis. 
Big Joe Mfg. Co., 900 W. Jackson Blvd., Chicago 7, Ill. 
Biglin Co., Inc., H. C., 177 Harris, << Ga. 
Billmyre Blower Div., Lamson Co 
Binks Mfg. Co., 3114 ag a6 
i Chemical 


, Livingston, N. J. 
” 12th St., Kansas City 26, 


i 'g- Co., Blissfield, Mich. 
Blue-Ray Gas Burner Co., 1305 E. Vernor Highway, Detroit 7, 


Blue Ridge Glass Cop me Tenn. 

Blue Ridge Talc Co., Henry, Va. 

Bock Co 10 § Dickiason St: Madison 3, Wis. 

Bodine ectric Co., 2254 W. Ohio St., a = 

Bogen, Inc., 286 Fifth Ave., New York 1, N. Y. 

Bohn Aluminum & Brass Corp., Detroit ay “Mich. 

Boker & Co., Inc., H., 101 Duane St., ~ sci York 7, N. Y. 

Bonair Products, Inc., 517 Ellis St., Darby, Pa. 

Bonney Forge & Tool Lng ‘Alliance, O. 

pe gy ge gy lage Axle Co., Utica 1, N. Y. 

Bostitch, East Greenwich, R. 

Boston Machine Works Co., 7 Willow St. Lynn, Mase. 

— Refractories Co., Swanson & Clymer Sts., Philadelphia 
47, 

Bovee Furnace Works, 827 Commercial, Waterloo, Iowa. 

Bowen Water Heater Div., Handling Equipment Mfg. Corp., 
Wixom, Mich. 

Bowlby Air Devices Co., 300 W. Indianapolis, Wichita, Kans. 

Bowman Co., Inc., D. F., 315-317 W. Main St., St., New Albany, Ind. 

Bowser, Inc. Incineration Div., Cairo, Ill. 

Boyertown Auto Body Works, Inc. .. Boyertown, 

Braden Mfg. Co., Inc., 431 N. 14th St., Tare ‘Hante, Ind. 

Brandes Co., 2046 Winnebago St., Madison 4, Wis. 

Brasco Mfg. Co., 152nd & Commercial Av., Harvey, Iil. 

Brass & Import, a 220 Broadway, New York 38, N. Y. 

Brauer Supply Co., , 2100 Washington Ave., St. Louis 3, 
M 


0. 

Breese Burners, Inc., P. O. Box 4158, Coronado Station, Santa 
Fe, N. Mex. 

Breeze Corps., ec 700 Liberty, Union, N. J. 


Breidert, Co., O. Box 1190, ‘San Fernando, Calif. 

Bremil Mfg. Co., 1020 vollaad St., Erie, Pa. 

Breuer _— Mfg. Co., 5100 N. Ravenswood Ave., Chicago 

40, Ill. 

Bridgeport Brass Co., 30 Grand St., Bridgeport 2, Conn. 

Bristol Co., P.O. Box 1790, Waterbury 20, Conn. 

Broan Mfg. Co., Inc., P. O. Box 140, Hartford, Wis. 

Brookside Products Co., Inc., McCordsville, Ind. 

oe Co., Inc., 1000 S. Smithville Rd., Dayton 1, 
o. 

Brown Fintube Co., The, Elyria, Ohio. 

Brown, Gene, 316 Senisa Dr., San Antonio, Tex. 
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Browning Mfg. Co., Inc., Central Ave., Main & Chester Sts., 
Maysville, Ky. 


om Corp., 97-12 Metropolitan Ave., Forest Hills, 
N 


Brucker, Inc., M., 820 N. Wolcott Ave., Chicago, II. 

Brulin Co., 2939 Columbia Ave., Indianapolis, Ind. 

Brumme Mfg. Co., 1240 E. Empire St., R. R. 1, Bloomington, 
Ill. 


Brundage Co., 500 N. Park St., Kalamazoo 11, Mich. 
Brunner Mfg. Co., 1821 Broad St., Utica 1, N. Y. 
Brush Nail Expansion Bolt Co., Greenwich, Conan. 
Bryan Steam Corp., P. O. Box 337, Peru, Ind. 
Bryant Mfg. Co., 2020 Montcalm, Indianapolis, Ind. 
Buchanan Electric Products Corp., 226 Route 22, Hillside, N. J. 
Buckeye Furnace Pipe Co., Columbus 8, Ohio. 
ar Water Heater Co., 6901 Quincy Ave., Cleveland 4, 
10 
Budlew Products Co., 3535 W. Cortland St., Chicago 47, Ill. 
Buensod-Stacey, Inc., 45 W. 18th St., ix! York 11, N. Y. 
Buffalo Forge Co., 497 Broadway, Buffalo, N m 
Bundy Tubing Co., 8109 E. Jefferson Ave., Detroit 14, Mich. 
Bunker Hill Co., ‘Sales & Fabrication Div., 2700 - 16th Ave., 
Ss. W., Seatlle 4, Wash. 

Burden Co., Alan E., 1940-50 Pontius, Los Angeles 25, Calif. 
nc Mfg. Co., 3433 W. Madison, Chicago, Iil. 

Thomas ‘Co., P.O. Box 287, Bloomfield, N. J. 

seers Co, 1824 S. Burlington Ave., Los Angeles 

~~ Cali 


Burnham Corp., Irvington, N. 
=> O Matic Gas Burner = "212 N, Ist St., Minneapolis, 
inn 

Burn-Rite Products Co., 354 Saw Mill River Rd., Yonkers 2, 
hg 

Burns Machinery Co., F. W., 1730 W. North Av., Milwaukee 
5, Wis. 

Burt Mfg. Co., 38 E. South St., Akron 11, Ohio. 

By-Buk vat 4314 W. Pico Bivd., Los Angeles 19, Calif. 

Byers Co., A. M., Clark Bidg., Pittsburgh 22, Pa. 


Cc 


Air Conditioning Fan Co., 
. ‘Atlanta 6, Ga. 
Co., 3928 Gulf Freeway, Houston, Tex. 
R Mig. Co., P.O. Box 428, Morro Bay, Calif. 
Cabot, Inc., x nat 141 Milk St., Boston 9, Mass. 
Cady Co., “Sub. General Fittings Co., 123 Georgia Ave., Provi- 
dence 3, R. L 
Calbar Paint & Varnish Co., 2612 N. Martha St., Philadelphia 
25, Pa. 
Calcinator Corp., 28th & Water, Bay City, Mich. 
Calculator Specialties Co., 122 S. Michigan Ave., Chicago 3, Ill. 
Calgon, Inc., 423 Fourth Ave., Pittsburgh, Pa. 
Caloroil Burner Corp., 850 Windsor St., Hartford 5, Conn. 
Cambridge Filter Corp., 738 Erie Bivd., E. , Syracuse 3, N. Y. 
Camloc Fastener Corp., 22 Spring Valley. Rd., Paramus, N. J. 
Campbell Co., E. K., 1809 Manchester Ave. Kansas City 26, 
Mo. 
Campbell Heating Co., 3121 Dean Av., Des Moines 17, Iowa. 
Campbell Machine Div, American Chain & Cable Co., Inc., 
929 Connecticut Ave., Bridgeport 2, Conn. 
Campbell Mfg. Co., Inc., 1345 Plowman Ave., Dallas 3, Tex. 
Campbell Stainless Products Co., Washington, Pa. 
Campco Div., Chicago Molded Products Corp., 2717 N. Nor- 
mandy Ave., Chicago 35, Ill. 
Cam-StaT Inc., Div. Paul Henry Co., 11833 W. Olympic Blvd., 
Los Angeles 64, Calif. 
Cannelton Sewer Pipe Co., Radiantile Div., Fourth & Wash- 
ington Sts., Cannelton, Ind. 
Canton Stoker Corp., 507 Andrews Pl., S. W., Canton 1, Ohio. 
Carajon Chemical Co., Inc., 428 W. Main St., Fremont, Mich. 
Carbide & Carbon Chemicals Co., Div. Union Carbide & Car- 
bon Corp., 30 E. 42nd St., New York 17, N. Y. 
Carboline Co., 331 Thornton Ave., St. Louis 19, Mo. 
Carey Electronic Engineering Co., Metal Wool Div., 1880 Clif- 
ton Ave., Springfield, O. 
Carey Mfg. Co., Philip, Cincinnati 15, Ohio. 
—pore Engineering Corp., 15 Park Row, New Yorx 38, 
Y. 


Cuda Co., 
Conn. 

Carlon Products, 10225 Meech, Cleveland, Ohio 

Carlson Co., Inc., A. B., 349 Woodlawn Ave., Aurora, Ill. 

Carnes Corp., S. Main St., Verona, Wis. 

Carolina Aniline & Extract Co., Inc., 
mG 


Inc., 1603 DeKalb Ave., 


The, 912 Silas Deane Highway, Wethersfield 9, 


P. O. 2386, Charlotte, 


American ARTISAN, January 1957 


Carolina Blower Co., Inc., 428-436 Morehead Ave., Greens- 
boro, N 


Caner: Heating & Stoker Co., 2135 St. Clair Ave., Cleveland 

14, Ohio. 

Carrier Corp., 300 S. Geddes St., Syracuse 1, a x 

Carter Paint Co., 310 N. Main St., Libe 

Cartier & Sons Co., M. N., 275 *3e. Providence 3, B. L 

Cary Mfg. Co., Waupaca, Wis. 

Cash Co., A. W., P. O. Box 551, Decatur, Ill. 

Cauhorn Distributing Co., 20722 W. Seven Mile, Detroit 19, 
Mich. 

Ceco Steel Products Corp., 5601 W. 26th St., Chicago, Ill. 

Ceilheat, Inc., 5212 Homberg Dr., Knoxville, Tenn. 

Celotex Corp., 120 S. LaSalle St., Chicago 3, Il. 

Cemenstone Corp., Neville Island, Pittsburg h 25, Pa. 

— —— & Stove Repair Co. 3937 Olive St., St. Louis 


Ceniral ‘States Mig. Co, Inc., 1200 S. Summit, Arkansas City, 


Central Steel & Wire Co., 3000 W. Sist St., Chicago, Ill. 
Central West Machinery Co., 335 S. Western, 
Century Electric Co., 1806 Pine St., St. Louis 3, Mo. 
— Engineering Corp., 401 Third St., S. E., Cedar Rapids, 
owa. 
Century Fan & Ventilator Co., Inc., 43 Cedar St., Stamford, Conn. 
Cepi-American, Inc., 7001 North Ave., Oak Park, Ill. 
Certain-teed Products Corp., 120 E. Lancaster Ave., Ardmore, Pa. 
Certified Furnace Corp., O. Box 1059, Trenton 8, N. J. 
Chain Belt Co., 4618 W. Greenfield Ave. Milwaukee 1, Wis. 
Chalmers Oil Burner Co., 312 Lumber Exchange Bidg., Minne- 
apolis 1, Minn. 
lin Co. of America, 1254 Labrosse, Detroit 32, Mich. 
Champion Blower & Forge Co., Harrisburg Av., & Charlotte 
St., Lancaster, Pa. 
Champion Bronze Powder & Paint Co., 2101 N. Elston Ave. 
Chicago, Ill. 
Champion Furnace Pipe Co., 211-215 Eaton St., Peoria 3, Ill. 
Char-Gale Mfg. Co., R. 2, Anoka, Minn. 
Chase Brass & Copper Co., Inc., 236 Grand St., Waterbury 


20, Conn. 
Chase Mfg. Co., 329 W. Washington, Pasadena, Calif. 
Chase ucts, Inc., 20th St. & Gardner Rd., Broadview, III. 
bata Royal Co., First and Delmar Sts., Chattanooga 6, 


Coscoman Eitiot Co., Inc., 639 Kent Av., Brooklyn 11, N. Y. 
Chelsea Fan & Blower Co., Inc., 639 South Ave., Plainfield, N. J. 
Engineering Co., Westchester Pike, Edge- 


t, 

Chemical Solvent C»., 3005 N. 16th St., Birmingham, Ala. 
——— nd “_s Bivd., Seats Monica, Ns. 
Cheney Flas! 23 Prospect Trenton 5, N 
Chester Hoist Div., National Screw & Mfg. Co., Lisbon, O. 
Chevrolet Motor Div, General Motors Corp., Detroit 2, Mich. 
Chicago Blower Corp., 9867 a Ave., Franklin Park, ill. 
rs hy Casting Mfg. Co., 2510-14 Monroe St., Chicago 

12, I 
Chicago Expansion Bolt Co., 1338 W. Concord Pl., Chicago 22, 


Chicago Metal Mfg. Co., 3724 S. Rockwell St., Chicago 32, Ill. 

Chicago Perforating Co.. 2445 W. 24th Pl., Chicago 8, Ill. 

Chicago Pneumatic Tool Co., 6 E. 44th St., ‘New York 17, N. Y. 

Chicago Rawhide Mfg. Co., 1301 Elston Av., Chicago 22, Ill. 

Chicago Rivet & Machine Co., 950 S. 25th Ave., Bellwood, III. 

Chicago Screw Co. Div. Standard Screw Co., 2701 Washing- 
ton Blvd., Bellwood, Ill. 

a & Refining Corp., 3701 S. Kedzie Ave., Chicago 
32 

Chicago Steel Furnace Co., 9326 S. Anthony Ave., Chicago 17, 


concn Tramrail Co., 1330 S. Kostner Ave., Chicago 30, Ill. 

Chicopee Mills, Inc., 47 Worth St., New York 13, N. Y. 

Chimney Sales Corp., 1317 F St., N. W., Washington 4, D. C. 

Chisholm-Moore Hoist Div., Columbus McKinnon Chain Corp., 
Fremont Av., Tonawanda, N. Y. 

Cincinnati Elbow Co., 4730 Madison Rd., Cincinnati 27, O. 

aoa Shaper Co., Hopple, Garrard & Elam, Cincinnati 
5 0. 


Cincinnati Stamping & Furnace Co., 28 W. McMicken Ave., 
Cincinnati 10, Ohio. 

Cirklair Products Div., Folsom Co., Inc., 3104 Oak Lane, Dallas 
26, Texas. 

City Chemical Corp., 132 W. 22nd St., New York 11, N. Y. 

Clarage Fan Co., North & Porter Sts., Kalamazoo 16, Mich. 

Clark Bros. Bolt Co., Milldale, Conn. 

Clark Controller Co., 1146 E. 152 St. Cleveland 10, Ohio. 

Clauss Cutlery Co., Fremont, O. 

Clay Equipment Corp., Cedar Falls, Iowa. 


, Ill. 





Clayton & Lambert Mfg. Co., Louisville Div., 1707 Dixie Hwy., 
Louisville 10, Ky. 

Clayton Mfg. Co., 401 N. Temple City, El Monte, Calif. 

Clemson Bros., Inc., Middletown, N. Y. 

Cleveland Crane & Engineering Co., 5866 E. 283rd St., Wick- 
liffe, Ohio. 

Cleveland Heater Co., 2310 Superior Ave., N. E., Cleveland 14, 
Ohio. 

Cleveland Humidifier Co., 7802 Wade Park Av., Cleveland 3, 
Ohio. 

Cleveland Punch & Shear Works Co., E. 40th & St. Clair Av., 
Cleveland 14, Ohio. 

Cleveland Register & Grille Mfg. Co., 3188 E. 80th, Cleveland, O. 

Clime-Matic Corp., Connecticut & Richards Ave., South Norwalk, 


Conn. 
Clinton Metallic Paint Co., Clinton, N. Y. 
Cobell Industries, Inc., Meacham Field, Fort Worth 1, Tex. 
Cobra Metal Hose Div., DK Mfg. Co., 4640 W. 54th St., Chicago, 


Ill. 

Cole Hot Blast Mfg. Co., 3817 S. Racine Av., Chicago 9, Ill. 

Coleman Co., Inc., St. Francis & Second St., Wichita 1, Kans. 

Cole-Sewell Engineering Co., 2288 University Av., St. Paul 
4, Minn. 

Collins Machinery Corp., 5474 Alhambra Ave., Los Angeles 
32, Calif. 

Colonial Alloys Co., Ridge Ave., & Crawford, Philadelphia, Pa. 

Colonial Plastics Mfg. Co., Subsidiary Van Dorn Iron Works Co., 
2685 E. 79th St., Cleveland, O. 

Colt Ventilation of America, Inc., 4652 Hollywood Blvd., 
Los Angeles 27, Calif. 

Columbia Burner Co., 729 Ewing St., Toledo 7, Ohio. 

Columbia Specialty Co., Inc., 4925 Bradley Bivd., Chevy Chase 
15, Md. 

Columbus Heating & Ventilating Co., 182 N. Yale Av., Colum- 
bus 16, Ohio. 

Combustion Control Div., Electronics Corp. of America, 77 
Broadway, Cambridge 42, Mass. 

Combustion Engineering, Inc., 911 W. Main St., Chattanooga, 
Tenn. 

Combustion Equipment Co., Box 734 B, Silvis, Hl. 

Comfort Products Inc., 440 Hillburn Dr., P. O. Box 8568, 
Dallas 16, Tex. 

Commercialaire Corp. of America, 840 E. 98th St., Brooklyn 
36, N. Y. 

Commercial Filters Corp., 2 Main St., Melrose 76, Mass. 

Commercial Plastics Co., 2812 W. North Ave., Chicago 47, Ill. 

Commercial Shearing & Stamping Co., P. O. Box 719, Youngs- 
town 1, Ohio. 

Commonwealth Brass Corp., 5781-5835 Commonwealth Av., 
Detroit 8, Mich. 

= Co., 2127 W. Commonwealth Av., Alhambra, 
Cali 

Compton Shear Co., W. H., 314 Camden St., Newark 3, N. J. 

Comstock-Castle Stove Co., 731 S. Front St, , Tl. 

Conco Engineering Works, Heating and Air Conditioning 
Div., Mendota, Ill. 


ees Engineering Corp., 3511 W. Potomac Ave., Chicago 
Ill. 

Condenser Service & ee Co., Inc., 150 Observer High- 
way, Hoboken, N. 

Conditioned Air, Inc., P. O. Box 2429, Charleston 29, W. Va. 

Congress Drives, Div. Tann Corp., 3750 E. Outer Dr., Detroit 
34, Mich. 

Connecticut State Furnace Co., The, 340 Kossuth St., Bridgeport, 
Conn. 

Connor Engineering Corp., Shelter Rock Lane, Danbury, Conn. 

Consolidated Industries, Inc., By-Pass 52, P. O. Box 178, 
Lafayette, Ind. 

Consolidated Marketing Corp., 1017 Packard Bldg., Philadel- 
phia 2, Pa. 

Continental Air Filters, Inc., P. O. Box 1647, Louisville 1, Ky. 

Continental Electric Equi Co., Box 1055, Cincinnati 1, O. 

— Instrument 1530 St. Clair Ave., Cleveland 14, 

hio. 


Continental Mfg. Co., 712 S. 23rd Ave., Phoenix, Ariz. 

Continental Products Co., 1150 E. 222nd St., Euclid 17, Ohio. 
Continental Screw Co., Mt. Pleasant St., New Bedford, Mass. 
Continental Water Heater Co., 1801 Pasadena Av., Los Angeles 


31, Calif. 

ae Mfg. Co., 1932 S. Compton Av., Los Angeles 11, 
Calif. 

Coogan Co., Inc., Frank J., 6319 Broad St., Pittsburgh 6, Pa. 

Cook Co., Loren, 227 Depot St., Berea, Ohio. 

Cool-Ette, Inc., 20080 Jas. Couzens Highway, Detroit, Mich. 

Cooper Co., Clark, Palmyra, N. J. 


Cooper Hewitt Electric Co., = of Sperti Faraday, Inc., 720- 
732 Grand St., Hoboken, N. J. 


132d 


Cooper Stoker Co., 117 Fourth St., Pittsfield, Mass. 
Coopers Creek Chemical Corp., West Conshohocken, Pa. 
Copeland Refrigeration Corp., Sidney, Ohio. 
Copperweld Steel Co., Wire and Cable Div., Glassport, Pa. 
Coppus Engineerin Corp., 344 Park Ave., Worcester 2, Mass. 
Corbi in Div., P & Ee, American Hardware Corp., 102 Washington 
St., New Britain, Conn. 
Corbman Bros., Inc., 25th & York St., Philadelphia, Pa. 
Cordo Chemical Corp., 34 Smith St., Norwalk, Conn. 
Corite Products Inc., 4224 S. Lowe Ave., Chicago 9, Ill. 
Coroaire Heater Corp., 1422 Euclid Ave., Cleveland 15, O. 
Corrosite Corp., 64 S. 6 St., Brooklyn 11, N. Y. 
Cory Corp., 3200 W. Peterson Ave., Chicago 45, Ill. 
Cory Mfg. Co., 550 W. Otterman St., Greensburg, Pa. 
Coughlan Co., G. N., West Orange, N. J. 
Cox Mfg. Co., Ridgeville, Ind. 
Cramer Controls Corp., Box 36, Centerbrook, Conn. 
Cramer Mfg. Co., 5110 Westfield Ave., N. W., Canton, Ohio. 
Crane Co., 836 S. Michigan Av., Chicago 5, Ill. 
Crescent Tool Co., 230 Harrison St., Jamestown, N. Y. 
Cribben and Sexton Co., 700 N. Sacramento, Chicago, IIL. 
a Specialty Corp., Worcester, Mass. 
er-Wheeler Div., Elliott Co., Ampere 1, N. J. 
Cromley’s, Lewisburg, Pa. 
Cronstroms Inc., 4225 Hiawatha Ave., Minneapolis, Minn. 
Cross Engineering Co., 160-178 Dundaff St., Carbondale, Pa. 


Crown Controls Co., Inc., New Bremen, Ohio. 

Crown Engineering Corp., Locust St., Keyport, N. J. 

Crucible Steel Co. of America, Henry W. Oliver Bldg., P. O. 
Box 88, Pittsburgh 30, Pa. 

Cuno Engineering Corp., 76 S. Vine St., Meridan, Conn. 

Cuprometal Mfg. Corp., 44th Ave., 
N 


& Junction Blvd., Corona, 


FF 
Curtis Mfg. Co., Refrigeration Div., 1946 Kienlen Av., St. Louis 
20, Mo. 
Custom Industries Mfg., Inc., 1406 Parkman Rd., Warren, O. 
Custom Mfg. Co., 4105 W. Fullerton Ave., Chicago 39, Ill. 
Cutler-Hammer, Inc., 430 N. 12th St., Milwaukee 1, Wis. 
Cuyahoga Spring Co., 10254 Berea Road, Cleveland 2, Ohio. 


Dahlstrom Machine Works, 4227 W. Belmont Ave., Chicago 41, 
Ill. 

Dahlstrom Metallic Ex Co., S. E. Cor. E. Second & Buffalo 
Sts., Jam N. Y 

Dalsin Metal Products, "3506 Bloomington Ave., Minneapolis 7 
Minn. 

Dalzen Mfg. Co., 525 S. Riverside, St. Clair, Mich. 

ae ee Products Corp., 2215 Kishwaukee St., Rock- 
ord, Il 

Damascus Tube Co., Greenville, Pa. 

Damp-Vent Co., Box 203, Bettendorf, Ia. 


Ten Fan & Blower Corp., 3501 Colerain Ave., Cincinnati 23, 
0. 


Daniels Mfg. Co., Inc., Sam, Daniels Rd., Hardwick, Vt. 

Danzer Metal Works Co., Box 128, Hagerstown, Md. 

Davidson Enameled Products, Inc., 1100 E. Kibby, Lima, O. 
Davidson Hyduty Roof Fan C., 213 California St., Newton 58, 


Davis Regulator Co., 2546 S. Washtenaw Av., Chicago 8, IIl. 


Davis & Son Machine Works, 1209 E. Nadeau St., ay fe Ange- 
les 1, Calif. 


Day Co., 810 Third Av., N. E., Minneapolis 13, Minn. 

Day & Night Mfg. Co., 700 Royal Oaks Dr., Monrovia, Calif. 

Dayton Ro Mfg. Co., 2830 13th Av., S. Minneapolis 7, Minn. 

Dayton Ru Co., 2342 W. Riverview Av., Dayton 1, Ohio. 

Deansteel Products, 111 Merchants St., San Antonio a Tex. 

— Chemical Co., Merchandise Mart Plaza, Chicago 54, 

Dearborn Stove Co., 1700 W. Commerce St., Dallas 8, Texas. 

Dearborn Tape & Label Co., P. O. Box 4119 N. E. Station, Dear- 
born, Mich. 

Debevoise Co., 74 20th St., Brooklyn 32, N. Y. 

De Bothezat Fans Div., American Machine & Metals, Inc., East 
Moline, Ill. 

Bye ft Appliance Div., Motor Products Corp., North Chi- 
cago, 

Deering Air Cond. Co., 1069 Celestial Cincinnati, Ohio. 

Defender Instrument and Regulator Co., Boody, Il. 

— Mfg. Co., Grand Ave. & Fourth St., West Des Moines, 


Deco ~ 9 ge Div., General Motors Corp., 391 Lyell Ave., 
er 
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Delco Products Div., General Motors Corp., 329 E. First St., 


Dayton, Ohio. 
Delta Co., The, 333 W. 24th Pl., Chicago 16, III. 
Delta Heating Corp., 1 Cole St., Trenton 8, N, 


J. 
Delta Power Tool Div., Rockwell Mfg. Co., 400 N. Lexington 


Ave., Pittsburgh 8, Pa. 
DeLuxe Oil Burner Co., 2121 First Av., Seattle, Wash. 


Demuth & Sons, Inc., Charles, 245 Elm Pl. Mineola, L. L, N. Y. 
Denbo Engineering and Sales Co., Inc., 3301 Martindale Ave., 


Indianapolis 18, Ind 
Deniston Co., 4856 S. Western Ave., Chicago 9, III. 
Denver Fire Clay Co., 2301 Blake St., Denver 17, Colo. 
Desmond-Stephan Mfg. Co., Urbana, O. 


Desomatic Products, Inc., 1109 W. Broad St., Falls Church, Va. 


DeSoto Oil Burner Corp., 538 S. Queen St., York, Pa. 
Detroit Air Conditioning Service Co., Nashville, Mich. 
Detroit Blower Corp., 9867 Pacific Ave., Franklin — Ill. 
Detroit Controls Corp., 5900 Trumbull Ave., Detroit 8, 
Detroit Float Co., Air Conditioning Products Div., 


L- w. 
Lafayette Bivd., Detroit 16, Mich. 


a a & Machine Co., 8202 Morrow St., Detroit 11, 
Mi 


Detroit Moulding Div., 
9210 Russell St., Detroit 11, Mich. 


Detroit Safety Furnace Pipe Co., 5960 Second Blvd., Detroit 2, 


Mich. 
Detroit Stamping Co., 350 Midland Ave., Detroit 3, Mich. 


Detroit Steel Products Co., 2250 E. Grand Bivd., Detroit 11, 


Mich, 
Detroit Stoker Co., General Motors Bldg., Detroit 2, Mich. 


Detroit Surfacing Machine Co., 1333 E. Eight Mile Rd., Detroit 


20, Mich. 
Deutsch Co., 7000 Avalon Bivd., Los Angeles, Calif. 
Devine Mfg. Co., J. P., Div. of H. 
Oliver Bidg., Pittsburgh 22, Pa. 
Diamond Calk ents Co., 4702 Set Duluth, Minn. 
Diamond Castings Co., Inc., Terra Cotta Rd , Johnsonburg, Pa. 
Diamond Machine Tool Co., 5111 Coffman- Pico Rd., Pico, Calif. 
Diamond Mfg. Co., 243 W. 8th St., Wyoming, Pa. 
Diceler Div., General Machine & Mfg. Co., Berwick, Pa. 
Dickson Co., 7420 Woodlawn Ave., — 19, Il. 
Dickson Weatherproof Nail Co., P. O, Box 590, Evanston, Ill. 


Dieckmann Co., Ferdinand, 1180 Harrison Ave., Cincinnati 


22, Ohio. 
Diehi Mfg. Co., 1117 Finderne Av., Somerville, N. J. 


Dielectric Products Co., Inc., 125 Virginia Ave.; Jersey City 5, 


N, J. 
Diesel Oil Burner Corp., 105-20 New York Blvd., Jamaica, 


N. Y. 
Diesel Power, Inc., P.O. Box 72, Greenville, Pa. 


Disston Div., Henry, H. K. Porter Co., Inc., Unruh & Milnor 


Sts., Philadelphia 35, Pa. 
Division Lead Co., 7742 W. 61st Pl., Summit, Ill. 
DoALL Co., 254 Laurel Ave., Des Plaines, Hl, 
Dockson Corp., 3839 Wabash Av., Detroit 8, Mich. 


Dodge Div., Chrysler Corp., 21500 Mound Rd.,, Detroit 31, Mich. 


Dodge Mfg. Corp., 500 S. Union St., Mishawaka, Ind. 


Doelger & Kirsten, Inc., 3015 W. Chambers St., Milwaukee 10, 


Wis. 
Doerr Electric Co., Cedarburg, Wis: 
Dollinger Corp., 11 Centre Park, Rochester 3, N. Y. 
Domestic Mfg. Co., 201 Westlake, N. Seattle 1, Wash. 


Dongan Electric Mfg. Co., 2981 Franklin St., Detroit 7, Mich. 


Donley Bros. Co., 13932 Miles Ave., Cleveland, O 

Dormeyer Industries, 3418 Milwaukee Ave., Chic 

Dornback Furnace & Foundry Co., 724 E. 103rd 
8, Ohio. 

Dot-N-Dasher, P. O. Box 668, Creskill, N. J. 

Dover Mfg. Co., Box 498, Independence, Mo. 

Dow Chemical Co., Midland, Mich. 

Dowagiac Steel Furnace Co., Beeson St., Dowagiac, Mich. 


41, Ill. 


Downing Steel Products Co., 2305 S. Smithville, Dayton 10, 


oO. 


Downs-$mith Brass & Copper Co., Inc., 3504 - 30th St., Long 


Island City, N. Y. 
Doyle & Roth Mfg. Co., Foot of 23rd St., Brooklyn 32, N. Y. 
Doyle Vacuum Cleaner Co., 
Rapids 2, Mich. 


Dravo Corp., Dravo Bidg., Fifth & Liberty Ave., Pittsburgh 22, 


Pa. 
Drayer-Hanson, Div. of National-U. 
2215, Terminal Annex, Los Angeles 54, Calif. 
Dreis & Krump Mfg. Co., 7404 Loomis Blvd., Chicago 36, Ill. 
Drico Industrial Corp., 100-8th St., Passaic, N. J. 
Dry & Sons, J. R., 1501 S. Treadaway, Abilene, Tex. 
Drying Systems, Inc., 1812% W. Foster Ave., Chicago 40, Ill. 
Dryomatic Corp., 806 N. Fairfax St., Alexandria, Va. 
Dual-Air Fan Co., P. O. Box 208, Hampshire, Ill. 
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L. A. Young Spring & Wire Corp., 


K. Porter Co., Inc., 1932 


t., Cleveland 


227 Stevens St, S. W., Grand 


S. Radiator Corp., Box 


Dualtron Co., 322 Perry Hwy., a ag 29, Pa. 

Ducane Heating Corp., Lincoln Park, N. J. 

Duc-Pac Inc., Baldwin St., East Longmeadow, Mass, 

Dunham- Bush, Inc., 179 "South St., West Hartford 10, Conn. 

Dunn-Rite Products, P. O. Box 297, Garden City, Mich. 

Duo-Therm Div., Motor Wheel Corp., Lansing 3, Mich. 

du Pont de Nemours & Co., Inc., E. 1., Wilmington 98, Del. 

Dura-Vent Corp., 2525 El Camino Real, Redwood City, Calif. 

Durkee-Atwood Co., 215 N. E. 7th St. Minneapolis, Minn. 

Duro-Dyne Corp., 800 Third Ave., New Hyde Park, L.L, N. Y. 

Dust Suppression & Engineering Co., 154 Grove St., Lake Orion, 
Mich. 

Du Verre, Inc., daage y Ave. at Southwestern Blvd., P. O. 
Box 97, Fe 3 Y. 


Dwyer Mfg. Co., F. W., P. O. Box 373, Michigan City, Ind. 


Eagle Chemical Co., Inc., 20 W. Jackson Blivd., Chicago 4, Ill. 

Eagle-Picher Co., American Bldg., Central Pkwy. & Walnut, 
Cincinnati 1, Ohio. 

East Coast Co., 141 Milk St., Boston 9, Mass. 

Eastern Industries Inc., 100 Skiff St. Hamden 14, Conn. 

Eastern Oil & Equipment Co., 27 Portland St., Portland 1, Maine 

Eastern Stainless Steel . P. O. Box 1975, Baltimore 3, Md. 

Easton Plastic Products Co., Inc., 900 Line St., Easton, Pa. 

Easton R. S. Corp., 876 Pacific St., Brooklyn 38, N. Y. 

Eaton Air Filter Co., 2609 E. Larned St., Detroit 7, Mich. 

Ebco Mfg. Co., 265 N. Hamilton Rd., Columbus 13, O. 

Er Mfg. Co., Inc., 931 Lehigh Av., P. O. Box 248, Union, 


N. J. 
Eclipse Air Brush Co., 390 Park Ave., Newark 7, N. J. 
Eclipse Fuel Co., 1017 Buchanan St., Rockford, Hil. 
Econo-Matic Products Co., Inc., 8850 Strathmoor Ave., De- 
troit 28, Mich. 
Eddington Metal Specialty Co., P. O. Box K, Eddington, Pa. 
Eddy Stoker Corp., 700 North Wolf Rd., Wheeling, Il. 
Efsco Products Co., P. O. Box 154, Eastwood , Syracuse 
6, N. Y. 
Ehret Magnesia Mfg. Co., Valley Forge, Pa. 
Eisler Engineering Co., 360 S. 13th St, Newark 3, N PS 
Elco Tool & Screw Corp., 1800 wr wg Rockford, Til, 
Electrend Products Corp, Subsidiary of St. Joe Machines, 
Inc., 606 Water By. t. oe a 
3 Ceramic Co., 500 


Electrical Components Co 
Southard St., Trenton 2, N. 
Electric Arc, Inc., 152 Jeliff v., Newark 8, N. J. 
Electric Controller & Mfg. Co., "4528 Lee Rd., Cleveland 28, O. 
Electric Furnace-Man, .Inc., 4th & Furnace Sts., Emmaus, Pa. 
Electric Heating Products Co., 5800 S. Central Ave., Phoenix, 
Ariz. 
Peptic Bieiney Mfg. Co., 1137 Tyler St., N. E., Minneapolis 
13, Minn. 
Electric Motors & Specialties, Inc., King and Hamsher Sts., Gar- 
rett, Ind 
ield, N. 


Electrigias Corp., J. 
Electro-Air Cleaner 1285 Reedsdale St., Pittsburgh, Pa. 
1052 New Britain Av., Elm- 


Electro ae on Painting, Inc., 
wood 10, 

Electro Bed ony Div., General Dynamics Corp., 163 Avenue A, 
Bayonne, N. J. 

Electrol Burner Mfg. Co., Inc., 22 Union Av., Rutherford, N.J. 

Electro Mfg. Co., 7515 S. Main, Houston, Tex. 

Electromode Div. of Commercial Controls Corp., 45 Crouch 
St., Rochester 3, N. Y. 

Electronics Div., Iron Fireman Mfg. Co., 2838 S. E. 9th Ave., 
Portland 2, Ore. 

Electrovent Fan & Mfg. Co., 812 W. Lake St., Chicago 7, Ill. 

Electro-Watt Inc., Mercer & Aurora, Seattle 9, Wash. 

Elgen Mfg. Corp., 41-34-39th St., Long Island City 4, N. Y. 

Elgo Shutter & Mfg. Co., 2738 W. Warren Av., Detroit 8, Mich. 

Ellison Draft Gage Co., Inc., 548 W. Monroe St., Chicago 6, 
Ii. 


Elwell-Parker Elec. Co., 4131 St. Clair, Cleveland 3, Ohio. 

Emerson Electric Mfg. Co., 8100 Florissant Av., St. Louis 21, 
Mo. 

Empire Chemical Products Co., 10 Longworth St., Newark, N. J 

Empire Door Co., Inc., 431 Southern Blvd., New York 55, N. Y 

Empire Metal Co., 820 E. Water St., Syracuse, N. Y. 

Empire Stove Co., Belleville, Ill. 

Empire Ventilation eee Co., 35-39 Vernon Bivd., Long 
Island City 6, 

Enderle, Inc., Soy eal X, 1715 San Fernando Rd., Los 
Angeles 65, Calif. 

Engelhard, Inc., Chas., 850 Passaic Ave., East Newark, N. J. 
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Engel Sheet Metal Equipment, Inc., 8122 N. Reilly Ave., St. 
Louis 11, Mo. 
Engesser & Co., William L., El Monte, Calif. 


Engineering Industries Co., Ltd., 650 Dupont St., Toronto, Ont., 
Canada. 


Englander Co., Inc., 227 N. Warwick Ave., 
Baltimore 23, Md. 
Enico Products, 16573 Littefield Av., Detroit, Mich. 
Equipment Engineering Co., 2853 Columbus Ave., Minneapolis, 
inn. 
Erdle Perforating Co., 171 York St., Rochester 11, N. Y. 
lyte Mfg. , 3627 N. Lawrence St., Philadelphia 40, Pa. 
Erickson Specialty Co., 10 Cayuga St., P. O. Box 141, Cohoes, 
N. Y 


Erie Enameling Co., 1400 W. 20th St., Erie, Pa. 

Eriez Mfg. Co., 219 Magnet Dr., Erie, Pa. 

Ervite Corp., 4000 W. Ridge Rd., Erie, Pa. 

Eselgroth & Co., 22 Edison Pl., Newark 2, N. J. 

Essick Mfg. Co., 1950 Santa Fe Av., Los Angeles 21, Calif. 
Estwing Mfg. Co., 2647 - 8th, Rockford, III. 

—, Products Co., 3901 Queens Blvd., Long Island City 4, 


Bociid - & Hoist Co., 1365 Chardon Rd., Euclid 17, Ohio. 

— Welding Alloys Corp., 40-40 172nd. St., Flushing 58, 

Evans Corp., George, 121 37th St., Moline, III. 

Everett Engineerin Co., 300 S. Second St., Abilene, Tex. 

EverHot Heater . 5189 Wesson Av., Detroit 10, Mich. 

Everhot Products Co., 2059 W. Carroll Av., Chicago 12, Ill. 

Everwarm, Inc., 2925 N. Central Ave., Knoxville, Tenn. 

Evis Mfg. Co., 40 Boardman Pl., San Francisco 3, Calif. 

— Steel Furnace Co., 546 W. Washington Blvd., Chi- 
o 6, Til. 

Exce elsior Tool & Machine Co., 31st & Ridge Av., East St. 


Louis, IIl. 
Expert, Welding Machine Co., 17144 Mt. Elliott St. Detroit, 


Plastics Div., 


F & E Mfg. Co., Box D, Centerville, Calif. 

Fabricated Newton, Pa. 

Booth St., New Britain, Conn. 
eat Machine Div., Box 328, Kent, oO. 

Co., ichigan Av., 5, Ill. 
Co., P. O. Box 912, Fairmont, W. Va. 
Forgin Z Inc., 10611 Quincy Av., Cleveland 


H 


Rd., Kenosha, W; 

Woodland “Ave., Cleveland 4, Ohio. 
Farquhar Co., a Av., Wilmington, Ohio. 
Farr Co., Box 45187, Airport Sta., Los Angeles 45, Calif. 
Farrelloy Co., 1243 N. 26th St., Philadelphia 21, Pa. 
Fasco Industries, Inc., Box 509, Rochester 2, N. ¥. 
b erwey Devices, Inc., 369 — 50th St., Brooklyn, N. Y. 

ers Ouigan Corp., 57 Tonawanda St., Buffalo 7, N. Y. 
Pedal Machinery Co., 134 Grand St., te 13, N. Y. 
Federated Metals Div., American Smelting and Refining Co., 
120 Broadway, er York 5, N. Y. 

Fee & Mason Mfg. Co., Manasquan, N. J 
Felters Co., Inc., 510 South St., Boston 4 Mass. 
Fenwal Inc., Ashland, Mass. 


Fenway Machine Sales Co., Inc., 263 W. 23rd St., Philadelphia 


3, Pa. 

Fern, Ralph, 1007 Fisk St., Scranton 9, Pa. 

Fibreboard Paper Products Corp., 475 Brannan St., San Fran- 
cisco 19, Calif. 

Fidelity Tool Supply, | Inc., 309 Vine St., Camden 2, N. J. 

Field Control Div., H. D. Conkey & Co., Drawer 11, Mendota, 
Il. 

Fieser Co., F. J., 54 W. 21st St., New York 10, N. Y. 

Filon Plastics Corp., 2051 E. Maple Ave., “ Segundo, Calif. 

Filt-R-Ite Co., 1408 W. Harrison St., Chicago 7, Ill. 

Finger, Joe, 7907 Madison Av., Cleveland 2 ¢ x Ohio. 

Fingles Co., Reisterstown Rd. at Elgin Av., Baltimore 17, Md. 

Firestone Industrial Products Co. 1200 Firestone Parkway, 
Akron 17, Ohio. 


Firestone Plastics Co., Pottstown, Pa. 
Firewel Co., Inc., 3685 Broadway, Buffalo 25, N. Y. 
Fisher Brass Foundry and M z., 5332 S. Santa Fe Ave., Los 
ane 58, Calif. 
her Governor Co., 203 First Av., Marshalltown, Iowa. 
Flasler Corp., The, 19321 Filer Ave., "Detroit, Mich. 
Flanders Mill Inc., Riverhead, L. I., N.Y. 
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Flangeklamp Corp., 80 Leslie St., Buffalo 11, N. Y. 

Flemm Lead Co., Iac., Bradley Av. & School St., Long Island 
City 1, N. Y. 

Flex-Air, Inc., 4273 S. Broadway, Los Angeles 37, Calif. 

Flexaust Co., The, 100 Park Ave., New York 17, N. Y. 

Flexible Tubing Corp., Guilford, Conn. 

Flexonics Corp., 1315 S. Third Ave., Maywood, III. 

Flintkote Co., 30 Rockefeller Plaza, New York 20, N. Y. 

Flood Co., Hudson, Ohio. 

Floral City Heater Div., United States Air Conditioning Corp. 
402 S. Monroe St., Monroe, Mich. 

Floridin Co., Box 989, Tallahassee, Fla. 

F_uor Products Co., Div. of the Fluor Corp., Ltd., Air Con- 
ditioning & Refrigeration Cooling Tower Div., 12000 E. 
Washington Blivd., Whittier, Calif. 

Fluxolder Products Co., 438 E. Woodbridge St., 
Mich. 

Flynn & Emrich Co., 301 Holliday St., Baltimore 2, Md. 

Follansbee Steel Corp., Follansbee, W. Va. 

Folsom Snow = Co., 94 Hollis St., Holliston, Mass. 

Foote Foundry Co., J. B., N. Main St., Fredericktown, Ohio. 

= Chain Block Div., American Chain & Cable Co., Inc., York, 


Ford “Motor Co., Dearborn, Mich. 
Forston Co., 1400 Conti St., Houston 2, Tex. 
— Eight ‘Tnsulations, Inc., Thomas & McGee Sts., Aurora, 


som Engineering Co., 835 Lehigh St., Union, N. J. 

Foxboro Co., 38 Neponset Ave., Foxboro, Mass. 

Fox Noiseless Hammer Co., 77 Green Hill Rd., Media, Pa. 

Fox Products Co., 4720 N. 18th St., Philadelphia 41, Pa. 

Fram Corp., Providence 16, R. 1. 

Franck & Fric, 7109 Kinsman Rd., Cleveland 4, Ohio. 

Franklin Electric Co., Inc., E. Spring St., Bluffton, Ind. 

Fraser & Johnston Co., 1900 17th St., San Francisco 3, Calif. 

Frederick Iron & Steel, Inc., Frederick, Md. 

Freed Products Co., 1510 Third Ave., Moline, Ii. 

Fresh Air Circulator Co., 3108 Navigation, a 3, Texas. 

Fresh’nd-Aire Co., Div. of Cory rp., 3200 W. Peterson 
Ave., Chicago, Ill. 

Frey & Co., Frank P., 2634 W. Madison St., Chicago 12, IIL 

Frick Co., W. Main St. Waynesboro, Pa. 

Friedrich Refrigerators, Inc., 1117 E. Commerce, San Antonio, 

Friez Instrument Div., Bendix Aviation Corp., 1400 Taylor Av., 
Baltimore 4, Md. 

a General Motors Corp., 300 Taylor St., Dayton 


Frigid. Ine. 128-168 Thirty-Second St., a 32, N. Y. 

Front Rank Mfg. Co., Div. Liberty Foundry Co., 2500 Ohio 
Ave., St. Louis 4, Mo. 

Fry Reglet Corp., P. O. Box 411, Bremerton, Wash. 

Fuelguard Co., 5643 Dyer St., Dallas 6, Texas. 

a See eee eae Ill. 

Fulton Steelcraft Co., Swanton, 

Fulton Syphon Div., Roberhee-Fulton Controls Co., Box 400 
Knoxville 1, Tenn. 

Furblo Co , Hermansville, Mich. 

Furnas Electric Co., Batavia, Ill. 

Fusion Engineering, 17921 Roseland, Cleveland 12, O. 


G 


G & A Mfg. Co., P. O. Box 414, Addison, II. 

G. M. Mfg. Co., 50 W. Third St., ‘New York 12, N. Y. 

GMC Truck & Coach Div., General Motors Corp., 660 South 
Boulevard, E., Pontiac, "Mich. 

G. & O. Mfg. Co., 138 Winchester Av., New Haven 8, Conn. 

G & S Mfg. Go., 2824 E. Washington, Phoenix, Ariz. 

Gallaher Co., 4106 Dodge St., Omaha, Nebr. 

Galvan Mfg. Co., Box 267, New Albany, Ind. 

Galvicon Corp., 40 W. 29th St., New York 1, N. Y. 

Garden City Fan Co., 332 S. Michigan Bivd., Chicago %, m. 

Garland Mfg. Co., 48 Water St., Saco, Maine 

Garman Co., Inc., 1253 Grover, St. Louis 23, Mo. 

Gary Steel "Products Corp., 4400 W. 9th St., Gary, Ind. 

Gasinator Mfg. Co., 2108 Payne Ave., Cleveland, O. 

Gas & Oil Industry Laboratories, Inc., 4 Paine Av., 
11, N. 


Detroit 26, 


Irvington 


Gates & Co., Inc., George W., Hempstead Tpke & Lucille Ave., 
N. Y. 


Franklin Sq., | & & 
Gates Rubber Co., ha S. Broadway, Denver 17, Colo. 
Gehri Sheet Metal Co., 1117 Tacoma Ave., Tacoma 5, Wash. 
Geisel Mtg. Inc., 61 West Av., Elyria, Ohio. 
Gematic Burner Co., 16830 Miles Av., Cleveland 22 Ohio. 
Gem Clay Forming Co., Sebring, O 
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eg > Sree deere 4542 E. Dunham St., Los Angeles 
General inne Corp., Greenville, Mich. 
Automatic Products Corp., 2300 Sinclair Lane, Balti- 


pert 
Gated Blower Co., 8600 Ferris Av., Morton Grove, 
— Blower Co., Inc., 6412 Girard Ave., Philadelphia 31, 
a 


Bp an B ef 


General Bronze ee Stewart Ave., Garden Ci 
iv e Corp., 40 


General Chemical en ey & 
Rector St., New York 6, N 

General Controls Co., 801 Allen or, Glendale 1, Calif. 

General or Co., Apparatus Sales Div., 1 River Rd., Schenec- 


tady 5, N. 
Genet Ubectic Co, Ca Hudson Falls, N. Y. 
ical Div., 1 Plastics Ave., Pittsfield, 


General Electric Co., 
Mass. 
General Electric Co., Commercial & Industrial Air Condi- 
tioning 5 Lawrence St., Bloomfield, N. ki 
General Electric Co., Clock Timer Dept., Galen ~ 
General Electric Co., Home Heating and 


Troup Eines Co ier, Tex. 
General E jal Div., Nela Park, Cleveland 12, Ohio. 
General Electric Co. Major Appliance Div., Room Air Conditioner 
Dept., 301 W. Liberty St., Louisville, Ky. 
General Electric Co., Metallurgical Products Dept., 11177 E. 
Eight Mile Rd., Detroit 32, Mich. 
General Electric Co., Weathertron Dept., 5 Lawrence St., 


Bloomfield, N. J. 
General Co., Bay City, Mich. 
General Filters, Iac., 43800 Grand River Ave., Novi, Mich. 
Gaus 2 Co., 123 Georgia Ave., Providence 5, R. I. 
Gas Light Co. 202 N. Park St., Kalamazoo 11F, Mich. 
Heating Corp., 322-6 55th St, West New York 


oN. J. 

General Plate Div., Metals & Controls Corp., 43 Forest St., 
Attleboro, Mass. 

General Products Co., Fredericksburg, Va. 

General Register Corp. 14 Factory St., Cedar Grove, .° 

General Scientific Equipment Co. P. O. Box 3038, Philadel- 


phia 50, Pa. 
Sheet Metal Works, Inc., Silliman Av. & Ash St. 


Bridgeport 5, Conn. 
General Tire & Rubber Co., 1708 Englewood, Alice, O. 
Industrial Products Div, W 


a i Tire & Rubber Co., 
General Water Heater Corp., Front St. & Magnolia Blvd., Box 
471, Burbank, Calif. 
Gentle-Flo Co., 401 Boro Ave., Clifton nebane Se Milt 
Gerett Corp., M. A. 724 W. Wi Milwaukee 5, Wis. 
Gerhardt, W. F., 2007 W. Phos St., Richmond 20, Va. 
Germatrol Corp... 622 Brookline Bivd., Pittsburgh 26, Pa. 
Gerrard & Co., A. J., — Hawthorne Ave., Park, Ill. 
Gerstein & Cooper Co., 3rd St., South Boston, Mass. 
Gerwin Industries, Inc., bg, ad nck Div., 214 Spring St. 
Michigan City, Ind. 
Gibson Industries, 3590 Airline Rd., heomiyy Mich. 
Gibson Refrigerator Co., 515 W. Williams, reenville, Mich. 
Gilbert & Barker Mfg. Co., West Springfield, Mass. 
Gillen Co., J. L., 12202 Wormer Ave., Detroit 39, Mich. 
Gilmore Burners, Inc., 1028 E. 134th St., Cleveland, O. 
— Machine Co., 1253 E. Washington Av., Madison 10, 


Glaby Mig Co., Inc., J. P., Montgomery & Willett Sts., Belle- 

ville 9, 

Glaser Lead * Inc., 31 Wyckoff Av., Brooklyn 37, N. Y. 

Glatt Co., Wm. E, 6549 N. Nixon, Chicago, Ill. 

Glen-Aire Mfg. "Co., 601 South East St, Anaheim, Calif. 

Glenwood Range Co., 330 W. Water St, Taunton, Mass. 

Glidden Co., 11001 Madison Av., Cleveland 2, Ohio. 

Tits Roofing Products Co., Inc., 2207 Schrage Av., Whiting, 
n 

Goder Incinerator Corp., 407 S. Dearborn, Chicago 

se Engineering Co., 813 ars ky _ ‘Buffalo 
12 

Goethel Sheet Metal Works, Inc., Alfred, 3218 W. Fond du Lac 
Av., Milwaukee 10, Wis 

Goldens’ Foundry & Machine Co., P. O. Box 96, Columbus, Ga. 

Goldsmith Metal Lath Co., 4501 Chickering Ave., Cincinnati 
32, Ohio. 

Gold Top Heating, Inc., 1400 E. 2nd St., Butte, Mont. 

Goodfellow Co., Inc., E. D., 496 E. Bodley Ave., Memphis, 
Tenn. 

Goodrich Co., B. F., Sponge Products, 280 Derby Pl., Shel- 
ton, Conn. 

Goodrich Industrial Products Co., 


B. F., Plastics Products 
Div., Marietta, O. 


American Artisan, January 1957 


Goodrich Industrial Products Co., B. F., 500 S. Main St. 


on, O. 
Sagan cmrest 1144 E. Market St., Akron 
16, Ohio 
Goss Gas, Inc., Rt. 8, Glenshaw, Pa. 
» arma .» 513 N. edinettes Obiainens Ce 4, Okla. 
Graham Mfg. .» 31465 Stephenson Hwy., Mich. 
Grand Island Furnace & & Supply Co., 356 N. Elm St., Grand 
Island, Nebr. 
Granger, Inc. W. W., 118 S. Oakley, Chicago, Ill. 
Granite A Steel Co., ‘20th & Madison Av., Granite City, Ill. 
Gray, G L., 295 East St. P. O. Box 520, New Haven 3, Conn. 
Gray Metal’ Products, Inc., 30 a 
Great Northern Mf; 
Great Western sR 
Green Colonial Furnace Co., 322 S. W. Third St Des Moines 
7, lowa. 
Greene, Tweed & Co., North Wales, Pa. 
Green Fire Brick Co., A. P., Mexico, Mo. 
Greenheck Fan and Ventilator ., Schofield, Wis. 
Greist Mfg. Co., 446 Blake, New Haven 15, Conn. 
a Reproducer Co., 148 Beechwood Ave., New Rochelle, 


Grinnell Co, a a Exchange St., Providence 1, R. I. 

Grob Inc., Grafton, W 

Gross-Aire Mfg, Co., 9416 W. Milton Ave., St. Louis 14, Mo. 
Co., Inc., 146 W. Fourth St., Salem, Va. 


Guardian Products Corp., 1215 
Gustin-Bacon Mfg. Co., 210 West 


A. Mfg. Co., 1612 W. ¥. Kast tek 
Instrument Co., American Set ee eee 


J. 
Hague & Co., Inc., Alfred, 224 34th St., Brooklyn 32, N. Y. 
Halbee Products Co., 387 Mill St., Parma, Mich. 


or ee Furnace Co., 1326 N. Capitol Ave., Indianapolis 7, 
Halstead & Mitchell, Bessemer Bidg., Pittsburgh 

Hamilten ‘Tool Co., The, 9th St. at Hanover, Hamilton, O. 
Hamlin Co., Inc., 746 Ellis St., San Francisco, Calif. 

Hammel Radiator 3348 Motor Av., Los Angeles 


Hammett Electric Mfg. Co, 706 B. Highteenth St, Kansas City 
Hathmond Machinery Builders, Inc., 1694 Douglas Av., Kalama- 


Hanley Bowea Heater Co., 2501 Brooklyn Rd., Jackson, Mich. 
Handy & Harman, 82 Fulton St., New York 38, N.Y. 

Haney Gas Burner & Engrs., 909 S. Myrtle Ave., Monrovia, Calif. 
Hanovia Chemical & Mfg. Co., 100 Chestnut St., Newark 5, N. J. 
Hansen Tool & Die Co., 1531 S. First St., Milwaukee, ie 
Hardco Products, 3624 “Jerusalem Ave., Wantagh, N. 

Harmond Co., 2114 bear mg Cleveland, O. 

Harnischfeger Corp., 4400 W. National Ave., Milwaukee 46, 


biee'G. H. M., 8200 Lehigh Ave., Morton Grove, Ill. 

Harrington & King Perforating Co., Inc., 5649 Fillmore St., 
Chicago 44, IIL. 

Harris Calorific Co., 5501 Cass Av., N. W., Cleveland 2, Ohio. 

Harris Machinery Co., 501 30th Ave., S. "E, Minneapolis 14, 


Harrison Sheet Steel Co., 4718 W. Fifth Av., Chi 44, Ill. 

Hart & Cooley Mfg. Co., 500 E. Eighth St., Holland, Mich. 

Hart & Crouse Corp., 109 N. Warner St., Oneida, N. Y. 

Hart Heat Div., Avery Farm Machinery Co., Foot of Leland 
St., Peoria 2, Ill. 

Hart Mfg. Co., 130 Bartholomew, Hartford 1, Conn. 

Hartwell Co., 9035 Venice Blvd., Los Angeles 34, Calif. 

Hartwell & Sons, Inc., H. N., Park Bldg., Boston, Mass. 

Hartzell P,; ler Fan Co., Div. e¢ Hills Corp., 1025 
Roosevelt Av., Piqua, Ohio. 

Harvey Aluminum, 19200 S. Western Ave., Torrence, Calif. 

Harvey-Hill, Inc., 2209 Lynch St., St. Louis 18, Mo. 

Harvey, Inc., Sid, 100 E. Mineola Av., af Stream, N. Y. 

Poo Mfg. ‘Corp., 701 Ann St., N. , Grand Rapids 2, 


Haskins Co., R. G., 2651 W. Harrison St., Chicago 12, Ill. 
Hasko Utilities Co., 879 Tenth Ave., New York 19, N. Y. 
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Hassall, Inc., John, Westbury, L. L., N. Y. 

Hastings Air Conditioning Co., Inc., Box 474, 108 S, Colorado 
Av., Hastings, Nebr. 

Hastings Air Control, Inc., 3215 Leavenworth St., Omaha 5, 
Nebr. 

Hastings-Raydist, Inc., Hampton, Va. 

Hauck Mfg. Co., 124- 136 Tenth St., Brooklyn 15, N. Y. 

Hauserman Co., E. F., 6800 Grant Av. Cleveland 5, Ohio. 

Haveg Corp., 900 Greenbank Rd., Wilmington 8, Del. 

Haven-Busch Co., 503 Front Ave., N. W., Grand Rapids 4, 
Mich, 

Havens Structural Steel Co., 1713 Crystal Ave., Kansas City, Mo. 

Hayes Furnace & Mfg. & Supply Co., 2929 S. Fairfax Ave., Los 
Angeles 16, Calif. 

Hayes Products Co., Box 202, Portsmouth, Va. 

Hays Corp., 782 E. Eight St., Michigan City, Ind. 

Hays Mfg. Co., 801 W. 12th St., Erie 6, Pa. 

Hayward Gas Burner Div., Algonac Tool & Die Co., 5297 South 
River Rd., Algonac, Mich. 

Heartley Machine & Tool Co., 900-8 Summit St., Toledo, Ohio. 

Heatilator, Inc., E. Brighton & E. Glen Ave., Syracuse 5, N.Y. 

Heating Assurance, Inc., 124 E. Augusta ‘Ave., Spokane 21, 
Wash. 

Heating Specialities Inc., Carroll P. O., Baltimore 29, Md. 

Heat Reclaimer Mfg. Div., Dolin Metal Sales Corp., 315 Lexing- 
ton Ave., Brooklyn 16, N. Y. 

Heat-Timer Corp., 657 Broadway, New York 12, N. Y. 

Heat-Well Mfg. Co., 152 Chestnut St., Oakland 20, Calif. 

Heat-X Inc., Brewster, N. Y. 

Hedges Mig. Co., Inc., M. M., 700 E. Main St., Chattanooga, 


Heetrliter Co., 208 S. Blaine St., Newberg, Ore. 

Heidrich-Nourse Co., 631 E. 3rd St., Los Angeles 13, Calif. 

Heil Co., 3000 W. Montana St., Milwaukee 1, Wis. 

Heil Process Equipment Corp. 12901 Elmwood Ave., Cleve- 
land, O. 

Heimbach Incinerator Mfg. Co., 
Paul 4, Minn. 

Heinrich Tools, Inc., 1536 Clark St., Racine, Wis. 

Hendley & Whittemore Co., 6 Blackhawk Bivd., Beloit, Wis. 

Hendrick Mfg. Co., 37 Dundaff St., Carbondale, Pa 

Henry Furnace Co., Medina, Ohio. 

Henry Valve Co., 3215 North Ave., Melrose Park, Ill. 

Henry & Wright Div., Emhart Mfg. Co. 760 Windsor St. 
Hartford 1, Conn. 

Herco Oi! Burner Corp., 131-135 Locust St., Lancaster, Pa. 

Hercules Chemical Co., Inc., 332 Canal St., New York 13, N. Y. 

Herman Body Co., 4400 Clayton Ave., St. Louis 10, Mo. 

Hermidifier Co., Box 145, Neffsville, Pa. 

Hershey Motorstokor, Inc., Manheim, Pa. 

Hess Co., The, 1855 S. 54th Ave., Chicago 50, Tl. 

Hetzel Roofing Products Co., Inc., 67 Main St., Newark 5, N. J. 

Hexdall Co., A. M., Morris, ill. 

Highland Engineering Co., 1742 Berkeley St., Santa Monica, 

lif. 

Hill & Co., E. Vernon, P. O. Box 189, Lake Geneva, Wis. 

Hillwood Mfg. Co., 21700 St. Clair Av., Clevelond 17, Ohio. 

Hi-Lok Mfg. Co., 1625 Massillon Rd., Akron, O. 

Hilo Varnish Corp., 376 Third St., Everett 49, Mass. 

Hilti Rapid Fastening Systems, Inc., 55 Van Dam St., New 
York 13, N. Y. ‘ 

Hinde & Dauch Paper Co., P. O. Box 861, Sandusky, Ohio. 

Hi-Qua Mfg. Co., Inc., 4353 Leiper St., Philadelphia 24, Pa. 

Hirschman-Pouhle Co., Inc., 9 Lent Av., LeRoy, N. Y. 

Hite Mfg. Co., N. E., 303 N. Elizabeth St., Chicago 7, Ill. 

Hobart Bros. Co., Canal Lock Square, Troy 1, Ohio. 

Hobsite Products Co., Inc., 308 Sussex St., Harrison, N. J. 

Holan Corp., J. H., 4100 W. 150th St., Cleveland, O. 

Hollup Corp., Div. National Cylinder Gas Co., 4700 W. 19th 
St., Chicago 50, II. 

Holly Mfg. Co., 875 S. Arroyo Parkway, Pasadena 2, Calif. 

Holtzer-Cabot Motor Div., National Pneumatic Co., Inc., 125 
Amory St., Boston 19, Mass. 

Holub Industries, Inc., Sycamore, III. 

HomEase Products Div. of Bogue Electric Mfg. Co., 52 lowa Av., 
Paterson 3, N. J. 

Home Furnace Co., 280 E. 6th St., Holland, Mich. 

Homeward Products, Inc., 3420 S. W. 9th St., Des Moines, Ia. 

Hones, Inc., Charles A., 141 S. Grand Av., Baldwin, N. Y. 

Horn - Inc., A. C., 10th St. & 44th Av., Long Island City 1, 
N. 


1612 University Ave., St. 


Hoskinson Free Heater Inc., 248-47 Jamaica Ave, Bellerose, L.L, 
N. Y. 


Hossfeld Mfg. Co., 460 W. Third St., Winona, Minn. 
Hotpoint Co., 5600 W. Taylor St., Chicago 44, Ill. 
Hotstream Heater Co., 2363 E. 69th St., Cleveland 4, Ohio. 
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Howard Industries, Inc., Racine, Wis. 

Howard Iron Wks. & Alberger Heater Div., 287 Chicago St. 
Buffalo 4, N. Y. 

Howes-Woods Co., 210 Bridge St., Cambridge 41, Mass. 

mn Heater Co. of No. Calif., 926 High St., Oakland, Calif. 

t-Southern Corp., 354 W. Main Ave., Gastonia, N. C. 

Hebbel Corp., Box 700, Hawley Rd., Mundelein, Il. 

Hub Specialty Co., 53 Salem St., Reading, Mass. 

Huck Mfg. Co., 2480 Bellevue Av., Detroit 7, Mich. 

Hugert Mfg. Co., RD 1 & Chippewa Lake Rd., Medina, Ohio 

Hunter Div., Robbins & Myers, Inc., 2500 Frisco Ave., Mem- 
phis, Tenn. 

Hunt & Son, Inc., C. B., Salem, Ohio. 

Hussey & Co., C. G., 2850 Second Av., Pittsburgh 19, Pa. 

Hutchinson Burner & Mfg. Co., 517 N. Main, Hutchinson, Kans. 

Hydrovalve Co., 1319 Utica Ave., Brooklyn 3, N. Y. 

Hynes & Cox Electric Corp., Cohoes Rd. & Elm St., Watervliet, 
N. Y. 


Ideal Electric & Mfg. Co., E. First & Oak Sts., Mansfield, Ohio. 

Ideal Industries, Inc., 1084 Park Av., Sycamore, Ill. 

Iig Electric Ventilating Co., 2850 N. Crawford Av., 
41, Ill 

Illinois Bronze Powder Co., Inc., 2023 S. Clark St., 
16, Ill. 


Chicago 

Chicago 

Illinois Iron & Bolt Co., Carpentersville, Ill. 

Illinois Testing Laboratories, Inc., 420 N. LaSalle St., Chicago 
10, Ill. 

Illinois Zinc Co., Div. of Hydrometals Inc.,. 2959 W. 47th 
St., Chicago 32, Ill. 

Imperial Brass Mfg. Co., 1200 W. Harrison St., Chicago 7, Ill. 

Imperial Electric Co., 64 Ira Av., Akron 9, Ohio. 

Incinerator Products Inc., 633 S. Post, Detroit, Mich. 

Independent Blade Co., 587 Thompson Ave., East Haven 12, Conn. 

Independent Nail & ‘Packing Co., P. O. Box N, Bridgewater, 
Mass 


Independent Register Co., 3747 E. 93rd St., Cleveland 5, Ohio. 
Industrial Acoustics Co., ‘lac. 341 Jackson ‘Ave., New York 54, 
N. Y. 


Industrial Brownhoist Corp., 135 Washington, Bay City, Mich. 

Industrial Equipment Co., The, Minster, O. 

Industrial Metal Protectives, 401 Homestead Av., Dayton, Ohio. 

Industrial Plastic Fabricators, Inc., Norwood, Mass. 

Industrial Service Laboratories, 710 W. National Ave., Milwaukee 
4, Wis. 

Industrial Sound Contro] Dept., Metal Products Div., Kop- 

rs Co., Inc., 200 Scott St., Baltimore 3, Md. 

Infra Insulation Inc., 525 Broadway, New York, N. Y. 

Ingersoll Conditioned Air Div., Borg-Warner Corp., 760 E. Vine 
St. Kalamazoo, Mich. 

Ingersoll-Rand Co., 11 Broadway, New York 4, N. Y. 

Ingersoll Steel Div., Borg-Warner Corp., 310 S. Michigan Ave., 
Chicago, Ill. 

Ingram-Richardson Mfg. Co., Beaver Falls, Pa. 

In — Heater Corp., 3402 University Ave., S.E., Minneapolis 14, 


Inland Mfg. Co., 1120 N. Cicero Ave., Chicago, II. 

Inland Mfg. Div., General Motors Corp., 2727 Inland, Day- 
ton, O. 

Inland Steel Co., 38 S. Dearborn St., Chicago 3, Ill. 

Inland Steel Products Co., 4023 W. Burnham St., Milwaukee 
1, Wis. 

Insto-Gas Corp., 998 E. Woodbridge St., Detroit 7, Mich. 

Insulating Equipment, Inc., 39 S. LaSalle St., Chicago 3, Ill. 

Insulation & Refractories Co., 48 Commercial St., Webster, 
N. Y 


Insul-Coustic Corp., 42-23 54th Rd., Maspeth 78, N. Y. 

Insulite Div., Minnesota & Ontario Paper Co., Investors 
Blidg., Minneapolis 2, Minn. 

Insul-Lyte Corp., Div. of Plibrico Co., 
Rouge 18, Mich. 

Insul-Mastic Corp. of America, 7750 W. 61st Pi., Summit, Ill. 

— Paint Co., 13th & Southern R. R., East St. Louis, 


130 W. Pleasant, River 


International Covers for Air Conditioners Corp., 532 Broad- 
way, New York 12, N. Y. 

International Engineering, Inc., 1145 Bolander, Dayton 1, Ohio. 

International Harvester Co., Motor Truck Div., 180 N. Michigan 
Ave., Chicago 1, Ill. 

International Heater Co., 101 Park Av., Utica 2, N. Y. 

International Mfg. Co., 600 E. Grand, Oklahoma City, Okla. 

International Metal Hose Co., Ashford Ave., Bellevue, O. 

International Metal Products Co., P. O. Box 1712, Phoenix, Ariz. 
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International Molded Plastics, Inc., 4387 W. 35th St., Cleveland 
9, O. 

International Nickel Co., Inc., 67 Wall St., New York 5, N. Y. 

International Oil Burner Co., Park & Spring, St. Louis 10, Mo. 

International Register Co., 2620 W. Washington Blvd., Chicago 
12, Ill. 

International Rolling Mill Products Corp., 5000 S. Whipple 
St., Chicago, Ill. 

International Staple and Machine Co., Materials Handling Div., 
Herrin, Iil. 

International Steel] Co., 1556 Edgar St., Evansville, Ind. 

International Vermiculite Co., Girard, Ill. 

Interstate Drop Forge Co., 4051 N. 27th St., Milwaukee, Wis. 

Interstate Heater Mfg. Co., 2627 W. 6th Ave., Denver, Colo. 

Interstate Machinery Co., Inc., 1433 W-. Pershing Road, Chicago 
9, Ill. 

Interstate Sales Co., 123 E. 18th St., New York 3, N. Y. 

Iona Ventilator Co., Inc., 2821-29 W. Dauphin St., Philadelphia 
32, Pa. 

Iowa Paint Mfg. Co., Inc., 118-20 Eighth St., Des Moines 9, 

owa. 

Iron City Chemical & Construction Corp., Glycolator Sales & 
Service Div., P. O. Box 5814, Pittsburgh 9, Pa. 

Iron — Mfg. Co., 3170 W. 106th St. Cleveland 11, 
Ohi 

Iron-Hide Sales Co., Dock St., Matawan, N. J. 

Iron Lung Ventilator Co., 5403 Prospect Ave., Cleveland 3, 
Ohi 


0. 
Irvington Varnish & Insulator Div., Minnesota Mining & Mfg. 
Co.,.6 Argyle Terrace, Irvington 11, N, J. 


J 


J. & J Sheet Metal Co., 23836 Hoover Rd., Van Dyke, Mich, 
absco Pump Co., 2031 'N. Lincoln, Burbank. Calif. 

lack & Heintz, Inc., 17600 Broadway, Cleveland 1, Ohio, 

Jackes-Evans Mfg. Co., 4427 Geraldine Ave., St. Louis 15, Mo. 

Jackson & Church Co. 321 N. Hamilton St., inaw 65, Mich. 

Jackson Mfg. Co., Inc., W. L., 1222 E. 40th St., Chattanooga, 
Tenn. 

Jaco Devices Co., 98 High St., Hingham, Mass. 

Jamestown Metal Corp., Of Blackstone Av., Jamestown 6, N. Y. 

Jan-Air Inc., Richmond, 

Janitrol Heating and Air Conditioning Div., Surface Combustion 
Corp., 400 Dublin Ave., Columbus 16, O. 

Jefferson Electric Co., 25th & Madison St., Bellwood, Ill. 

Jenn Air Products Co., 1102 Stadium Dr, Indianapolis, Ind. 

Jessop Steel Co., Washington, Pa. 

Jet-Heet, Inc., 152 S. Van Brunt St., Englewood, N. J. 

Jettronaire, Inc., 1100 E. Warrington, Pittsburgh 10, Pa. 

Johns-Manville, 22 E. 40th St., New York 16, N. Y. 

Johnson Co., S. T., 925 Stanford Ave., Oakland 8, Calif. 

oo Gas "Appliance Co., 520 “E” Av., N. W., Cedar Rapids, 


Iowa. 





Heater Corp., 1 Winnisimet St., Chelsea, Mass. 
Inc., William, Brenner & Kent Sts., Newark 3, N. J. 
Ladder Shoe Co., Eau Claire, Wis. 
Machine & Press Corp., Div. of Bontrager Corp., 
620 W. Indiana Av., Elkhart, Ind. 
Mtg. Co., Inc., Mount Vernon, Iowa. 
Service Co., 507 E. Michigan St., Milwaukee 1, Wis. 
& Chapman Co., 2925 Carroll Ave., Chic 12, Til. 
Foil Mfg. Co., 6100 S. Broadway, St. Louis 11, Mo. 
& Laughlin Steel Corp., 3 Gateway Center, Pittsburgh 
30, Pa. 
Jones Machinery Div., 
Rd., Chicago 24, Ill. 
Jordan & Co., Inc., Paul R., 311 E. South St., Indianapolis 25, 
Ind, 
Joy Mfg. Co., Oliver Bldg., Pittsburgh 22, Pa. 
Jungers Stove & tag Co., Grafton, Wis. 
Juniper Elbow Co., Inc., 72-15 Metropolitan Av., Middle Vil- 
lage, L. L., N. Y. 
Justrite Mfg. Co., "2061 N. Southport Ave., Chicago, Ill. 


K 


K-G Equipment Co, (Inc.), 1744 Lehigh St., Allentown, Pa. 

Kaiser Aluminum & Chemical Corp., 1924 Broadway, Oakland 
12, Calif. 

Kalamazoo Furnace & Appliance Mfg. Co., 100 Rochester Ave., 
Kalamazoo, Mich. 

Kane & Roach, Inc., Niagara & Shonnard Sts., Syracuse 4, N. Y. 

Karyall Body, Inc., 8221 Clinton Rd., Cleveland 9, O. 

Kauffman Air Conditioning Corp., 4505 Olive St. St. Louis 8, 
Mo. 


Hewitt-Robins, Inc., 4401 W. Roosevelt 
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Kaufman Co., H. J., 13215 Roselawn Ave., Detroit 38, Mich. 

Kaustine Furnace & Tank Corp., 1492 Washington Ave., Perry, 
N. Y. 

Kawneer Co., Niles, Mich. 

Kaykor Industries, Inc., Yardville, N. J. 

Keasbey & Mattison Co., Butler Av., Ambler, Pa. 

Keckley Co., O. C., 3400 Cleveland "St., Skokie, Ill. 

Kehm Co., 5000 S. Halsted St., Chicago, Ill. 

Keith Furnace Co., Dean Av. at E. 26th, Des Moines 17, Iowa. 

Keller Tool Div. Gardnet-Denver Co., P. O. Box 268, Grand 
Haven, Mich. 

Kelvinator Div., American Motors Corp., 14250 Plymouth Rd., 
Detroit 32, Mich: 

Kemlite Corp., 101 N. pro ae Ave., Joliet, Ill. 

Kenco Mfg. eS. seas Telegraph Rd Los Angeles 22, Calif. 

Kenimar Corp., P. O, Box 25, Glenville, Conn. 

Ken-Joy Gas ayes Co., 3231. W. National Av., Milwaukee 15, 

is. 

Kennametal Inc., Latrobe, Pa. 

Kennard Corp., 1819 S. Hanley Rd., St. Louis 17, Mo. 

Kensico Tube Co., Mt. Kisco, N. Y. 

Kent Co., Inc., 435 Canal St., Rome, N. Y. 

Kerner Incinerator Div., “Morse-Boulger Destructor Co., 80 
Fifth Ave., New York 11,N.'Y. 

Kerotest Mfg. Co., 2525 Liberty Av., Pittsburgh 22, Pa. 

Kester Solder Co., 4201. Wrightwood Av., Chicago 39, Ill. 

Kett Tool Co., 5055 Madison Rd., Cincinnati 27, O. 

Keystone Asphalt Products Co., 101 E. Ontario St., Chicago 11, 
Il. 


Keystone Flashing Co., 2310 N. 28th St., Philadelphia 32, Pa. 
Kice Metal Products Co., 485 S$. Washington Ave., Wichita 


2, Kans. 

Kidder Mfg. Co., Inc., J. F., 426 Colchester Av., Burlington, Vt. 
Kalbury Mfg. Co., Inc., 14529 Hawthorne Blvd., Lawndale, Calif. 
Kilgore, Inc., Westerville, oO. 

Killiam Gas Burner Co., 1240 S. Bannock, Denver 23, Colo. 
Kimberly-Clark Corp., Neenah, Wis. 

Kindt-Collins Co., 12653 Elmwood Ave., Cleveland 11, Ohio. 
King Co., Box 178, Owatonna, Minn. 


King Refrigerator Co., 7602 Woodhaven Blvd., Glendale 27, 
N. Y. 


Kingsley Mfg. Co., 420 Howard Ave., New Haven, Conn. 

Kingston-Conley, Inc., 68 Brook Ave. North Plainfield, N. J. 

King Stove and Range Co., Sheffield, Ala. 

Kirk & Blum Mfg. Co., 3120 Forrer St., Cincinnati 9, O. 

Kirk & Son, Inc., Morris P., 2717 S. Indiana St., Los Angeles 
23, Cahf. 

Kirsch Co., Refrigeration Div., Sturgis, Mich. 

Kisco Boiler & Engineering Co., 2414 Dekalb St., St. Louis 4, Mo. 

Klauer Mtg. Co., 9th & Washington St., Dubuque, Iowa. 

Kleenair Furnace Co., 5329 N. E. Sandy Blvd., Portland 13, Ore. 

Kleen-Heet, Inc., 1829 Carroll Av., Chicago 12, Ill. 

Kleer-Kleen Mfg. Co., 140 Orchard Ave., Hayward, Calif. 

Klem Chemicals, Inc., 14401 Lanson Av., Dearborn, Mich. 

Klemm Automotive Products Co., 1718 N. Damen Ave., Chi- 
cago 47, Ill. 

Klenk, Inc., Karl, 107 E. Sth St. Wilmington, Del. 

Kling Bros. Engineering Works, 1320 N. Kostner Ave., Chicago 
51, Il. 

Klipfel. Mfg. Co., 1075 Lincoln Ave., Hamilton, Ohio. 

Kloppenborg Aluminum” Foundry, 211 Marquette St., 
port, Iowa. 

Knapp Bros. Mfg. Co., 16 E, 72nd St., Cincinnati 16, O. 

Knobco, Inc., 2301 Alexandria, Newport, Ky. 

Knowles Mushroom Ventilator Co., 160 Bellevue Ave., Upper 
Montclair, N. J. 

Koch Engineering Co., Inc., 321 W. Douglas, Wichita, Kansas 

Koch Refrigerators, Inc., 401 Funston Rd., Kansas City 15, Kans. 

Kolb Refractories Co., Meadow & Jackson Sts., Philadelphia, Pa. 

Kol-Master Corp., Oregon, IIl. 

bara Engineering Co., 1388 Fairfax Dr., San Bernardino, 
Calif. 

Koolvent Metal Awning Corp. of America, P. O: Box 9536, 
Pittsburgh 23, Pa. 

Koppers Co., Inc., Tar Products Div., Koppers Bldg., Pittsburgh 
19, Pa. 

Korfund Co., 48-01-A 32nd) Pl., Long Island City 1, N. Y. 

Kraiss] Co., Inc., Terhune’& Williams Avs., Hackensack, N. J. 

Kramer Bros. Foundry Co., 17 Dell St., Dayton 4, Ohio. 

Kramer Trenton Co., N. Olden & Breunig Ave., Trenton 5, N. J. 

Kraus Mfg. Co., Chas. E., 122 S. 8th St., Louisville 2, Ky. 

Kresky Mfg. Co., Inc., Second & H Sts., Petaluma, Calif. 

Kresno-Stamm Mfg. Co:, 421 Broad St., Palisades Park, N. J. 

Kritzer Radiant Coils, Inc., 2901 Lawrence Ave., Chicago 25, Ill. 

Krueger Air Conditioning Corp. 19 E. Rillito St., Tucson, 
Ariz. 


Krueger Sentry Gauge Co., Green Bay, Wis. 


Daven- 





L 


L. O. F Glass Fibers Co., 1810 Madison Ave., Toledo, O. 

Labeled Metal Products Corp., 2000 Cermak Rd., Broadview, 
lll. 

Laclede Steel Co., Arcade Bldg., St. Louis 1, Mo. 

Laco Oil Burner Co., Inc., 238 Union St., Griswold, Iowa. 

LaCrosse Steel Rooking & Corrugating Co, 227 Jay St, Le 
Crosse, Wis. 

Laharco Industries, Inc, 721 2nd Ave., N., Minneapolis 5, 


Lamson Mobilift cor 835 S. E. Main St., Po 

Co., F. H., 229 South St., St. Indianapolis 25, 
Lapeer Mfg. 
Larkin 


Co., 1144 W. Baltimore, Detroit 2, Mich. 
Inc., 519 Memorial Dr., S. E., Atlanta 1, Ga. 
Products Co., Inc., 203 2 Bapon 7, Ohi Pittsburgh 13, Pa. 
Blower Co., 2005 Home Av., 7, Ohio. 
it C., Box 133, New Kensington, Pa. 
Leslie, Menona, lewa. 
er Stud Gun Cerp., 420 Lincoln Rd., pes Beach, Fla. 
O., Congress at ist, Aberdeea, S. 
ration, P. O. Box 1801, Wi 2 Del. 
Co., 4970 Stenton Ave., 44, Pa. 
itioning Corp., 14631 Meyers Detroit 27, 


Pye 
Pz 


Lenk Mfg. Co., 30-38 St., Boston 15, Mass. 
Lennox Industries Inc., 200 S. 12th Av., Marshalltown, Iowa; 
1705 Olentagy River Rd., Columbus, Ohio; 400 N. Midler Av., 


Syracuse, N. 

Lepick Heater Co., 1742 Fourth Ave., S., Seattle 4, Wash. 

Leslie Welding Co., Inc., 2943 Carrell Ave., Chicago 12, Til. 

Levow, David, 308 W. 20th St., New York 11, N N. Y. 

Lewellen Mfg. Co., Columbus, Ind. 

Lewin-Mathes Co., Lewin Metals Div., 12th & Chouteau Sts., 
St. Louis 2, Mo. 

Lewyt Air- Conditioner Corp., 5702 First Ave., Brooklyn 19, N. Y. 

Lexsuco, Inc., 4815 Lexington —_ Cleveland 3, Ohio. 

L'Hommedieu & Sons Co., Chas. aoa Copan Any Chiiige 
23, Ill. 

Libert Machine Co., 324 N. Roosevelt St., Green Bay, Wis. 

Liberty Combustion os E. Malloy Rd., East Syracuse, N.Y. 

Lignum-Vitae Products Corp., 906 Boyd Av., J City, N. J. 

Lilie-Hoffmann Cooling Towers, Inc., 1450 S. V Vandovens eventer Ave., 
St. Louis 10, Mo. 

Lima Electric Motor Co., The, Dept. 10, Lima, O. 

Lima Register Co., 1790 N. Cable Rd., Lima, Ohio. 

Lincoln Brass Works, 2067-12th St., Detroit, Mich 

Lincoln Electric Co., 22801 St. Clair Av., Cleveland 17, Ohio. 

Lincoln Furnace Co., Inc., 230-244 Goffle Rd., Hawthorne, N ‘es 

Linde Air Products Co., Div. Union Carbide & Carbon Corp., 30 
E. 42nd St., New York 17, N. Y. 

Link-Belt Co., Prudential Piaza, Chicago 1, Ill. 

Lion Fastener Co., Inc., Lester, Pa. 

Lipman Refrigeration Div., Yates-American Machine Co., Beloit, 
Wis. 

Liquid Carbonic Corp., Industrial Gas Div., 3100 S. Kedzie Av., 
Chicago 23, Ill. 

Liquidometer Corp., Skillman Av., 36th and 37th Sts., Long 
Island City 1, N. Y. 

Liquid Plastics Corp., 50-02 23rd St., Long Island ~ 1, N. Y. 

Little Burner Co., Inc., H. C., Woodland Ave. & Du Bois St., 
San Rafael, Calif. 

Littleford Bros., Inc., 453 E. Pearl St., Cincinnati 2, Ohio. 

Little — Vaporizer Co., 5101 Classen Blvd., Oklahoma City 
18, Okla. 

Livingston, Inc., Kalamazoo Av., Marshall, Mich. 

Locke Regulator Co., Walter and Osborne Sts., Salem, Mass. 

Locke Stove Co., 114 W. 11th St., Kansas City 5, Mo. 

Lockformer Co., 4615 Roosevelt Rd., Chicago 50, Ill. 

Lockhart Mfg. Corp., 6350 E. Davison, Detroit 12, Mich. 

Lockport Mills Inc., Lockport, N. Y. 

Loline Steel Boiler Co., 235 S. Penn St., Allentown, Pa. 

London Chemical Co., 1535 N. 31st Ave., Melrose Park, Ill. 

Lord Mfg. Co., 1635 W. 12th St., Erie, Pa. 

Los Angeles Sheet Metal Mfg. Co., Inc., 900 E. Ninth St., Los 
Angeles 21, Calif. 
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Louvra Mfg. & Sales Co., 1010 Jeanette Ave., Union, N. J. 
Lovejoy Flexible Coupli Co., 4841 Lake St., Chicago 44, = 
Lovekin Water Heater Co., 39 Laurel St., Philadelphia 23, Pa. 
pene Rule Co., Saginaw, Mich. 
~All Co., 353 Lancaster Ave., Haverford, Pa. 

L ens Metal Co., Thos. F., Hedley & Bath Sts., Philadelphia 

37, Pa. 
Lukens Steel Co., 308 S. First Ave., Coatesville, Pa. 
Lumm Co., A. H, 2512 Albion St, Toledo 6, Ohio. 
Lundt, Inc, Ernest C, Route 46, P. O . Box 216, Little Falls, 


Lustrik Inc., Mag co, 8321 W. ‘De son Ave Det Pa. a 
Luty Furnace Mf _ 8321 ison Ave. it 38, 
eA 1B. Southam eet ne Mass. 
Lyman H. pton, 
Lynch Asbestos Co., 2939 S. Sunol Dr., Los Angeles 
Sons, Kenneth, 80 Main Ave., Wilton, 
., Inc., 234 S. Fountain St., Marshall, Mich. 
17 Willow St., Lynn, Mass. 
Lyon Metal Products, Inc., 740 Madison Av., Aurora, Ill. 
Lyons, Edward W., 115 W. Glenaven Ave., Youngstown 7, O. 


23, Calif. 


Co., Div. a a aN Mite, ae Pe 
en 11, Conn. 


Ma Mis Co., 2581 W. Winthrop, Indianapolis 5, Ind. 
Madden Brass Products Co., P. O. Box 444, Aurora, Ill. 
Madden Corp., The, 1345 Jarvis Ave., yy Ii, 
Made-Rite Co., Inc., 10th & Monroe St., 

ic Aire Div., ‘United Electric Co: 500’ Block Galveston St, 


Wichita Falls, "Tex. 
Magic Chemical Co., 129 Crescent St., Brockton 2, Mass. 
Detroit 28, Mich. 


— Servant Products Co., 15211 7% ao 


irl Foundry & Furnace Co., 41 
ington, Ill. 
een 19, hich ‘Multifinish Mfg. Co., 26341 W. Eight Mile Rd., 


ORC, 6589 E.8 Mile Rd, 
Mahon Co. R. C., 6565 E. 8 Mile Detroit 34, Mich. 
Maid-O ’-Mist Inc., 3217 N. Pulaski Rd., Chicago 41, Ill. 
Majestic Co., Inc., 733 Erie St., Hunti Ind. 
ag oo Sonus A Highway 71 and Rd., P. O. Box 537, 
Major Metal Products, Inc. 707 EB. 61st St., Los Angeles 1, Calif. 
Malco Products, 405 E. 48th St., lis 9, Minn. 
Mall Tool Co., Div. of Remington Arms Co, Inc., 7740 South 
Chicago Av., Chicago 19, Ill. 
Malleable Iron’ Fittings Co., Lock Box 231, Branford, Conn. 
Mallory Co., P. R., 52 s. Gray St. Indianapolis 6, Ind. 
Malm Mtg. Co., 1565 Como Ave., St. Paul, Minn. 
— Furnace Co., 6425 Cambridge St., Minneapolis 16, 
inn 
Manhattan Perforated Metal Co., Inc., 43-17 37th St. Long 
ihe “Mig and Beti Co., Png Me Manheim, Pa. 
ting 272 
Manning Co., S charles E., 90 Clairton B Pittsburgh 36, Pa 
Manning, Maxwell & Moore, Inc., .- 4 Main St., Stratford, 


Manville Boiler Co., Inc., Singer St., Hackettstown, N. J. 

Mapes Industries, Inc., 340 S. 12th St., Lincoln 8, Nebr. 

Maplewood Machinery Co., 2634 Fullerton Ave., Chicago 47, 
Ii. 


—— Electric Mfg. Corp., Cherry & poner Sts., Wausau, 


Marble-Card Electric Corp., Gladstone, Mi 

March Mfg. Co., 8015 N. Lawndale pul ae Ill. 

Marco Co., 45 Greenwood Ave., East Orange, N ye 

Marco Industries, Inc., Third & Franklin St., Womelsdorf, Pa. 
_ Electrolysis Eliminator Co., 617 Dearborn St St., Seattle, 


Market Forge Co., Everett 49, Mass. 
Marley Co., The, 222 W. Gregory Bivd., Kansas City 14, Mo. 
Marlo Coil’ Co., 6135 Manchester Av., St. Louis 10, Mo. 

Co., Inc., 307 E. Hennepin Ave., Minneapolis 


Marshalltown Mfg. Co., 901 E. Nevada St., Marshalltown, Iowa. 
Marsh Corp., Jas. P., Skokie, Ill. 
Martens & Stormoen Co., 231 Willard St., West Quincy 69, 


Mass. 
Martin Fan & Blower Co., 4634 W. 21st Place, Chicago 50, Ill. 
Martin Co., Inc., J. O., 637 Minna St., San Francisco 3, Calif. 
Martin Stamping & Stove Co., Huntsville, Ala. 
Marvin Mfg. Co., 3071 E. 12th St., Los Angeles 23, Calif. 
Marviray, Inc., 54 Clifton St., Newark 5, N. J. 
Master Appliance Mfg. Co., 4th & Ontario St., Racine, Wis. 
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Master-Craft Supply Co., Inc., 36 Division St., Haverstraw, N. Y. 

Master Electric Co., 126 Davis Av., Dayton 1, Ohio. 

Master Products Co., 7000 S. Wentworth, Chicago 21, IIl. 

Master Vibrator Co., 1752 Stanley, Dayton, O. 

Mathes Co., Inc., 1501-29 E. Broadway, Fort Worth 5, Tex. 

Matt Coil-Less Burner Co., 4015 W. Lake St., Chicago 24, Ill. 

Matthiessen & Hegeler Zinc Co., LaSalle, Ill. 

Mauer Engineering, 2525 Colfax St., Evanston, Ill. 

Maurey Mfg. Corp., 2915 S. Wabash Av., Chicago 16, III. 

Maxitrol Co., 12200 Beech Rd., Detroit 39, Mich. 

Maxwell Steel Co., P. O. Drawer 230, Fort Worth 1, Tex. 

Mayflower Air Conditioners, Inc., Duluth Av. & E. Seventh St., 
St. Paul 6, Minn. 

Mayne Products Co., 324 Harries Bidg., Dayton 2, Ohio. 

Mayson Mfg. Co., 4332 Horatio St., Detroit 10, Mich. 

Maze Co., W. H., Market at Church St., Peru, Il. 

a Powers Auto Body Co., 5900 N. Broadway, St. Louis, 

0. 

9 ee Hoist & Mfg. Co., 721 Rogers St., Downers Grove, 

McCord Corp., 2587 E. Grand Blvd., Detroit 11, Mich. 

McCorkle Co., D. H., Sixth & Bancroft Way, Berkeley 2, Calif. 

McDaniel Mfg. Co., Inc., 1012 Powhattan St., Dallas 2, Texas. 

McDonald Mig. Co., A. Y., 12th & Pine Sts., Dubuque, Ia. 

McDonnell & Miller, Inc., 3500 N. Spaulding Av., Chicago 18, 


lil. 
McGraw Electric Co., Clark Div., 5201 W. 65th St., Chicago 
38, Ill. 
— Electric Co., Lonergan Mfg. Div., 704 Clark St., Albion, 
ich. 
McIntire Co., Okner Parkway, P. O. Box 5, Livingston, N. J. 
McKay Co., 1005 Liberty Ave., Pittsburgh 22, Pa. 
— Furnace Co., 3861 Freemont Ave., N., Minneapolis 12, 
inn. 


en ee Co., Inc., 2740 S. 32nd St., Milwaukee 


is. 

McLarty Systems, 2600 Dickman, Battle Creek, Mich. 
McLaurin-Angier Co., Needham Heights 94, Mass. 

McLean Engineering Laboratories, P. O. Box 228, Princeton, 


N. J. 
McLouth Steel Corp., 300 S. Livernois, Detroit 17, Mich. 
McMillan Comfortaire Heat Pumps, Inc., P. O. Box 5064, 
Jacksonville 7, Fla. 


oy Furnace & Supply Co., 1805 N. E. 2nd Ave., Portland 
12, Ore. 


McQuay, Inc., 1600 Broadway, N. E., Minneapolis 13, Minn. 
— cam Mfg. Co., Southwest Ave. at Marconi, St. Louis, 
, Mo. 

Meadows, Inc., W. R., 2 Kimball St., Elgin, Il. 

Meier Electric & Machine Co., Inc., 3525 E. Washington St., 
Indianapolis 7, Ind. 

Melaway Corp., Box 248, Brandon, Wis. 

Melchior, Armstrong, Dessau Co., Ridgefield, N. J. 

Melco Products, Inc., 301 Sth Ave., S., Minneapolis, Minn. 

Mel-Gauge Co., P. O. Box 126, Station A, New Haven, Conn. 

ag Mfg. Associates, Inc., 53 North Duke St., 
Lancaster, 

Mercoid Corp., 4201 Belmont Ave., Chicago 41, Il. 

Meriam Instrument Co., 10920 Madison Ave., Cleveland 2, Ohio. 

Metalcraft Engineering Co., 3625 N. 48th St., Lincoln, Nebr. 

Metalcraft, Inc., Mason City, Iowa 

Metal Fabricators, Inc., P. O. Box 3232, Charlotte 3, N. C. 

pe and Stitch Inc., 255 Fifth Ave. New York 16, 


Metalloy Products Co., 1351 E. 17th St., Los Angeles, Calif. 

Metalmen Inc., 2100 W. Grand Ave., Chicago 12, Ill. 

Metal & Thermit Corp., 100 E. 42nd St., New York 17, N. Y. 

Metro Metal Mfg. Co., Holt, Mich. 

Metromatic Mfg. Co., 15 Winchester St., Medford, Mass. 

Metropolitan Refining Co., Inc., 50-23 23rd St. Long Island 
City 1, N. Y. 

Mettler Co., Inc., The, Div. of Eclipse Fuel Engineering Co., 
4366 Worth St., Los Angeles 63, Calif. 

Metzner Stove and Furnace Supply Co., 413 Delaware St., Kansas 
City 5, Mo. 

Meyer & Bro. Co., F., 308 S. Commercial St., Peoria 2, Ill. 

Meyer Furnace Co., 1300 S. Washington St., Peoria 1, Ill. 

Meyer Sheet Metal Machinery Co., 1908 Santa Fe Ave., Los 
Angeles, Calif. 

Meyer & Sons, Inc., W. W., 8257 Elmwood Ave., Skokie, Ill. 

Miami Products, Inc., N. W. 22nd Ave., Miami, Okla. 

Michigan Steel Tube Products Co., Holbrook & Buffalo Avs., 
Detroit 12, Mich. 

Micro Products Co., 20 N. Wacker Dr., Chicago 6, Ill. 
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Micro Scotch Heater om Si of Micro-Moisture Con- 
trols, Inc., 22 Jericho Turnpike, Mineola, N. Y. 

Microtron Corp., P. O. Box 2092, Charlotte, N. C. 

Midco Register Corp., 1059 Grand Av., St. Paul 5, Minn. 

Mid-Continent Metal Products Co., 1960 Clybourn Av., Chicago 
14, Ill. 

Midland Paint & Varnish Co., 3801 E. 91st St., Cleveland 5, 
Ohio 

Mid-States Welder Mfg. Co., 6025 S. Ashland Ave., Chicago 
36, Ill. 

Midwest Automatic Control Co., 510 Third St., Des Moines 9, 
Iowa 

Mid West Body & Mfg. Co., Paris, Ill. 

Midwest Heater Co., 3222 Manderson St., Omaha 11, Nebr. 

Midwest Insulations, Inc., Wabash, Ind. 

Midwest Mfg. Co., 2205 Haskell Ave., Lawrence, Kans. 

Miller-Church Industries, Eaton Rapids, Mich. 

Miller & Doing, 89 Adams St., Brooklyn 1, N. Y. 

Miller Electric Mfg. Co., Inc., 718 S. Bounds St., Appleton, Wis. 

Miller-Harris Instrument Co., 601 E. Ogden Av., Milwaukee 2, 


Wis. 

Miller Product Co., 5615 S. Cedar St., Lansing 17, Mich. 

Millers Falls Co., 57 Wells St., Greenfield, Mass. 

Mills Corp., Elmer E., 2930 N. Ashland Ave., Chicago 13, Ill. 

Milwaukee Brush Mfg. Co., 2236 N. 30th St., Milwaukee, Wis. 

Milwaukee Electric Tool Corp., 5368 W. State St., Milwau- 
kee 8, Wis. 

Milwaukee Gas Specialty Co., P. O. Box 461, Milwaukee 1, Wis. 

Milwaukee Thermal Furnace Co., 6770 N. 43rd St., Milwaukee 9, 
Wis. 

Mineral Wool Insulations Co., 13361 San Bernadino Ave., 
Fontana, Calif. 

Mine Safety Appliances Co., 201 N. Braddock Ave., Pitts- 
burgh 8, Pa. 

Minneapolis-Honeywell Regulator Co., 2726 Fourth Av. S., Min- 
neapolis 8, Minn. 

Minnesota Mining and Mfg. Co., Abrasives Div., 900 Fau- 
quier, St. Paul, Minn. 
i Mining & Mfg. Co., Adhesives & Coatings Div., 411 
Piquette, Detroit, Mich. 

Minnesota Mining & Mfg. Co., 900 Fauquier Ave., St. Paul, 


Minn. 
Minnesota & Ontario Paper Co., Investors Bldg., Minneapolis, 


Minn. . 
Minn-Kota Foundry & Mfg. Co., P. O. Box 822, Fargo, N. Dak. 
Miracle Adhesives Corp., 214 E. 53rd St., New York, N. Y. 
Mirror Patented Stove Pipe Co., 65 Park St., Hartford, Conn. 
Misener Mfg. Co., Inc., 202-8 Walton St., 2, N. Y. 
Mission Appliance Corp., 12611 S. Crenshaw Blvd., Hawtho 
Calif 


Mitchell & Co., Inc, W. K., 29th & Ellsworth, Philadelphia 46, 


Pa. 
Mitchell Mfg. Co., Div. of Cory Corp. 2525 N. Clybourn 
Ave., Chicago, Ill. 
Modern Controls Corp., 24400 Mound Rd., Centerline, Mich. 
Modern Die & Machine Co., 166 Pleasant St., Boston 25, Mass. 
Modern ineering Co., 3411 Pine Blvd., St. Louis 3, Mo. 
Modern Materials Co., 46330 W. 7 Mile Rd., Northville, Mich. 
Modine Mfg. Co., 1580 DeKoven Ave., Racine, Wis. 
Modular Plastic Corp., 1635 Westminster, Detroit 11, Mich. 
Moeller Co., 132nd St. & 89th Av., Richmond Hill 
18, N. Y. 
Moeschl-Edwards Corrugating Co., Inc., P. O. Box 1115, Cin- 


cinnati, Ohio. 
Molloy Machine Corp., 3445 N. Western Ave., Chicago 18, Ill. 
Momar Industries, 4323 W. 32nd St., Chicago 23, Il. 
Monarch Mfg. Works, Inc., 2501 E. Ontario St., Philadelphia 
34, Pa. 
Moncrief Furnace Co., P. O. Box 1673, Atlanta 1, Ga. 
Moncrief Lenoir Mfg. Co., 2103 Lyons, Houston, Tex. 
Monitor Controller, 99 Grove St., Rockland, Mass. 
Monogram Products Co., Inc., 731 N. 35th St., Philadelphia 4, 
Pa. 
Monsanto Chemical Co., 1700 S. 2nd St., St. Louis, Mo. 
Montag Inc., 2011 N. Columbia Blvd., Portland 17, Ore. 
Montgomery Chemical Co., Jenkintown, Pa. 
Montgomery Products Co., 238% Mill St., Lansing 29, Mich. 
Moore Co., 800 S. Missouri, Marceline, Mo. 
Moore, Inc., Goodloe E., 2811 N. Vermilion St., Danville, IL 
Moreheat Distribution Co., 5608 Stewart, Cincinnati, O. 
Morey, Dan, 814-816 S. Robertson Blvd., Los Angeles 35, Calif. 
Mor-Flo Heater Corp., 2174 E. 76th St., Cleveland 3, O. 
Morrill Motors, Inc., 3685 Northrop, Fort Wayne, Ind. 
Morris Paint & Varnish Co., 27th & Douglas Sts., Omaha, Nebr. 
Morris Sheet Metal Works, 635 W. Mound St., Columbus 23, O. 


— Products, Inc., 16816 Waterloo Rd., Cleveland 10, 
0. 
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Morrison Steel Products, Inc., 601 Amberst St., Buffalo 7, N. Y. 

Morse-Smith-Morse Co., The, 165 Dexter Ave., Watertown 72, 
Mass. 

Mortell Co., J. W., Hobbie Av. & Big Four R.R., Kankakee, Ill. 

Mortemp Div., Mechanical Products Co., 1727 First Ave., S., 
Seattle 4, Wash. 

Mortemp Furnace Div., Witte-Toledo Co., 30 N. Westwood, 
Toledo 7, O. 

Mortemp Products Corp., Box 386, Rockville, Md. 

Morton Engineering Services, Paul S., 609 Bangor Rd., Lawrence, 
Mich. 

Morysville Body Works, Inc. 813 S. Reading Ave., Boyer- 
town, Pa. 

Moser & Son Mfg. Co., 227 E. Washington St., Bluffton, Ind. 

Mountain States Equipment Co., 1238 Speer Bivd., Denver 4, 
Colo. 

Mt. Hawley Mfg. Co., Mt. Hawley Airport, Peoria 4, Ill. 

Mt. Vernon Furnace & Mfg. Co., P. O. Box 213, Mt. Vernon 
Ill. 

Muckle Mfg. Co., Owatonna, Minn. 

Mueller Brass Co., 1925 Lapeer Av., Port H Mich. 

Mueller Climatrol, 2005 W. Oklahoma Ave., Milwa 15, Wis. 

Mueller Co., 512 W. Cerro Gordo St., Decatur, Il. 

Mulkey Co., J. F.. W. 8 Mile & Telegraph Rds., Detroit 19, 
Mich. 

Multiple Corp., 1905 N. Main St., Dayton 5, O. 

Multi-Therm Mig. Co., Inc., 11637 ‘Linwood, Detroit 6, Mich. 

Muncie Turner Mfg. Co., 27293 Eureka Rd., Romulus, Mich. 

Mundet Cork Corp., 7101 Tonnelle Ave., North Bergen, N. J. 

Mundt & Sons, Charles, 53 Fairmont Av. Jersey City 4, N. J. 

Mustee Heater Co., 3409 Superior Av., Cleveland 14, Ohio. 

Mutual Liquid Gas & Equipment Co., 17117 S. Broadway, Gar- 


dena, Calif. 
Myers Electric Co., Inc., 209 First Av., Pittsburgh 22, Pa. 


National Airoil Burner Co., Inc., 1336 E. Sedgley Av., Philadel- 
phia 34, Pa. 

National Appliances, Inc., P. O. Box 173, ay Kensington, Pa. 

National Cork Co., 1 Engle St., a aa 

National Cylinder Gas Co., 840 N 
Ill. 


- J. 

. Michigan Av., Chicago 11, 

National Electric Welding Machines Co., 1846 N. Trumbull 
St., Bay City, Mich. 

National Engineering & Mfg. Co., 16th & Lamiece St., Sedalia, 
Mo. 

National Foundry & Furnace Co., Station “B,” P. O, Box 35, 
Dayton 7, Ohio. 

National Fuel Conservation Co., Inc., 7 Woodside Ave., Free- 
port, N. Y. 

National Gas Equipment Co., Inc., P. O. Box 122, Denison, Tex. 

National Grille & Register Co., 3169 E. 80th, Cleveland, oO. 

National Gypsum Co., 325 Delaware Av., Buffalo 2, N. Y. 

National Heater Co, Inc., 2475 Doswell Ave., ’St. Paul 8, 
Minn. 

National Lead Co., 111 Broadway, New York 6, N. Y. 

National Lock Co., 1902 Seventh St., Rockford, Ill. 

National Mfg. Corp., 153 Fillmore Av., Tonawanda, N. Y. 

National Metal Fabricators, 2136 S. Sawyer Av., Chicago 23, Ill. 

National Modulation Co., 2720 N. Hy. 61, St. Paul 9, Minn. 

National Pipe Bending Co., 122 River St., New Haven 13, Conn. 

ar ag Steel Construction Co., Inc., 301 Water St., Logansport, 
Ind. 

National Super Service Co., 1944 N. 13th St., Toledo 2, Ohio. 

National Tube Div., U. S. Steel Corp., 525 William Penn Pl., 
Pittsburgh 30, Pa. 

National-U. S$. Radiator Corp., 944 Ash St., Johnstown, Pa. 

Neweas Welding Equipment, 218 Fremont St., San Francisco, 
Calif. 

Naugatuck Chemical, Div. of United States Rubber Co., Nau- 
gatuck, Conn. 

Nebel Mfg. Co., P. O. Box 3942, Shaker Sq. Station, Cleveland 
20, Ohio. 

Neff-Perkins Co., 2130 St. Clair, Cleveland, O. 

Neilson Chemical Co., 6564 Benson St., Detroit 7, Mich. 

Nelson Bros. & Strom Co., 1620 Racine St., Racine, Wis. 

Nelson Industries, 115 E. Carson St., Pittsburgh, Pa. 

Nelson Products, Herman, American Air Filter Co., Inc., 215 
Central Ave., Louisville 8, Ky. 

Nelson Stud Welding Div., Gregory Industries, Inc., Toledo Av. 
& E. 28th St., Lorain, Ohio. 

Nesbitt, Inc., John J., State Rd. & Rhawn St., Philadelphia 36, 
Pa. 
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New-Aire Blower Co., 25425 John R. St., Royal Oak, Mich. 

ry Ae Machine Mfg. Co., E. 10th & Water Sts, New 
Alban 

Newcomb-Detroit ae 5741 Russell St., Detroit 11, Mich. 

New Delphos Mfg. Co., 102 S. Pierce ‘St., Delphos, Ohio. 

New England Carbide Tool Co., Inc., 55 Commercial St., 
Medford 55, Mass. 

New Jersey Zinc Co., 160 Front St., New York 38, N. Y 

Newman Industries America Inc., 43 Broad St., New York 4, 
N. Y. 

New Monarch Machine & Stamping Co., 406 S. W. 9th St., 
Des Moines 9, Iowa. 

New Plastic Corp., 1026 N. * ero Hollywood 38, Calif. 

Newport Steel Corp., Newport, K 

New York Belting & Packing Co., 1 Market St., Passaic, N. J. 

New York Blower Co., 3153" Shields Av., Chi 16, Ill. 

Niagara Blower Co., 405 Lexington Av., New York 17, N. Y. 

Niagara Furnace Div., Forest City Foundries Co., 2500 W. 
27th St., Cleveland 13, oO. 

Niagara Machine & Tool Works, 637-697 Northland Av., 
Buffalo 11, N. Y. 

Niagara Motors Corp., Dunkirk, N. Y. 

Niagara Products Co., 4311 E. Thomas Rd., Phoenix, Ariz. 

Nicework Metal Products Co., Leetsdale, Pa. 

Nichols Wire & Aluminum Co., Davenport, Iowa. 

Nielsen, Inc., E. V., 128 Broad St., Stamford, Conn. 

Nixalite Co. of America, 115-119 W. 3rd St., Davenport, Ia. 

Noble & Stanton, Inc., 1035 Broadway, Bedford, Ohio. 

ser at Mfg. Co., 6860 Farmdale Ave., North Hollywood, 
Cali 


Nooter Corp., 1400 S. Second St., St. Louis 4, Mo. 

Nord — 22 b Rpreen, Pee biemey. % F 

Norky Mf a O. Box 669, Covington, Ky. 

Norma-Hoffmann Ez Corp., Stamford, Conn. 

Norman Chemical Co., 1700 Roblyn Ave., St. Paul 4, Mian. 

Norman Products Co., Inc., 1150 Chesapeake Av., Colum- 
bus 12, Ohio. 

Norristown Asbestos Div. Nicolet Industries, Inc., Wash- 
ington St. below Ford -¥ ” Norristown, Pa. 

Norse Boiler Co., Stelton Rd., New Market, N. J. 

North American Mogul Products Co., Standard Building, 
Cleveland 13, Ohio. 

Northern Blower Co., 6409 Barberton Av., Cleveland 2, Ohio. 

Northern Indiana Brass Co., 935 Plum St., Elkhart, Ind. 

Northern Steel & Stoker Corp., 3100 Prospect Rd., Peoria 4, Ill. 

North Shore Nameplate Inc., 214-27 Northern Bivd., Bayside, 
) Oy Se 


Northwest Foundry & Furnace Co., 2345 $. E. Gladstone St., 
Portland 2, Ore, 
Seattle 4, 


Northwest Metal Products, Inc., 55 Spokane St., 
Wash. 
Norwalk Air Conditioning Corp., 138 Water St., South Nor- 
walk, Conn. 
NuSteel Co., 1714 S. Ashland Ave., ine 8, Hl. 
Bank , Cincinnati, Ohio. 


NuTone, Inc., Madison & Red 
Nu-Way Corp., The, 26 Fourth St. aoa Island, Ill. 


°o 


Oakite Products Inc., 19 Rector St., New York 6, N. Y. 
ea Inc., Benjamin P., 447 N. Eighth St., Philadelphia 23, 


Ghaikee Ventilator = 5828-30 S. Oakley Av., Chi 
Ohio Electric Mfg. Co ‘oo Maurice Ave., Clevel 4, Ohio. 
Ohio Foundry & Mfg. Co 


. Penn R. R. & Slack St., Steuben- 
ville, Ohio. 


Ohio Hoist & Mfg. Co., Inc., 321 S. Beaver St., Lisbon, O. 

Ohio Paper Co., Miamisburg, Ohio. 

Ohio Sheet Metal Die Co , 14689 Euclid Ave., Cleveland, O. 

Ohio Valley Hardware Co., Inc., 801 N. W. 2nd St., Evans- 
ville 2, Ind. 

Ohmer Co., Geo. Box 34, Sta. D, Dayton 10, Ohio. 

ais Paint & Refining Co., 6550 S. Central Av., Chicago 38, 

Oil Equipment Laboratories, Inc., 456 Bridge St., Elizabeth, N. J. 

Oil Equipment Mfg. Corp., 169 "Derby Ave., New Haven, Conn. 

i, sa Burners, Inc. 410 S. Jefferson St., New 

stle, Pa 


O'Keefe & Merritt Co., 3700 E. Olympic Bivd., Los Angeles 23, 


Calif. 

Okun Co., Inc., A. L., 
Park, N. Y. 

Olsen Mfg. Co., The C. A., Filbert St., Elyria, Ohio. 

Olson & Co., Arthur A., Broad and Court Sts., Canfield, Ohio. 


— Industries, 5001 S. E. Johnson Creek Blvd., Portland, 
re. 


36, Til. 


109-02 Van Wyck Expwy., So. Ozone 
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Oneida Heater Co., Inc., Oneida, N. Y. 

O’Neil-Irwin Mfg. Co., 594 Eighth Ave., Lake City, Minn 

Oran Co., 2232 S. Third St., Columbus 7, Ohio. 

Ormsby-Osterman Co., 3631 Cass Av., St. Louis 13, Mo. 

Osborn Mig < Co., 5401 Hamilton Av., Cleveland 14, Ohio. 

Oster Mfg. , John, 5055 N. Lydell Ave., Milwaukee 17, Wis. 

O'Sullivan Rubber Corp., Winchester, Va. 

Ould (U.S.A.) Ltd., John, 519 S. Sth Ave., Mt. Vernon N. Y. 

OverHead Heaters, Inc., 1612 Book Bldg., Detroit 26, Mich. 

Overly, Lloyd H., 504 Court St., Maryville, Tenn. 

Overly Mfg. Co., Greensburg, Pa. 

Owens Co., H., 9300 Venice Blvd., Culver City, Calif. 

Owens-Coming Fiberglas Corp., 1930 Nicholas Bidg., Toledo 
1, Ohio. 

Ozo Sales Corp., 15 Stiles St., New Haven, Conn. 


P 


PSC Inc., 303 Fifth Ave., New York, N. Y. 
Pacific Coast Heater Corp., 330 S. Del Mar Av., San Gabriel, 
Cali 

Pacific Lumber Co., 100 Bush St., San Francisco 4, Calif. 

Pacific States Felt & Mfg. Co., Inc., 845 Howard St., San Fran- 


cisco, Calif. 
Packard Electric Div., General Motors Corp., Warren, Ohio. 
Packard Water Conditioner Div., Inc., P, Mfg. Co., 2220 
W. Beaver St., Jacksonville 9, Fla. 
Packham Crimper Co., Machine Shop, Mechanics-Burgh, O. 
we Metal Hose, "Inc., 31-42 Winthrop Ave., “a Rochelle, 


Page See! & Wire, Div. American Chain & Cable Co., Inc., 
Monessen, Pa. 

Paine Co., Fullerton & Westgate Rd., Addison, Iil. 

Palmer Excelsior, Inc., 2235 W. McDowell Rd., Phoenix, Ariz. 

Palmer Mfg. Corp. 2200 W. Fillmore, Phoenix, Ariz. 

Palmer-Shile Co., 16078 Fullerton, Detroit, Mich. 

Palmer Thermometers, Inc., 2501 Norwood Av., Norwood, 
Cincinnati 12, Ohio. 

PAM Co., 1951 N. W. Wilson St., Portland 9, Ore. 

Pangborn Corp., 560. Pangborn Blvd., H town, Md. 

Paragon Elec, Co. 1600. - 12th St., Two Rivers, Wis. 

Paramount Supply Go., 2727_N. 48th St... Lincola 4, Nebr. 

Park me Comice Works, Inc, 729 Union Av., Bridgeport : 4 


Pee ‘Appliance Co., 17325 Euclid Av., Cleveland 12, Ohio. 

Parker-Kalon Div., General American Transportation Corp., 
Clifton, N. J. 

Parker Rust Proof Co., 2177 E, Milwaukee, Detroit 11, Mich. 

Park Heating Specialties, 6212 Goodrich Ave., Minneapolis 16, 
Minn 


Patco Mfg. Co., 231 N. Bread St., Philadelphia, Pa. 
Patrol Valve Co., 2310 Superior Ave., N. E., Cleveland 14, 
Ohio. 
Patten Co., J. V., 550 DeKalb Av., Sycamore, IIl. 
Paul-Lewis Laboratories, Inc., 4253 N. Port Washington Rd., 
Milwaukee 12, Wis. 
Payne Bais Mfg. Co., 9242 Beverly Blvd. Beverly Hills, 
Cali 

Payne Co., The, 700 Royal Oak Dr., Monrovia, Calif, 

Peck, Stow & Wilcox Co., Center St., Southi Conn. 

Pecora Paint Co., 4th St. & Erie Ave., Philadelphia 40, Pa. 

Peden Equipment Co., 4512 Mt. Vernon, Houston, Tex. 

Pedrick Tool & Machine Co., 3640 N. Lawrence St., Phila- 
delphia 40, Pa. 

Peer, Inc., 1440 Milton St., Benton Harbor, Mich. 

Peerless Corp., 1853 Ludlow Av., Indianapolis 7, Ind. 

Peerless Electric Co., 1401 W. Market Warren, Ohio. 

Peerless Mfg. Corp., 1400 W. Ormsby Ave., Louisville 10, Ky. 

Peerless of America, Inc. 5800 N. Pulaski Rd., Chicago 30, Ill. 

Peerless Products Div., United Cooling Towers, Inc., 1421 E 
Washington, North Little Rock, Ark. 

Penguin Corp., 12334 Stark Rd., Livonia, Mich. 

Penn Boiler & Bumer Mfg. Corp., Fruitville Rd., Lancaster, Pa. 

Penn Brass & Copper Co., Erie, Pa. 

Penn Controls, Inc., Goshen, Ind. 

Penn Metal Co., Inc., 205 E. 42nd St., New York 17, N. Y. 

Penn Supply & Metal Corp., 1831 “N. Fifth | Philadelphia 
22, Pa. 

Penn Tool Co., 124 E. Cumberland St., Philadelphia 25, Pa. 

Penn Ventilator Co., Goodman Av., Philadelphia 40, Pa. 

Pennsylvania Flexible Metallic Tubing Co., 72nd St. & Powers 
Lane, Philadelphia 42, Pa. 

Pennsylvania Furnace & Iron Co., 313 Pine St., Warren, Pa. 

Pennsylvania Range Boiler Co. 24th & Ellsworth Sts., Phila- 
delphia 46, Pa. 

Pennsylvania Refining Co., Ohio Div., 2686 Lisbon Rd., Cleve- 
land 4, Ohio. 
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ae Salt Mfg. Co., Three Penn Center Plaza, Philadel- 
phia 2,.Pa. .» 

Pennsylvania Saw Corp., Box 188, Wellesley Hills 82, Mass. 
ae Wire Glass Co., 1612 Market St., Philadelphia 3, 


a. 
Perfection Furnace Pipe Co., Toledo 4, Ohio. 


Perfection Industries, Div. of Hupp Corp., 7609 Platt Av., Cleve- 
land 4, Ohio. 


Perfect Seal Mfg. Co., Walworth, Wis. 

Perfex Corp., 500 W. Oklahoma Av., Milwaukee 7, Wis. 

Perkinson, William J., 412-14 N. Wolcott Av., Chicago 22, Ill. 

Permacel Tape Corp., U. S. Highway #1, New Brunswick, 

N. J. 

Permaglass Inc., P. O. Box 195, Station A, Toledo 5, O. 

= Products, Inc., 102 W. Fairfield Ave., St. Paul 1, 
inn 

Permutit Co., 330 W. 42nd Be New York 36, N. Y. 

Maywood, Il 


Perrygraf Corp., 

Peters-Dalton, Inc., 17900 Ryan Road, Detroit 12, Mich. 

Petersen Mfg. Co. DeWitt, Nebr. 

Petro Div., Iron Fireman Mfg. Co., 3170 W. 106 St., Cleve- 
land 11, Ohio. 

Petroleum Chemicals, Inc., P. O. Box 969, Fresno, Calif. 

Petroleum Solvent Corp., 331 Madison Av., New York 17, N. Y. 

Petrometer Corp., 43-22 Tenth St., Long Island City 1, N. Y. 

— & Sons Co., Inc., W. T., 1670 Keefer Rd., Youngstown 4, 


Pfanstichl Chemical Co., 104 Lakeview Av., Waukegan, Ill. 

Phelps Dodge Co Products Corp., British American Tube 
Div., 300 Park Ave., New York, N. Y. 

Phelps ’ Mfg. Co., 801 Thomas St, Little Rock, Ark. 

Pheoll Mfg. Co., 5700 Roosevelt Rd., Chicago 50, Ill. 

Philadelphia Chain Block & Mfg. Co., Inc., Hancock & Norris 
Sts., Philadelphia, Pa. 

Philadelphia Gear Works, Inc., Erie Av. and G St., Philadelphia 
34, Pa. 

sae” Thermometer Co., 6th & Cayuga Sts., Philadelphia 

Philco Corp., Tioga and C Sts., Philadelphia 34, Pa. 

a Cooling Tower Co., Inc., 220 Dupont St., Brooklyn 22, 


Philips Drill Co., U. S. 12 and Liberty Trail, Michigan City, 


Photoswitch Div., Electronics Corp. of America, 77 Broadway, 
Cambridge 42, Mass. 

Pilley Brush Co., S. 33rd, Fort Madison, Iowa. 

on Furnace Co., 3131 San Fernando Rd., Los Angeles 65, 


Pioneer Sand & Gravel, 901 Fairview, Seattle, Wash. 

Pioneer Tool Co., 908-10th St., Racine, Wis. 

Pioneer Water Heater Corp., 3131 San Fernando Rd., Los 
Angeles 65, Calif. 


Se Corning Corp., One .Gateway Center, Pittsburgh 22, 


Pittsburgh Lectrodryer Co., P. O. Box 1766, Pittsburgh 30, Pa. 

Born Plate Glass Co., 632 Fort Duquesne Blvd., Pittsburgh 
22 

Pittsburgh Steel Co., 800 a Bide. Pittsburgh, Pa 

Pittsburgh Water Heater Co., P. O. Box 4452, Pittsburgh 5, Pa. 

Plasteel Products Co) acAdlane "Ave., Washington, P 

Plastergon Wall "Co. Philadelphia Av., Buffalo 7, ‘x. _- 

Plastex Co., 3232 Cleveland Ave., Columbus 24, O. 

Plastic Products Co., 6459 Georgia’ Av., Detroit 1, Mich. 

Plummer Spray Equipment Co., 700 Filmore St., Napoleon, Ohio. 

Polis Mfg. Co., J. D., 2900-20 W. ae Chicago 23, Ill 

Pollen ES 303 Ww. Monroe, Chicago 

Polymer Co., 2120 Fairmount Ao heed Pa. 

e Electric Tools, Inc., 320 W. 83rd St. Chicago 20, Ill. 
Porter-Cable Machine Co., 1714 N. Salina St, Syracuse 8, N. Y. 
Potter Co., 1950 Sheridan Rd., North Chi 
Power Engineering Co., 205 W. Wacker A Sega 6, Ill. 


at Sales, Inc., 17630 W. Seven Mile Rae Detroit 35, 


Powers Regulator Co., 3400 Oakton St., Skokie, 
Power by Corp.,. 1425 Lakeside Ave., Chien 14, O. 
Instrument 


Precision Rare & Co., 1434 Brandywine St., 
Philadel: co 30, Pa. 

Precision Welder Mfg. Co., 660 W. Grand Ave., Chicago, Ill. 

—— Utilities Mfg. Corp., 1860 Broadway, New York 23, 


pihes Co., 755 Woodlawn Ave., St. Paul 1, Minn. 

Premier Purnace Co., Lock Box 150, Dowagiac, Mich. 

aro Coal & Oil Co.,- 5830 Carthage Ave., Cincinnati 12, 
0. 

Prepo Corp., Edgerton, Wis. 

Presstite-Keystone Engineering Products 


Co., Div. of Ameri- 
can-Marietta Co., 


3900 Chouteau St., St. Louis 10, Mo. 
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Pressure Airduct Corp., 8130 N. St. Louis Ave, Skokie, Ill. 

Price Bros., Flexicore Div., E. Monument Ave., Dayton, Ohio 

Price Fire Place & Tank Co., 15 Forest Ave., Buffalo, N. Y. 

Price & Rutzebeck, P. O. Box 30, Hayward, Calif. 

Primer Products, Inc., 2011 W. Beecher Rd., Adrian, Mich. 

Pringle & Sons, R. A., 508 Catherine St., Walla Walla, Wash. 

Pritchard & Co., J. F., 4625 Roanoke Parkway, Kansas City 12, 

oO. 

Producers & Distributors, Inc, 1321 Hanover Ave., 
town, Pa. 

Products Research Co., 
Calif. 

Profit Products Co., 120 S. LaSalle St., Chicago, II. 

Progressive Welder Sales Co., 3070 E. Outer Dr., 
Mich. 

Protective Coatings, Inc., 
Detroit 27, Mich. 

Proto Tools, 2209 Santa Fe Ave., Los a 58, Calif. 

Pryne & Co., Inc., 140 N. Towne Ave., P. O. Box 698, Pomona, 
Calif. 

Puhl & Hepper Mfg. Co., 
Louis 20, Mo. 

Pullman Vacuum Cleaner Corp., 25 Buick St., Boston 15, Mass. 

Punch Products Corp., 3800 Highland Ave., Niagara Falls, N. Y. 

Purolator Products, Inc, 970 New Brunswick Ave., Rahway, 


Allen- 
3126 Los Feliz Blvd., Los Angeles 39, 


Detroit 34, 
P. O. Box 3985, Strathmoor Station, 


Inc., 6400 W. Florissant Av., St. 


N. J. 

Pyle-National Co., Multi-Vent Div., 1334 N. Kostner Av., Chi- 
cago 51, Ill. 

Pyott Foundry & Machine Co., 328 N. Sangamon St., Chicago 
7, Il. 

Pyramid Mouldings, Inc., 5353 W. Armstrong Av., Chicago 30, 


Pyrolite Products Co., 1221-31 W. 74th St., Cleveland 2, Ohio. 
Q 


Quaker Mfg. Co., Div. of Florence Stove Co., 1147 Merchan- 
dise Mart, Chicago 54, Ill. 

Quaker State Metals Co., Box 1167, Lancaster, Pa. 

Quality Heating Supply Co., 1632 Race oo Cincinnati, O. 

Quass & Sons, Chas. E., 5018 Yukon St., W., Canton 8, O. 

Queen Stove Works, Inc., 505 Front St., "Albert Lea, Minn. 

Quickdraft Co., Dueber- Hampden Bldg., P. O. Box 87, Canton, O. 

Quick Furnace & Supply Co., 215 Court Ay., Des Moines 9, 
lowa. 


Quiet Automatic Burner Corp., 33-35 Bloomfield Ave., Newark 


4, N. 
Quiet Mies Mfg. Corp., Subsidiary of Emerson Radio and Phono- 
graph Corp., 46 Oliver St., Newark 5, N. J. 
Quigley Co., Inc., 415 Madison Ave., New York 17, N. Y. 
Quincy Stove Mfg. Co., 825 S. Front St., Quing, Ill. 


R. B. Enterprises, Inc., 2284 Maxwell, Detroit 14, Mich. 

RCS Tool Corp., 227- 229 E. Front St., P. O. Box 661, Bloom- 
ington, Ill. 

R-S Products Corp., 4600 Germantown Ave., Philadelphia 44, 


Pa. 
Racine Hydraulics & Machinery, Inc., 2000 Albert St., Racine, 
Wis 


Radex ‘Corp., 2076 Elston Ave., Chicago, Ill. 

Radiant-Aire Corp., Arthur St., Box 151, we City, Ind. 

Radiant Burners, Inc., 325 S. Main St., Lombard, I 

Radiant Utilities Corp. 8817 18th Ave., Brookya, N. Y. 

Radiation Furnace Corp., Benton Harbor, "Mich 

Radiator Specialty Co., 1700-1900 Dowd Rd., Charlotte 1, N. C. 

Ralph Mfg. Co., Inc., "P. O. Box 188, Wadsworth, Ohio. 

Ramset Fastening System, Winchester- Western Div., Olin Mathie- 
son Chemical Corp., 12117 Berea Rd., <r 11, O. 

Ramtite Co., Div. S. Obermayer Co., 2563 W. 18th St., Chicago 
8, Ill. 

Ran Appliance Corp., D. P., 1202 N. Alameda, Compton, 
Calif. 

Ranco Inc., 601 W. 5th Ave., Columbus 1, Ohio. 

Randall Graphite Bearings, Inc., Greenlawn & Lake Sts., 
Ohio. 

Ransome Co., 4030 Hollis St., Emeryville 8, Calif. 

Rapidesign, Inc., P. O. Box 592, Glendale, Calif. 

Rasch Mfg. Corp., 1630-48 Oakland Ave., Kansas City 3, Mo. 

Rawlplug Co., Inc, The, 200 Petersville Rd., New Rochelle, 
N. Y 


Lima, 


Raybestos-Manhattan, Inc., 61 Willett St, Passaic, N. J 

Rayfield-Staffco Burner Co., 2066 Canalport, Chicago 8, Ii. 

Ray Oil Burner Co., 1301 San Jose Av., San Francisco 12, Calif. 

Raytheon Mfg. Co., Commercial Equipment Div., 100 River 
St., Waltham 54, Mass. 
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Reading Body Works, Inc., 420 Gregg Ave., Reading, Pa. 
eading Crane & Hoist Corp., 2100 Adams St., Reading, Pa. 
Recold Corp., 7250 E. Slauson Ave., Los Angeles 22, Calif. 

Redmond Distributors, Inc., Owosso, Mich. 

Red Spot Electric Co., 7405 S. Tacoma Way, Tacoma 9, Wash. 

Red Wing Oil Burner Co., Inc., 12 Forest St., Medford 55, Mass. 

Reed Equipment Div., The Webb Corp., Box 549, Webb City, 
M 


0. 
Reed Unit-Fans, Inc., 1001 St. Charles Av., New Oreleans 8, La. 
Rees Blow Pipe Mfg. Co., 2929 Fifth St., Berkeley 10, Calif. 
Reeves Steel & Mfg. Co., Lock Box 672, Dover, Ohio. 
Reflectal Corp., Subsidiary Borg-Warner Corp., 310 S. Michigan 
Ave., Chicago 4, Ill. 
Refractory & Insulation Corp., 120 Wall St., New York 5, N. Y. 
Refrigeration Appliances, Inc., 903 Lake St., Chicago 7, IIl. 
Refrigeration Economics Co., Inc., 1231 Tuscarawas St., E., Can- 
ton 2, Ohio. 
Rega Mfg. Co., 79 Mt. Hope Av., Rochester 20, N. Y. 
Register & Grille Mfg. Co., Inc., 70 Berry St., Brooklyn 11, N. Y. 
Rehm, R., 112 208th St., St. Albans 11, N. Y. 
Reichert Float & Mfg. Co., 2242 Smead Av., — 6, Ohio. 
Reif-Rexoil, Inc., 37-41 Carroll St., Buffalo 3, N.Y 
Reilly Tar & ‘Chemical Corp., 1615 Merchants Bank Bidg., 
Indianapolis 4, Ind. 
Reiner & Campbell Co., Inc., 19 Euclid Ave. at Lockwood St., 
Box 5035, Newark 5, N. J. 
Reitman Mfg. Co., 10319 Pearmain, Oakland, Calif. 
Reliable Gas Products Co., 221 Third St., N. E., Cedar Rapids, 
Iowa. 
Reliance Automatic Lighting Co., 1929 Mead St., Racine, Wis. 
Reliance Electric & Engineering Co., 1058 Ivanhoe Rd., Cleveland, 
10, Ohio. 
Reliance Refrigerating Machine Co., 3401 N. Kedzie Ave., Chi- 
cago, I 
Reliance Regulator Div., American Meter Co., Inc., 1000 Meridi- 
an Av., Alhambra, Calif. 
Remco, Inc., Zelienople, Pa. 
Remington Air Conditioning Div., Remington Corp., Auburn, 
N. Y. 
Reninginn js ns Inc., 939 Barnum Ave., Brid rt 2, Conn. 
olen to Ave., Chicago 12, Ill. 
cement yo Inc., 20850 St. Clair Ave., Euclid 17, 
Republic Heater Corp., 2231 Randolph St., Huntington Bask, 
i 
Republic Products Co., 7420 State Rd., Philadelphia 26 Pa. 
a wy Rubber Div., Lee Rubber & Tire Corp., Youngstown 
Republic Steel Corp., Republic Bldg., Cleveland 1, Ohio. 
a ppliance Co., 143 Cemetery Lane, Pittsburgh 9, Pa. 
—" cence Corp., 1015 E. Washi Av., Madison 10, 
is. 
Resolite Corp., Zelienople, Pa. 
Reuland Electric Co., Alhambra, Calif. 
Revcor, Inc., Carpentersville, Ill. 
a Copper and Brass, Inc., 230 Park Av., New York 17, 
Revere Products, Inc., 9145 E. Forest Av., Detroit 13, Mich. 
Rex Metal-Craft, Inc, 1718 Gent St., Indianapolis, Ind. 
Rex Roto Corp., 1109 Decker Rd., Walled Lake, Mich. 
Rex Welder Co., ‘409 Southwest Blvd., Kansas City 8, Mo. 
Reynolds Electric Co., 3000 River Rd., River Grove, IIl. 
Reynolds Gas Regulator Co., 1416 Lincoln St., Anderson, Ind. 
Reynolds Metals Co., 2500 S. Third St. Louisville 1, Ky. 
Reznor Mfg. Co., Mercer, Pa. 
Rheem Mfg. Co., 7600 S. Kedzie Ave., Chicago 29, Ill. 
Rhodes, Inc., M. H, 30 Bartholomew Av., Hartford 6, Conn. 
Richards- Wilcox Mfg. Co., 275 Third St., " Aurora, Il. 
Rich Fan Mfg. Co., Phil, 2900 Caroline St., Houston 4, Tex. 
Richkraft Co., The, 510 N. Dearborn St, Chicago 10, Iil. 
Richmond Plumbing Fixtures Div., Rheem Mfg. Co., 16 Pearl 
St., Metuchen, N. J. 
Riggin Metal Products, Box 267, Kankakee, Ill. 
Rigidbilt, Inc., 2850 W. Fulton St., Chicago 12, Il. 
Rigidized Metals Corp., 699-P Ohio St., Buffalo 3, N. Y. 
Rinehart Inc., Richmond, Ind. 
Rittlin Corp., Rittling Bldg., Buffalo 5, N. Y. 
Rival Strap Corp., 308 W. 20th St., New York 11, N. Y. 
Riverton Lime & Stone Co., Div. of Chadbourn Gotham, Inc., 
Riverton, Va. 
Robbins & Myers, Inc., 1345 Lagonda Av., Springfield 99, Ohio. 
Robert Mfg. Co., 9035 Venice Blvd., Los Angeles 34, Calif. 
Roberts-Gordon Appliance Co., 44 Central Ave., Buffalo 6, N. Y. 
Robertshaw-Fulton Controls Co., Greensburg, Pa. 
eee Co., H. H., 2400 Farmers Bank Bidg., Pittsburgh 22, 
‘a 


Robertson Machine and Foundry, 56 Rano St., Buffalo, N. Y. 
Robinson Aviation, Inc., Teterboro, N. J. 
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Robinson Insulation Co., Box 1419, Great Falls, Mont. 

Robinson Ventilating Co., Zelienople, Pa. 

Robot Auto-Heat Corp., Newfield St., Middletown, Conn. 

Rochester Mfg. Co., Inc., 66 Rockwood St., Rochester 10, N. Y. 

Rockford Brass Works, 700 S. Main St., Rockford, Ill. 

Rockford Screw Products Co., 2501 Ninth St., Rockford, Ill. 

Rock Island Register Co., 2435 Fifth Ave., Rock Island, Ill. 

Rockwell Co., W. S., 2546 Eliot St., Fairfield, Conn. 

Rockwell Mfg. Co., Meter and Valve Div., 400 N. Lexington 
Ave., Pittsburgh 8, Pa. 

—s Mfg. Co., 1616 Noble St., Sharpsburg, Pittsburgh 15, 


a. 

Rohm & Haas Co., 222 W. Washington St., Philadelphia, Pa. 
Roliton of America, Inc., 714 E. Van Buren St., Phoenix, Ariz. 
Rolled Steel Corp., 7415 St. Louis Ave., Skokie, Ill. 
Rome-Turney Radiator Co., Canal St., Rome, N. Y. 

5 gs Co., Inc., F., 2 Atlantic Blvd., Centredale 11, 


Roofing & Supply Co., 1409-15 Fort St., Chattanooga, Tenn. 
Corp., Geo. D., Blackhawk Park Av., Rockford, Ill. 

Rosebraugh Co., W. W., 680 S. 17th St., Salem, Ore. 

Rosedale Foundry & Machine Co., Columbus & Preble Ave., 
N. S. Pittsburgh 12, Pa. 

Rose Mfg. Co., 2700 W. Barberry Pl, Denver 4, Colo. 

Ross Machine Tool Co., P. O. Box 122, Chicago Ridge, Ill. 

Rossoe Mfg. Co., 413 Fairview Ave. N., Seattle, Wash. 

Ross Sprinkler Co., 4333 Temple City Blvd., Rosemead, Calif. 

a Concrete Drill Co., 650 S. Arroyo Parkway, Pasadena 2, 


RotoMetals, 980 Harrison St., San Francisco 7, Calif. 

Rotor Corp., P. O. Box 42, Far Hills Br., Dayton 9, Ohio. 
Rotor Tooi Co., 26300 Lakeland Blvd., Cleveland 32, Ohio. 
Roto-Table Co., 2605 E. Third St., Dayton 3, O. 

Round Oak Co., Inc., Dowagiac, Mich. 

Round Tube and Cores Co., 811 N. Peoria St., Chicago 22, Ill. 
ae Mfg. Co., Inc., 1389-97 Atlantic Ave., Brooklyn 16, 


Royal Jet, Inc., 1024 Westminster Av., Alhambra, Calif. 

Royal Products Co.,1406 E. 4th St., Waterloo, Iowa. 

ees Foundry & Machine Co., 55 Main St., Royersford, 
a. 


none ge Hatboro, Pa. 

R f Asbestos Corp., 225 Belleville Ave., Bloomfield, N. J. 

Ruberoid Co., 500 Fifth Av., New York 36, N. Y. 

Ruby Chemical Co., 74 McDowell St., Columbus 16, Ohio. 

Ruemelin Mfg. Co., 3860 N. Palmer St., Milwaukee 12, Wis. 

Russell, Birdsall & Ward Bolt & Nut Co., Port Chester, N. Y. 

Russell Co., F. C., 1100 Chester Ave., Cleveland 15, Ohio. 

Rust-Oleum Corp., 2425 Oakton St., Evanson, Ill. 

Ruthman Machinery Co., 1809 Reading St., Cincinnati 2, O. 

Rutland Fire Clay Co., 91 Curtis Av., Rutland, Vt. 

Ruud Mfg. Co., 2025 Factory St., Kalamazoo, Mich. 

Rybolt Heater Co., 615 Miller St., Ashland, Ohio. 

Ryerson & Son, Inc., Joseph T., 2558 W. 16th St., Chicago 80, 
Il. 

Ryniker Steel Products Co., Northern Pacific Industrial Site, 
Billings, Mont. 


s 


S & C Mfg. Co., 6245 Wiehe Rd., Cincinnati, O. 

S-K Co., Inc., Admiral Wilson Blvd., Camden, N. J. 

SKF Industries, Inc., Front St. and Erie Av., Philadelphia 32, Pa. 

$.0.S. Products Co., Inc., 346 Cumberland St., Brooklyn 38, N. Y. 

— Nail Driver Corp., 70 Rosalie Ave., Clifton, N. J. 

Saffell Air Conditioning Co., 5800 S. Central, Phoenix, Ariz. 

“ X Salt Products Co., 3000 Carrollton Rd., Saginaw, 

ich. 

St. Charles Mfg. Co., St, Charles, Ill. 

St. Clair Foundry Corp., Beech & Wilson Sts., Centralia, Ill. 

St. Clair Metal Products Co., 6700 Central Ave., Cleveland, O. 

St. Clair Rubber Co., Marysville, Mich. 

St. Louis Tool Co., 6100 Prescott St., St. Louis 15, Mo. 

Sall Mountain Div., Nicolet Industries, Inc., P. O. Box 777, 
Hamilton, O. 

a a Chemical and Pigment Corp., 2830 W. Lake St., Chicago 
12, Ill. 

Samuel Stamping & Enameling Co., Manufacturers Rd., Chatta- 
nooga, Tenn. 

San Angelo Foundry & Machine Co., Box 1152, 1000 Upton 
St., San Angelo, Tex. 

San Carlos Mfg. Co., 850 E. San Carlos Ave., San Carlos, Calif. 

Sandberg Mfg. Co., 3850 N. W. Yeon Av., Portland 10, Ore. 

Sandee Mfg. Co., 5050 W. Foster Ave., Chicago, Ill. 

Sanders, J. A., Box 123, Fulton, N. Y. 
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Sands Mfg Co., 5407 Sweeney, Cleveland, O. 

Sangamo Electric Co., 1301 N. 11th St., Springfield, Ill. 

Santa Fe Tank and Tower Co, Inc, 5401 S. Boyle Ava, Los 
Angeles 58, Calif. 

Saran Lined Pipe Co., 2415 Burdette Ave., Ferndale 20, Mich. 

Sarco Co., Inc., Empire State Bidg., New York 1, N. Y. 

Sarcotherm Controls, Inc., Empire State Bldg. New York 1, 
N. Y 


Sargent EnginAiring Co., 1375 E. 45th St., Cleveland, O. 

Sauereisen Cements Co., 1045 N. Canal St., Pittsburgh 15, Pa. 

Savage Co., W. J., 912 W. Clinch Av., Knoxville 16, Tenn. 

Saw-Mor Tool & Blade Co., 520 Machinery Hall Bldg., Chicago 
6, Ill 

Schaefer Brush Mfg. Co., 115-117 W. Walker, Milwaukee 4, 
Wis 

Schecter Bros. Co., N. W. Cor. Hancock & Huntington Sts., 
Philadelphia 33, Pa. 

Schild Mfg. Co., 4127 N. 60th St., Milwaukee 16, Wis. 

Schill Mfg. Co., 302 Mansfield St., Crestline, Ohio. 

Schutte and Koerting Co., Cornwells Heights, Bucks County, Pa. 

Schwab Furnace Co., 332 W. Florida St., Milwaukee 4, Wis. 

Schwab Safe Co., East Main at Earl Ave., Lafayette, Ind. 

Sciaky Bros., Inc., 4915 W. 67th St., Chicago 38, Ill. 

Scotco Products Co., Beverly, Mass. 

Scott, Inc., Hermon Hosmer, 385 Putman Ave., Cambridge 39, 
Mass. 

Scovill Mfg. Co., P. O. Box 1820, Waterbury 91, Conn. 

Scully Signal Co., 174 Green St., Melrose, Mass. 

Seamlex Co., Inc., 41-23 24th St., Long Island City 1, N. Y. 

Sebrell Corp., J. B., 300 S. Los Angeles St., Los Angeles 13, Calif. 

Seco-Lite Mfg. Co., 4916 Easton Av., St. Louis 13, Mo. 

Security Valve Corp., 541 W. Garfield, Glendale, Calif. 

Seelye Craftsmen, The., 984 Central Ave., Minneapolis, Minn. 

Seiberling Rubber Co., Plastics Div., Newcomerstown, O. 

Sequoia Mfg. Co., 1000 Brittan Ave., San Carlos, Calif. 

Servel, Inc., 119 Morton Av., Evansville 20, Ind. 

Service Machine Co., Inc., 466 Miller St., Elizabeth 4, N. J. 

Service and Supply Co., 914 W. Wisconsin Ave., Appleton, 
Wis 

Sette Products Co., 1241 High St., Oakland 1, Calif. 

Severson Mfg. & Supply Co., 1034-W. Somers St., Milwaukee 


5, Wis. 

Shafer Bearing Div., Chain Belt Co., 801 Burlington Ave., 
Downers Grove, IIl. 

Shakeproof Div., Illinois Tool Wks., St. Charles Rd., Elgin, 
Ill 


Shallcross Controls, Inc., 2217-21 N. 31st St., Milwaukee 8, Wis. 

Shana Mfg., Inc., 188 W. Randolph St., Chicago 1, Ill. 

Sharon Steel Corp., Drawer 537, Sharon, Pa. 

Sheet Metal Mfg. Co., 6400 Southern Blvd., Youngstown 12, O. 

Sheet Metal Mfg. Co., Inc., 953 Myrtle Av., Brooklyn 6, N. Y. 

Sheet Metal Specialty Div., Follansbee Steel Corp., P. O. Box 
567, Follansbee, W. Va. 

Shell Oil Co., 50 W. 50th St., New York 20, N. Y. 

Shepard Niles Crane & Hoist Corp., 410 Schuyler Av., Montour 
Falls, N. Y. 

Sheridan-Gray, Inc., 24701 Crenshaw Bivd., Torrance, Calif. 

Sherwin-Williams Co., 101 Prospect Ave., N. W., Cleveland 1, 
Ohio. 

Siebring Mfg. Co., George, Iowa. 

Siegler Corp., 900 Wilson Ave., Centralia, Ill. 

Siemon Mfg. Co., Grandview, Mo. 

Sight Feed Generator Co., P. O. Box 38, West Alexandria, Ohio. 

Signal Electric Div., King-Seeley Corp., 1821 - 13th St., Menomi- 
nee, Mich. 

Silent Glow Oil Burner Co., 850 Windsor St., Hartford, Conn. 

Silent Sioux Corp., Orange City, Iowa. 

Silvercote Products, Inc., 161 E. Erie St., Chicago 11, Ill. 

Silvercraft, Inc., 120 S. Floyd, Louisville, Ky. 

Simmons Heating Supply Co., Boro and Primos Ave., Primos, 
Pa. 

Simonds Saw & Steel Co., 470 Main St., Fitchburg, Mass. 

Simplex Mfg. Co., 200 N. Main St., Fond du Lac. Wis. 

Simplex Oil Heating Corp., 7901 Oxford Av., Philadelphia 11, 
Pa 


Simpson Co., 1060 E. 11th St., Oakland 6, Calif. 

Simpson Electric Co., 5200 W. Kinzie St., Chicago 44, Ill. 

Sioux Steel Co., Sioux Falls, $. Dak. 

Sipe & Co., James B., 118 Vanadium Rd., Pittsburgh 16, Pa. 

Skil Corp., 5033 Elston Av., Chicago 30, Ill. 

Skinner Electric Valve Div., The Skinner Chuck Co., 95 Edge- 
wood Ave., New Britain, Conn. 

Skinner Heating & Ventilating Co., Div. St. Louis Blow Pipe 
& Heater Co., Inc., 1954 N. 9th St., St. Louise 6, Mo. 

Skuttle Mfg. Co., Milford, Mich. 

Slip-On, Inc., 401 Broadway, New York 13, N. Y. 

Sly Mfg. Co., W. W., 4736 Train Av., Cleveland 2, Ohio. 
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Small Motors, Inc., 2076 Elston Av., Chicago 14, Ill. 

Smith Co., J. B. 53327 B St., Philadelphia 34, Pa. 

Smith Corp., A O.,. Motor Div., 531 N. 4th St, ae City, O 

Smith Corp., A. O., .. Permaglas Div., Kankakee, I 

Smith Filter . , 2nd Av., Moline, Til. 

Smith Heater , Peter, 120 Mt. Elliott Ave., Detroit, Mich. 

Smith, R. E., 1122-30 Elizabeth, P. O. Box 78, Waukegan, Ill. 

Smith Welding Equipment Corp., 2633 Fourth St., S. E., Minne- 
apolis 14, Minn. 

=e Mfg. Co., 568-574 Communipaw Av., Jersey City 4, 


Snap-On Mfg. Co., 1028 Blue Island Av., Chicago, III. 

— Tools Corp., Kenosha, Wis. 

snappy Inc., 620 W. Main St., Detroit Lakes, Minn. 
© Paint Mfg. Co., Metco Div., 821 Pennington Ave., Tren- 
ton, N. J. 

Somers Corp., 6063 Wabash Av., Detroit 8, Mich. 

Sonneborn Sons, Inc., L., 404 Fourth Ave., New York 16, N. Y. 

Sonner Burner Co., 412-420 E. 6th Ave., Winfield, Kans. 

oF: Products Co., Construction Products Div., Hartsville, 
4° 

Soreng Div., Controls Co.. of America, 9655 Soreng Ave. 
Schiller Park, Ill. 

Soss Mfg. Co., 21777 Hoover Rd., Detroit 13, Mich. 

South Bend Air Products, Inc., 322 E. Colfax, South Bend 22, 
Ind. 

Southbridge Roofing Co., Inc., Dudley Road, Southbridge, Mass. 

Southco Div., South Chester Corp., Lester, Pa. 

Souther Iron Co., E. E., 1952 Kienlen Av., St. Louis 20, Mo. 

Southern Heater Corp., Compton, Calif. 

Southern Mist Products Co., 945 Pitner Ave., Evanston, Ill. 

— States Iron Roofing Co., P. O. Box 1367, Atlanta 1, 
a 


Southport Paint Co., Div. Wesson Oil & Snowdrift Co., Inc., 
Savannah, Ga. 

Southwest Mfg. Co., Box 151, Aurora, Mo. 

Sparkler Mfg. Co., Mundelein, Ill, 


me = rx a Heater Co., James, 1000 Diamond St., Philadel- 
P ja 2 22, 


Speco, Inc., oe Associate Ave., Cleveland 9, Ohio. 

Speed Metals, Inc., 2500 N. Main, Rockford, Ill. 

Speed-Seam Co., 820 Wolcott Ave., Chicago 22, Ill. 

Speedway Mfg. Co., Div. of Thor Power Tool Co., 1834 S. 
Laramie St., Chicago, Ill. 

Spencer Thermostat Div., Metals & Controls Corp., 43 Forest 
St., Attleboro, Mass. 

Spencer Turbine Co., 484 New Park Av., Hartford 6, Conn. 

Sperry & Co., D. R., Batavia, Ill. 

Spickler Co., Inc., R. D., 620 Fayette Ave., eepaaeneds N. Y. 

Spincraft, Inc., 4132 W. State St., Milwaukee, W 

Spitzka Mfg. ‘Co., 235 Colfax St, North Rael Calif. 

Sporlan Valve Co., 7525 Sussex Av. St. Louis 17, Mo. 

Spotweld Co., 3762 Ridge Rd., Cleveland, Ohio, 

Spray Engineering Co., 114 Central St., Somerville 45, Mass. 

Spraying Systems Co., 3201 Randolph St., Bellwood, Ill. 

Sprayo-Flake Co., 2715 Irving Park Blvd., Chicago 18, Ill. 

Sprayon Products, Inc., 2075 E. 65th, Cleveland, O. 

Spun Steel Div., Automatic Steel Products, Inc., 1201 Camden 
Av., 8. W., Canton 6, Ohio. 


Square D Co., 6060 Rivard St., Detroit 11, Mich. 


Square D Co., Industrial Controller Div., 4041 N. Richards St., 
Milwaukee 12, Wis. 

Stahl Metal Products, 3490 W. 140, Cleveland, O. 

Stamco Inc., New Bremen, Ohio. 

Stanat Mfg. Co., Inc., 47-34 37th St., Long Island City 1, N. Y. 

Standard Appliance Co., 333 S. Hindry St., Inglewood, Calif. 

Sapien, Asbestos Mfg. Co., 860 W. Evergreen Ave., Chicago 
22, Il. 

Santos Automatic Oil Burner Co., 21-23 Broad St., Newark 
, N. J. 

Standard Electric Mfg. Co., Inc., West Berlin, N. J. 

a Fuel Engineering Co., 667 Post Av., S., Detroit 17, 


a Furnace Supply Co., Ltd., 714 S. 72nd St., P. O. Box 
1312, Omaha, Nebr. 


Standard sa Groove Machine Corp., 23 Leonard, New York 
13, N. Y. 


Standard Refrigeration Co., 3535 Fillmore St., Chicago 24, Ill. 


Standard Rolling Mills, Div. of Revere Copper and Brass, Inc., 
196 Diamond St., Brooklyn 22, N. Y. 


Standard Stamping & Perforating Co., 3137 W. 49th Pl., Chicago, 
Ill. 


Stanley Electric Tools Div., The Stanley Works, 480 Myrtle St., 
New Britain, Conn. 


Stanthony Corp., 5341 San Fernando Rd., W., Los Angeles 39, 
Calif. 
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142 Liberty St., New York 6, N. Y. 
tL 5668 Geddes Rd., Ann Arbor, Mich. 
‘¢ Motor Div., Michle Printing Press & Mig. Co., 200 
Av., Bloomfield, N N. J. 
ess Screw Co., 195 Union Ave., Paterson, N. J. 
et Co., 509 - 25th Ave., N., Nashville, Tenn. 
oO. Box 1234, Shreveport, La. 
Steel Cig, ame, Co., Springdale, Pa. 
Steelcraft Mfg. Co., 9017 Blue Ash Rd., Rossmoyne, O. 
Steele Mfg. Co., 445 be se Ave., Ashland, Ky. 
Steel ucts ” Engineeri Co., Combustioneer "Div. 1205 W. 
Columbia St., Springfield, Ohio. 
Steel Sales Corp., 3348 S. Pulaski Rd., Chicago, Ill. 
Steel & Tubes Div., Republic Steel Corp., 216 E. 13ist St. 
Cleveland 8, Ohio. 
Stefco Steel Co., 41 Roeske Av., Michigan — oe 
Steffens- Amberg Co., 262 Morris Av., Newark 3, N. J. 
Steinen Mfg. Co. Wm, 43 Bruen St., ‘Newark, N. J. 
Stephens- Mfg. Co., Ridgew man Il. 
Sterlairco, Inc., 265 N. Elm St., pote Erg 
Sterling Electric Motors, Inc., 5401 Telegraph, Rd., Los Angeles 
22, Calif. 
Sterling Foundry Co., P. O. Box 457, Sterling, Lil. 
Stewart-Hall Chemical Corp., Mt. Vernon, N. Y. 
Stewart Industries, Inc., 10 Colfax Ave., Clifton, N. J 
Stewart Industries, Inc., 320 E. St. Joseph St., Indianapolis 2, 
Ind. 
Stewart Mfg. Co., Grove Ave., Cedar Grove, N. J. 
Stewart-Warner Corp., 1826 Diversey Pkwy., Chicago 14, III. 
Stewart-Warner Corp., U. S. Machine Div., Lebanon, Ind. 
Stic-Klip Mfg. Co., Inc., 114 Regent St., Cambridge 40, Mass. 
Stod ot Industries, Inc., 1545 Kingsbury St., Chicago 22, Ill. 
Stokar-Ola Mfg. Co., 2400 S. Adams St., Peoria, Ill. 
Stortz & Son, Inc., John, 210 Vine St., Philadelphia 6, Pa. 
Stossel & Sons Co., Carl, Front Royal, Va. 
Stow Mfg. Co., 445 State St., Binghamton, N. Y. 
Straisville Brick Co., P. O. Box 381, New Straitsville, O. 
Stratton & Terste Co., P. O. Box 1589, Louisville 1, Ky. 
Stueck, Inc., W. Whitney, Ferry St., Old Saybrook, Conn. 
Sub-Zero es Co., Inc., Route 3, Box 2017, Madison, Wis. 
Sudbury Laboratory, South Sudbury, Mass. 
Sullivan Valve & Engineering Co., P. O. Box 1931, Butte, Mont. 
Sundrella Mfg. Co., 5202 N. 22nd Ave., Phoenix, Ariz. 
Sundstrand Engineering Co., 1325 Seventh St., Rockford, Ill. 
Sundstrand Hydraulic Div., 2210 Harrison Ave., Rockford, Lil. 
Sundstrom Pressed Steel, 8030 S. Chicago Ave., Chicago, III. 
Sun-Fire Stoker Corp., 802 E. Eighth St., New Albany, Ind. 
Sunny Sue Burner Co., 117 Bertram Pl., Syracuse, N. Y. 
Sun-Ray Burner Mfg. Corp., 139-24 Queens Blvd., Jamaica 2, 
 S- 
Sun Steel Co., 1702 W. 74th Pl., Chicago 36, Ill. 
Sunwarm, Inc., P. O. Box 263, Kingsport, Tenn. 
Superaire Corp., 2333 Coldwater Canyon Blvd., North Holly- 
wood, Calif. 
Superbo Mfg. Co., 4090 N. Mission Rd., Los Angeles 33, Calif. 
Superior Flux & Mfg. Co., 1302 Ontario St., Cleveland 13, 
Ohio. 
Superior Furnace & Mfg. Co., 322 Hamilton, Plymouth, Mich 
Superior Mfg. Co., Inc., 203 N. Pennsylvania Ave., Alexandria, 
Ind. 
Superior Metal Fabricatin, 
Superior Pneumatic & 
25, Ohio. 
Superior Products Co., 606 S. 14th St., Omaha 2, Nebr 
Superior Safety Furnace Pipe Co., 5820 Forsythe Av., 
2, Mich. 
tior Valve and Fittings Co., 
urgh 26, Pa. 
Super Radiator Corp., 6714 Walker St., Minneapolis 26, Minn. 
Super Steel Products Co., 1244 N, 4th St., Milwaukee 12, Wis. 
Supreme Electric Products Corp., 194 Vassar St., Rochester 7, 
Y 


ion Bolt Co., 
W., 


Co., Pleasant Ave., Niles, Ohio. 
g- Inc., 4758 Warner Rd., Cleveland 


Detroit 
1509 W. Liberty Ave., Pitts- 


Sure Comfort Furnace Co., 900 S. Des Plaines Ave., 
Park, Ill. 
— Chemicals Inc., 


Forest 


1101 Thompson Ave., McKees Rocks, 


a... os. O. A., 1812 W. Second St., Wichita 2, Kans. 
&- 


Sunine Co., Fred J., 1300 N. Seventh St., St. Louis 6, 


ontiiiins Co., 18511 Euclid Av., Cleveland 12, Ohio. 
Swinton Industries Ltd., 201 Major St., Welland, Ont., Canada 


Swirling Ou Burner Mfg. Corp., 105-20 New York Blvd., Ja- 
maica 33, N. Y. 


Synchronous Flame, Inc., Walworth, Wis. 

Syncromatic Corp., 1141 Tenth St., Watertown, Wis. 
Syntron Co., 275 Lexington, Homer City, Pa. 

Syrall Mfg. Co., 511 N, State, Syracuse 3, N. Y. 
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T-D Corp., 710 S. First Ave., Coatesville, Pa. 

TOT Towers, Inc., 5220 Lawndale, Houston, Tex. 

Tahlen Hammer Co., 1729 First Ave., S., Seattle 4, Wash. 
Tamms Industries, Inc., 228 N. LaSalle St., Chicago 1, Ill. 
— Works, 315 Front Av., N. W., Grand Rapids a 
Taylor Instrument Companies, 95 Ames St., Rochester 1, N. Y. 
be: emmeres Corp., 1052 Mahoning Av., N. W., Warren, 


Technical Filter Co., 2719 S. Poplar Ave., Chicago 8, III. 

Techniflex Corp., Port Jervis, N. Y. 

Tech-Tron Corp., 2205 Haskell Ave., Lawrence, Kans. 

Tecumseh Products Co., Tecumseh, Mich. 

Tedco Cooling Towers Dive., Enfiineering & Development 
Co., Inc., 2406 South 7th Bivd., St. Louis, Mo. 

Telechron, Inc., Ashland, Mass. 

Temceo, Inc., 4104 Park Av., Nashville 9, Tenn. 

Tempo Products, 6515 Carnegie Ave., Cleveland 3, O. 

Temprite Products Corp., East Maple Rd., Birmingham, Mich. 

Tennessee Coal & Iron Div., U. S. Steel Corp., Box 599, Fair- 
field, Ala. 

Tennessee Fabricating Co., 1490 Grimes, Memphis 6, Tenn. 

Tennessee Products & Chemical Corp., American Natl. Bank 
Bldg., Nashville 3, Tenn. 

Tenney Engineering Inc., 1090 Springfield Rd., Union, N. J. 

Termite Drills, Inc., 99 N. Lotus St., Pasadena 8, Calif. 

Tesco, Inc., 1403 E. 5th Court, Tulsa 20, Okla. 

Thatcher Furnace Co., Centre St., Garwood, N, J. 

Thermac Co., 800 E. 108th St., Los Angeles 59, Calif. 

Thermador Electrical Mfg. Co., Div. of Norris-Thermador 
Corp., 5119 District Bivd.. Los Angeles 22, Calif. 

Thermal Agency, 11 N. Jackson, Houston, Tex. 

Thermco ratories, Johnson Road, Michigan City, Ind. 

Thermex Engineering Co., 400 N. Oakley Blvd., Chicago 12, Ill. 

Therm-O-Blast Div., O'Halloran Inds., 12317 Turner Ave., 
Detroit 4, Mich. 

Thermobloc Div., Prat-Daniel Corp., South Norwalk, Conn. 

Therm-O-Disc, Inc., 127 Crouse St., Mansfield, O 

Thermoid Co., Whitehead Rd., Trenton 6, N. J. 

Therm Oil Burner Co., 2105 Westlake Ave., Seattle 1, Wash. 

Thermo-Products, Inc., North Judson, Ind. 

Thermotank, Inc., 11191 Lappin Ave., Detroit 34, Mich. 

Therm-O-Wheel, Inc., 1040 B 22 St., Far Rockaway 91, N. Y. 

Thomas Industries, Inc., Electric Sprayit Div., 1415 Illinois Ave., 
Sheboygan, Wis. 

Ter Mfg. Co., A. F., 1040 Vernon St., Huntington, W. 

Thompson & Co., 1085 Allegheny Av., Oakmont, Pa. 

Thompson Products, Inc., Valve Div., 1455 E. 185th St., Cleve- 
land 10, O. 

Thompson & Sons, Inc., 8130 W. 47th St., Lyons, Ill. 

Thomson Electric Welder Co., 161 Pleasant St., Lynn, Mass. 

Thor Metal Products Co., Inc., Box 118, Eastwood Station, 
Syracuse 6, N. Y. 

Thor Power Tool Co., Prudential Bldg., Chicago 1, Ill. 

Thor Tool & Die Co., 865 Estabrook St., San Leandro, Calif. 

Tierney Rotor Ventilator Co., 239 4th Ave. S., Minneapolis, 
Minn. 

Tiffin Art Metal Co., Box 807, Tiffin, Ohio. 

Time Saver Tools, Inc., Mundelein, Ill. 

Time Tested Products Co., 1231 Peden, Houston 6, Tex. 

Timken Roller Bearing Co., The, 1835 Dueber Ave., S. W., Can- 
ton 6, Ohio. 

Timken Silent Automatic Div., Scaife Co., Oakmont, Pa. 

Tinit Mfg. Co., Inc., 1635-39 Platte St., Denver 2, Colo. 

Tinnerman Products, Inc., Department No. 16, P. O, Box 6688, 
Cleveland 1, Ohio. 

Titan Valve & Mfg. Co., 9913 Elk Av., Cleveland, Ohio. 

Titeflex, Inc., 10 Hendee St., Springfield 4, Mass. 

Titus Mfg. Corp., Box 810, Highway 20 West, Waterloo, Iowa. 

Tjernlund Mfg. Co., 2140 Kasota St., St. Paul 14, Minn. 

Toledo Heater Co., 25 S. St., Clair St., Toledo 4, Ohio. 

Tool Industries, Inc., 15438 Telegraph Rd., Detroit, Mich. 

Topflight Corp., 160 E. 9th Ave., York, Pa. 

Toridheet Div., Cleveland Steel Products Corp., 16025 Brookpark 
Rd., Cleveland 11, O. 

Torit Mfg. Co., 292 Walnut St.,. St. Paul 2, Minn. 

Tork Clock Co., Inc., 1 Grove St., Mt. Vernon, N. Y. 

Torq Electric Corp., 1002 Interstate St., Bedford, Ohio. 


Torrington Mfg. Co., Torrington, Conn. 

Toungate & Coats, P.O. Box 241, Austin, Tex. 

Townsend Co., 206 River Rd., New Brighton, Pa. 

Trade-Wind Motorfans, Inc., 7755 Paramount Blvd., Rivera, Calif. 
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Trageser Copper Works, Inc., N. Y. International Airport 
(IDL), Jamaica 30, N. Y. 

Trane Co., The, LaCrosse, Wis. 

Travaco Laboratories, 233 ——— St., East Boston 28, Mass. 

Tremont Nail Co., Box 111, W: . Mass. 

Triad Products Corp., 5121 N. Clark St., Chicago 40, Ill. 

Tri-a-lium Products Co., 7429 W. Carmen. Ave., Chicago 31, Il. 

Triangle Mfg. Co., 338 Division St., Oshkosh, Wis. 

Trimedge of Ga., Inc., 78 Fair St., Newnan, Ga. 

Trindl Products, Ltd., 1807-11 S. Clark St., wo 16, Til. 

Trion, Inc., 1000 Island Ave., McKees Rocks, P 

Tri-Saw Corp., 2207 Hanley Industrial Court, St. Louis 17, 
Mo. 

Tri-State Heating Supply Inc., 234-236 Murray St., 

5, Ind. 

Tropic-Air Stoker Co., Box 236, Station A, Canton 5, Ohio. 

Tropical Paint Co., 1244-86 W. 70th St., Cleveland, Ohio. 

Truflo Fan Co., 523 Main St., Harmony, Pa. 

Tru-Heet Co., 532 Miller Ave., Trenton 10, N. J. 

Truscon Laboratories, Caniff & Grand Trunk R. 


Fort Wayne 


R. R., Detroit 11, 
Mich. 
Truscon Steel Div., Republic Steel Corp., Albert St., Youngs- 
town 1, Ohio. 


Tubenfin Coil Co., 8037 Hartford St., Houston, Tex. 

Tubular Rivet & Stud Co., Wollaston 70, (Quincy) Mass. 

— Furnace Co., 2045 Evans Ave., San Francisco 24, 
Calif. 

Tulsa Canvas Products Co., Inc., P. O. Box 2072, Tulsa, Okla. 

Turb-O-Tube Furnace, Inc., 980 Ellicott St., Buffalo 8, N. Y. 

Turco Products, Inc., P. O. Box 2649, Terminal Annex, Los 
Angeles 54, Calif. 

Turner & Seymour Mfg. Co., Lawton St., Torrington, Conn. 

Turner Brass Works, 821 Park Av., Sycamore, III. 

Tuthill Pump Co., 939 E. 95th St., "Chicago 19, Ill. 

Tuttle & Bailey "Div. of Allied Thermal Corp., Corbin Ave., 
New Britain, Conn. 

Twin Control Burner Mfg. Co., 3240 Barker Ave., New York 67, 


N. Y. 
Typhoon Air Conditioning Co., Div. of Hupp Corp., 505 Carroll 
St., Brooklyn 15, N. Y. 


Typhoon Heat Pump Co., Div. Hupp Corp., 2001 Garcia Ave., 
P. O. Box 1123, Tampa, Fla. 


U 


U. S. Electrical Motors, Inc., 200 E. Slauson Av. 
54, Calif. 

U. S. Expansion Bolt Co., P. O. Box 827, York, Pa. 

U. S. Pipe & Foundry Co., 3300 First Ave., N., Birmingham, 


, Los Angeles 


la. 

U. S. Rock Wool Co., 220 West So. Temple, Salt Lake City 1, 
Utah. 

U. S. Tool & Die, Inc., 4 N. Main St., Sharpsburg, Pa. 

Uehling Instrument Co., 473 Getty Av., Paterson 3, N. J. 

ad Corp., 53 W. Jackson Blvd., Room 521, Chicago 4, 


Ultrasonic Corp., 640 Memorial Dr., Cambridge 39, Mass. 
Unexcelled Chemical Corp., 350 Sth Ave., New York 1, N. Y. 
Union Electric & Mfg. Co., 1057 Summit Ave., Jersey City 7, 
N. J. 
Union Mfg, Co., Inc., 6th & Washington Sts., Boyertown, Pa. 
Union Steam Pump Co., Capitol Ave., S. W., Battle Creek, Mich. 
Unique Mfg. Co., Inc., 221 W. Walton St., Chicago 10, Ill. 
United Air Heaters, Inc., 317 Medical Arts Bldg., Seattle, Wash. 
United-Carr Fastener Corp., 31 Ames St., Cambridge 42, Mass. 
United Chromium, Inc., 100 E. 42nd St., New York 17, N. Y. 
United Cooling Tower Co., 4022 Broadway, P. O. Box 5959, 
Kansas City 11, Mo. 
United Cork Cos., Central Av. & N. J. Central R. R., Kearney, 
N 


United Electric Co., 500 Galveston, Wichita Falls, Texas 


United Electric Controls Co., 85 School St., Watertown 72, 
Mass. 


United Gilsonite Laboratories, Scranton 1, Pa. 


United Metal Hose Co., Inc., 36-01 43rd Av., Long Island City 
1, N. Y. 


United Mineral & Chemical Corp., 16 Hudson St., New York 13, 
N. Y 


United ‘Sheet Metal Co., Inc. 
Oo. 


, 540 S. Drexel Ave., 


(Also see “U. S.’’) 
United States Air Conditioning Corp., 7900 Tabor Rd., Phila- 
delphia 11, Pa. 


United States Cooling Tower Co., Div. Heatcraft Co., 414 W. 
Main St., Louisville 2, Ky. 


Columbus 
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United States Gauge Div. American Machine & Metals, Inc., 
Sellersville, Pa. 

United States Gypsum Co., 300 W. Adams St., Chicago 6, Ill. 

United States Mineral Wool Co., Stanhope, N. J. 

ee Register Co., 344 E. Burnham St., Battle Creek, 

ich. 

United States Rubber Co., 1230 Avenue of the Americas, New 
York 20, N. Y. 

United States Steel Corp., 525 Wm. Penn Pl., Pittsburgh 30, Pa. 

a States Steel Supply Co., 1319 Wabansia Av., Chicago 90, 


United States Stoneware Co., 60 E. 42nd St., New York, N. Y. 

—s _ & Supply Corp., 1497 Elmwood Ave., Providence 

Universal Blower Co., 1090 S. Adams Av., Birmingham, Mich. 

Universal Diffuser Corp., 38 Marbledale Rd., Tuckahoe, N. Y. 

Universal Electric Co., Owosso, Mich. 

Universal Insulating Machine Co., Dept. 11, 333 S. Walnut 
St., Van Wert, O. 

Universal Mfg. Co., 2902 W. Thomas Rd., Phoenix, Ariz. 

Universal Metal Hose Co., 2133 Kedzie, Chicago, Ill. 

Universal Valve Co., P. O. Box 444 H, Elizabeth, N. J. 

vg Fan & Blower Co., 733 University Ave., Berkeley 10, 

it. 

Uno Ventilator Co., 1236 Eastern Av., Malden 48, Mass. 

Utica Drop Forge & Tool Corp., 2415 Whitesboro, Utica, N. Y. 

Utica Products, Inc., Utica 4, N. Y. 


ee « Appliance Corp., 4851 S. Alameda St., Los Angeles 58, 
it. 


Utility Body Co., 1530 Wood St., Oakland, Calif. 


Utility Fan Corp., Div. of Utility Appliance Corp., 911 E. 
59th St., Los Angeles 1, Calif. 


Vv 


Vacu-Blast Co., Inc., P. O. Box 885, Belmont, Calif. 
Capen eaeps Engineering Co., 86 Denton Ave., New Hyde 


Vacuum Gas Burner Corp., 132 N. 1st St., Olean, N. Y. 

Valco Corp., 1710 Roblyn Ave., St. Paul 4, Minn. 

Vallas, Lionel, 2850 W. Lake St., Chicago 12, Ill. 

Valley Electric mm 4221 Forest Park, St. Louis, Mo. 

Van Noorden Co., E., 100 Magazine St., Boston 19, Mass. 

Van-Packer Corp., 1049 State St., Bettendorf, Ia. 

bi aes Sales Corp. 1160 N. Parker Ave., Janesville, 
is. 

Vapor Heating Corp., 80 E. Jackson Blvd., Chicago 4, Ill. 

— Mfg. Co., Inc., 553 River Rd., North Tonawanda, 


—— Tool Co., 201 N. Braddock Ave., Pittsburgh 

, Pa. 

Vendorlator Mfg. Co., 2550 S. Railroad Ave., Fresno, Calif. 

Ventfabrics, Inc., 640 N. Kedzie Ave., Chicago 12, Ill. 

Vent-O-Lite Co., 4230 W. Taylor St., Chicago 24, Ill. 

Ventrola Mfg. Co., 501 Chestnut St., Owosso, Mich. 

Vernco Corp., 1804-22nd St., Columbus, Ind. 

Verson Allsteel Press Co., 1351 E. 93rd St., Chicago 19, Ill. 

—_— Eliminator Co., 10-28 47th Av., Long Island City 1, 

Vibration Mountings, Inc., 98-25 50 Ave., Corona 68, N. Y. 

Victor Equipment Co., 850 Folsom St., San Francisco, Calif. 

Victory Engineering Corp., 49 Springfield Road, Union, N. J. 

Viking Air Products, Div. National-U. S$. Radiator Corp., 5601 
Walworth Av., Cleveland 2, Ohio. 

Viking Mfg. Corp., 1747 Chester Av., Cleveland 14, Ohio. 

Viking Pump Co., 410 State St., Cedar Falls 1, lowa. 

Viking Shear Co., 1063 W. 19th St., Erie, Pa. 

Vilter Mfg. Co., 2217 S. First St., Milwaukee 7, Wis. 

Virginia Smelting Co., 136 Jefferson St., West Norfolk, Va. 

Vital Products Mfg. Co., 7500 Quincy Av., Cleveland 4, Ohio. 

Teese as Mfg. Inc., 3612 E. Tremont Ave., New York 

h ma 

Vulcan Electric Co., Div. Consolidated Electric Lamp Co., Inc., 
88 Holten St., Danvers, Mass. 

Vulcan Radiator Co., 775 Capitol Ave., Hartford, Conn. 

Vyke Mfg. Co., 4158 Jason St., Denver 11, Colo. 


Ww 


W. G. B. Oil Clarifier, Inc., 139 Cornell, Kingston N. Y. 

Wabash Corp., 2300 S. Western Ave., Chicago 8, Ill. 

Wade Mfg. Co., Div. Woodruff & Edwards, Inc., Elgin, Ill. 

—. Awning & Mfg. Co., 2658 Scranton Rd., Cleveland 1, 
0. 

Wagner Electric Corp., 6400 Plymouth Av., St. Louis 14, Mo. 
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Wales-Strippit Co., 345 Payne Ave., North Tonawanda, N. Y. 
Walker Mfg. & Sales Corp., 1711-1717 Penn St., St. Joseph 1, 
M 


o. 

Wallace Co., William, Metalbestos Div., Belmont, Calif. 
Wallace & Gale Co., 115-119 S. Gay St., Baltimore 2, Md. 
Wall Colmonoy Corp., 19345 John R St., Detroit 3, Mich. 
Waltham Oil Burner Co., Inc., 1214 Bennington St., E, Boston, 


Mass. 

Walton Laboratories, Inc., 1186 Grove St., — N. J. 

Ward Heater Co., 1800 W. Washington Bivd., Los Angeles 
7, Calif. 

Ward Leonaid Electric Co., 78 South St., Mt. Vernon, N. Y. 

Ward Machinery Co., 564 W. Washington Blvd., Chicago 6, 
Ill. 

Warner Ventilator Co., LeGrange, Ind. 

Wasco Products, Inc., Bay State Road, Cambridge, Mass. 

Washington Steel Corp., Washington, Pa. 

Wassco Electric Products Corp., 126 W. Cass St., Joliet, Ill. 

Water Cooling Equipment Corp., 8601 New Hampshire Ave., 
St. Louis 23, Mo. 

Water Cooling Tower Co., 5501 Cornell Ave., Chicago, Iil. 

Waterloo Register Co., Inc., P. O. Box 72, Waterloo, Ia. 

Waterman-Waterbury Co., 1121 Jackson St., N. E., Minneapo- 
lis 13, Minn. 

Watson Co., H. S., 1316 - 67th St., Emeryville 8, Calif. 

Waverly Heating Supply Co., 31 Union St., Boston 8, Mass. 

Wayne Home Equipment Co., Inc., 801 Glasgow Av., Fort 
Wayne 4, Ind. 

Weatherall Engineers, Inc., 478 Smithfield Ave., Providence 4, 
R. I 


Weatherhead Co., 300 E. 131st St., Cleveland 8, Ohio. 

Weatherhead Co., Ft. Wayne Div., 128 W. Washington Blvd., 
Ft. Wayne, Ind. 

Webb Co., Jervis B., 8951 Alpine Ave., Detroit 4, Mich. 

Webber Co., Inc., A. R., 424 Howard Ave., New Haven 11, 
Conn 


Webster & Co., Warren, 1664 Federal St., Camden 5, N. J. 

Webster Electric Co., DeKoven & Clark Sts., Racine, Wis. 

Vege Corp., 5446 Satsuma Ave., North Hollywood, 
Calif. 

Weirton Steel Co., P. O. Box 431, Weirton, W. Va. 

Weksler Thermometer Corp., 195 E. Merrick Rd., Freeport, N. Y. 

Weldex, Inc., 18425 Weaver, Detroit 28, Mich. 

Welding Machines Mfg. Co., 17325 Lamont Av., Detroit 12, 
Mich. 

Weldit, Inc., 990 Oakman Blvd., Detroit 38, Mich. 

— Engineering Co., Del., 5605 Virginia St., Clarendon 

ills, Ill. 

Wells Mfg. Corp., 1818 Wilson Av., Three Rivers, Mich. 

Werner Co., Inc., R. D., 295 Fifth Av., New York 16, N. Y. 

West Chester Chemical Co., Box 39, West Chester, Pa. 

Western Blower Co., 1800 Airport Way, Seattle 4, Wash. 

Western Brass Mills Div., Olin Mathieson Chemical Corp., 
East Alton, Il. 

— Engineering & Mfg. Co., 4114 Glencoe Ave., Venice, 

if. 


Western Felt Works, 4029 Ogden Av., Chicago 23, Ill. 
bit =e Precipitation Corp., 1016 W. 9th St., Los Angeles 15, 
lif. 

Western Rock Wool Corp., P. O. Box 545, Huntington, Ind. 

Western Wood Excelsior Mfg. Co., Commerce Station, Box 4411, 
Phoenix, Ariz. 

Westinghouse Electric Corp., P. O. Box 868, Pittsburgh 30, Pa. 

Westinghouse Electric Corp., Air Conditioning Div., Staunton, 
Va. 

Westinghouse Electric Corp., Lamp Div., Bloomfield, N. J. 

Westinghouse Electric Corp., Refrigeration Specialties Div., 
653 Page Bivd., Springfield 2, Mass. 

Westinghouse Electric Corp., Sturtevant Div., 105 Readville St., 
Hyde Park, Boston 36, Mass. 

Weston Electrical Instrument Corp., Subsidiary of Daystrom, 
Inc., 614 Frelinghuysen Av., Newark 5, N. J. 

West Wind Corp., 1800 Airport Way, Seattle 4, Wash. 

Wheelco Instruments Div., Barber-Colman Co., Rockford, Il. 

Wheeling Corrugating Co., Wheeling Steel Bldg., Wheeling, 
W.Vv 


. Va. 
Wheeling Steel Corp., Wheeling Steel Bldg., Wheeling, W. 
Vv 


a. 
Wheelock Co., Geo. F., The, 3017 S. Second Av., Birmingham 5, 
Ala. 


Whipple Sheet Metal Works, Inc. 913 E. Shiwassee, Lansing 12, 
Mich. 

Whirlpool-Seeger Corp., St. Joseph, Mich. 

White Products Corp., 98 E. Main St., Middleville, Mich. 

White-Rodgers Co., 1209 Cass Ave., St. Louis 6, Mo. 


bee ay Engineering Co., 1630 S. Michigan Ave., Chicago 
16, Il. 
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Whitehead Mfg. Corp., D. W., 1218 Walnut Ave., Trenton 9, 
N 


Whiteley Bearing Corp. 1238 S. Ashland Ave., Chicago 8, Ill. 
Whiting Fire Power Products Corp., 1101 John Ave., Superior, 
Ww; 


is. 
Whitlam Mfg. Co., J. oe Box 71, Wadsworth, O. 
Lat coed Mfg. Co., Ww. 636 Race St., Rockford, Ill. 
Whitney Metal Tool Co., *, Forbes St., Rockford, Ill. 
Whitty Co., Inc., 86 Western Av., Boston 34, Mass. 
Wickwire Spencer Steel Div., Colorado Fuel & Iron Corp., 575 
Madison Ave., New York, N. Y. 
Wiedemann Machine Co., 4272 Wissahickon Ave., Philadelphia 
32, Pa. 
Wiegand Co., Edwin L., 7500 Thomas Blvd., Pittsburgh 8, Pa. 
Wilbur & Williams Co., 130 Lincoln St., Brighton 35, Mass. 
Wilde er & Grille Co., 424 Bellevue, it, Mich. 
Wilder Co., Inc., Rt. 2, Box 880, Carmel, Calif. 
Wilder Mfg. Co., 2300 S. Main St., Niles, Ohio. 
Wilder Products Co., 2422 Columbus Av., Springfield, Ohio. 
Wilhelmsen Sheet Metal Works, 445% Tweedy Blvd., South 
Gate, Calif. 
Will-Burt Co., Orrville, Ohio. 
Williams Div., Eureka-Williams Corp., 1201 E. Bell, Bloom- 
ington, Ill. 
Williams Furnace Co., P. O. Box 577, Buena Park, Calif. 
Williamson Co., The, 3500 Madison Rd., Cincinnati 9, Ohio. 
Willis Steel Corp., 156 N. Academy St., "Galesburg, Ill. 
Willson Products, Inc., 248 Thorn St., Readi Pa. 
Will-Weld Mfg. Co., 1038 S. 19th St., Omaha, Nebr. 
Wilson & Co., Inc., Prudential Plaza, Chicago 1, IIl. 
Wilson, Inc., Grant, 141 W. Jackson Bivd., icago 4, Ill. 
Wilson, Inc., K. R., Arcade, N. Y. 
Wilson Mfg. Co., 787 S. Barksdale St, Memphis 4, Tenn. 
Windmaster Corp., 43-45 Vine St., Columbus 16, O. 
Wind-Way Fan & Ventilator Co., 527 St. Joseph St., New Or- 
leans 12, La. 
Weber Co., L J- 306 Vreeland Mills Rd., Linden, N. J. 
Wi ~ dig Sons, Inc., A. E., 2337 N. 31st St., Milwaukee 10, 


Winner Mig Co., Winter, Tex. 

Wiremold ., Hartford 10, Conn. 

Wisconsin Burners Inc., 2720 Emil St., Madison 5, Wis. 
Wiss & Sons Co., J., 11-45 Littleton Ave., Newark 7, N. y 8 
Witt Co., A. H., "940 N. Sycamore Ave., Pong ow Ah Calif. 
Wodack Electric Tool Corp., 4627 W. Huron St., Chicago 44, 


.. 1225 N. 8th + Sheboygan, Wis. 
Co., Benjamin, 1945 N. Cornell Ave., Melrose Park, 


Ill. 

Wolverine Tube Co., Div. of Calumet & Hecla, Inc., Guardian 
Towers, Guardian Bidg., Detroit 26, Mich. 

Wonderod Corp., 4232 Lancaster Ave., Philadelphia 4, Pa. 

Wood Co. ohn, Heater & Tank Div., 100 Washington St., 
Conshohoc en, Pa. 

Wood oo Co., First National Bank Bidg., St. Paul 1, 


Weal teal Ca. Alan, P. O. Box 112, Conshohocken, Pa. 
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Wood Mfg. Co., A. R., Luverne, Minn. 

Wood's Sons Co., T. B, 1275 Fifth Av., Chambersburg, Pa. 

Woolley Engineering Co., 13827 Fenkell Ave., Detroit 27, Mich. 

Worcester Brush & Scraper Co., Div. Mason Worcester Brush 
Co., 38 Austin St., Worcester i, Mass. 

Worcester Pressed Steel Co., 99 Barber Av., Worcester 6, Mass. 

Worthin; Corp., Harrison, N. J. 

Wright Hoist Div., American Chain & Cable Co., Inc., York, 


Pa 
Wright Mfg. Co., 2902 W. Thomas Rd., Phoenix, Ariz. 
Wylie, W. O., 4520 Aviation Dr., Los Angeles 39, —- 
Wysong & Miles Co., 625 Fulton St. Greensboro, N. C. 
Wyzenbeeck & Staff, Tnc., 223-235 N. California Av., 


Chicago, 
ill. 


x 


a. hag ont Co., 1834 W. 59th St., Chicago 36, Ill. 
ando Corp., 43-15 36th St., Long Island City 1, N. Y 
xxi Century Heating & Ventilating Co., 96 Ira Av., Akron 
1, Ohio. 


Y 


Yale & Towne Mfg. Co., The, 11000 Roosevelt Bivd., Philadel- 
phia 15, Pa. 

Yardley Plastics a 138 Parsons Ave., Columbus 15, Ohio. 

Yarnall-Waring Company, Chestnut Hill, Philadelphia 18, Pa. 

Yeomans Bros. Co., 1999 N. Ruby St., "Melrose Park, ul. 

Yoder Co., 5500 Walworth Av., Cleveland 2, Ohio. 

York Corp., Commercial Div., Subsidiary of Borg-Warner 
Corp. re Av., ‘Fesop PL vue F 

York-Shipley, 500 Jessop ork, Pa. 

Yorktown Mictine Co Box 87, York, Pa. 

Young & Bertke Co., ‘oad-16 Hulbert Ave., Cincinnati 14, Ohio. 

Young Radiator Co., 709 S. Marquette St., Racine, Wis. 

Young Regulator Co., 5209 Euclid op Cleveland 3, “= 

Youngstown Furnace ©., 627 Marshall St., Youngstown, Ohio. 

Youngstown Sheet & Tube Co., Stambaugh Bidg., Youngstown 
1, Ohio. 


Youngstown Welding & Engineering Co., Youngstown, O. 
Z 


Zatko Metal Products Co., 20850 St. Clair Ave. Euclid, O. 
Zeh Co., Inc., 364 Highland Av., Passaic, N. J. 
Zeh & Hahnemann Co., 182-200 Vanderpool St., Newark 5, 


N. J. 
Zenith Electric Co., 152 W. Walton St., Chicago 10, Ill. 
Zick Sheet Metal "Works, 25150 W. Warren Ave., 
Mich. 
Zink Co., John, 4401 S. Peoria St., Tulsa 1, Okla. 
Zonolite Co., 135 S, LaSalle St., Chicago 3, Ill. 
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Livingston, 
rer tear’ Co., 
L. 0. F. Glass risers Co. 


Maid-0 Mist, 
Majestic Co., 
Maico rw, F 
Marley 


Mueller Clieeatrol” Onision of Worth- 
ington Corp. 


Company 
National Metal Fabricators 
National Super Service Co., 
National-U. S$, Radiator 
Nelson, Herman Div. of American Air 
Filter Co., Inc. 
Niagara Furnace Div., 
Foundries Co., The 
Niagara Machine & Tool Works . 
Nielsen, Inc., E. V 
Nixalite Company of America 
Norman Products Company 
Nu-Way Corp. 


Obdyke, Inc. Benjamin P. 
Ohio Valley Hardware Co 


Inc. 
Olsen Mfg. Co., CA. 


The .... 20, 


Parker-Kalon Div., General American 


nc. 

Perfection Industries, Div. 
Corp. 35, 36, 37 

Premier Co. 

Pringle & Son, R. 

Pullman Vacuum 70 Corp. 

Purolator Products Inc. 


of Hupp 
38, 39, 40, 41, 42 


Quickdraft Co. 
Quiet Automatic Burner Corp. 


Republi Steel Corp. 
Reve! rass, Inc. 
Reynolds etals Co. 

Rezn 


or Manufacturing. Co. 
Rheem Mfg. Co. 


Royal Products Co. 

Ryerson & Son, Inc., Jos. T. 
s 

Schaefer Brush Mfg. Co. 


Skuttle Mfg. Sw 
Smith Corp., 
Smith, R 


ine Div. 
Stic Kiip Mig. Co Inc. 
Sundst rand Hydraalic, 0 eae 
Surface Combustion Corp. . 





Thatcher Furnace Co. 


Products 
Tuttle & Bailey, ” Ine 
Typhoon Air Conditioning Co., lac. . 172 


United States Register Co. .. 128, 

United States Steel Corp. 

U. S. Steel Seely i 
States Steel Co 

Utility Appliance 

Utility Fan Corp. 


Van-Packer Corp., Div. of Flintkote 
Co. 197 


Viking Air Products Div. 
National—U. S$. Radiator Corp. .. 190 


Walker Mfg. & Sales Corp. 
Wallace Co., William .......... . 
Washington Steel Corp. 158 
Waterman-Waterbury Co., The .. 54, — 
Webster Electric Co. 
Weirton Steel Co. .......seeeus: A 
Westinghouse Electric Corp., Air Con- 

ditioning Div. 30, 
Wheeling Corrugating Co. 
White-Rodgers Elect. Co. 

Outside Back af 

Whitney Mfg. Co., W. A. 
Whitney Metal Tool eaten 6 ah 1” 
Williamson Co., The 
Wilson, Inc., Grant 
Windmaster Corp. 


Worcester Brush & Scraper Co. Div., 
Mason-Worcester Brush Co. 

Worthington Corp. 

Wysong & Miles Co. 


XXth Century Heating & Ventilating 
Co. 


York Corporation 


Zatko Metal Products Co. ........ 209 


Firms represented in this issue are identified by the folio of the page on which their advertising 
appears. Advertising which appears in other issues is marked with an asterisk. 
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COntMgrt lal Perrigeratio 
Ee ee dete 
Keeping folks cool, comfortable and well fed is a distinguished tradition at 
Copeland. Copeland’s engineering contributions to refrigeration and air 
conditioning progress have helped bring fresher, more flavorful foods to America’s 
tables, healthfully-cooled buildings in which to live and work. Your products 


perform better, serve better, sell better . . . powered by Copeland. 


Write for specifications and performance data on 
Copeland compressors and condensers for display 
SINCE 1918 cases, coolers, air conditioners and truck refrigeration. 





CORPORATION, Sidney, Ohio 





BELT-DRIVEN AUTOMOTIVE AND 

CONDENSING UNITS... COPELAWELD COPELAMETIC TRUCK COMPRESSORS... 

Designed for the critical needs of truck and 
cuto air conditioning and refrigeration. 


Superior—engineered for Heavy-duty perf 


ormance at the accessible hermetic . The indus- 
every refrigeration need. 


low current consumption. try leader for rugged dependability. 





THERMOSTAT 


by WHITE-RODGERS 


...dramatically styled for the most 
important market of all... HOMEOWNERS 


the right shape no sharp corners, severe curves or circles to clash 
with room or furnishings...the right color Adobe-Beige, harmo- 


nizes perfectly with any color scheme...smart hinged cover 


removes the “mechanical look” forever and discourages 


unnecessary setting changes...can be painted to disappear just 
paint the entire cover to match wall, no dials peek through... 
replaces outmoded thermostats inconspicuous adaptor plate 


covers any spots or plaster scars left by old-fashioned shapes. 


EMPERATURE CO La for MODERN COMFORT 





